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PREFACE 

This  volume  has  been  prepared  primarily  for  the  use  of  students 
in  the  Departments  of  Engineering  in  the  Massachusetts  Insti- 
tute of  Technology  and  is  intended  to  cover  the  fundamentals  of 
the  subject,  in  so  far  as  they  may  be  required  in  subsequent  work 
in  structural  and  machine  design  and  in  the  ordinary  problems  of 
engineering  practice. 

As  preparation  a  student  should  have  a  knowledge  of  Differ- 
ential and  Integral  Calculus,  the  principles  of  Statics  and  Dy- 
namics and  the  methods  of  determining  Centers  of  Gravity  and 
Moment^  of  Inertia  of  areas  and  solids. 

Considerable  attention  has  been  given  to  the  logical  develop- 
ment of  the  subject  and  care  has  been  taken  to  point  out  the 
limitations  of  the  different  theories;  emphasis  being  laid  on  the 
divergence  of  the  conditions  met  in  practice  from  the  ideal  con- 
ditions, under  which  the  theoretical  formulas  are  deduced,  and 
on  modifications  necessary,  or  advisable,  when  the  formulas  are 
used  under  ordinary  working  conditions. 

The  methods  of  the  Calculus  have  been  employed  throughout 
the  text,  when  these  furnish  the  most  direct  method  of  analjrsis, 
3  and  in  the  more  difficult  parts  of  the  subject  the  derivation  of 

equations  has  been  given  in  detail,  for  the  benefit  of  the  student 
who  may  understand  the  principles  employed  but  may  not  have 
acquired  facility  in  the  solution  of  the  differential  equations  in- 
volved. 

Graphical  methods  of  solution  and,  particularly,  graphical 
representations  of  results,  such  as  diagrams  of  load  intensities, 
shearing  forces,  bending  moments,  normal  and  shearing  stresses, 
have  been  freely  employed.  A  considerable  number  of  problems, 
involving  the  application  of  each  of  the  theories  discussed,  have 
been  included  in  the  text  and  solutions  have  been  given  in  detail 
wherever  it  has  appeared  that  these  would  be  an  aid  to  a  clear 
imderstanding  of  the  subject. 

•  •  • 
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iv  PREFACE 

While  the  text  is  intended  to  inchide  the  material  required  for 
a  fairly  comprehensive  knowledge  of  the  subject,  the  chapters 
have  been  arranged  in  such  a  manner  that  the  more  difficult 
parts  appear  at  the  end;  and  hence,  for  a  briefer  course  the  latter 
parts  of  certain  chapters  and  in  some  cases  the  entire  chapter 
may  be  omitted  without  destroying  the  continuity  in  the  presen- 
tation of  the  subject.  For  example,  in  a  brief  course  parts  of 
Chapters  II,  III,  IV,  V,  VII,  IX  and  X,  and  the  whole  of  Chapters 
VI  and  XI  to  XIV,  inclusive,  may  be  omitted. 

Finally,  to  our  colleagues  on  the  instructing  staff  of  the  Massa- 
chusetts Institute  of  Technology  we  wish  to  express  our  appreci- 
ation of  the  helpful  suggestions  for  which  we  have  been  indebted 
to  them  during  the  preparation  of  this  volume. 

C.  E.  F.  AND  W.  A.  J. 

December,  1918. 
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CHAPTER  I. 

PHTSICAL  PROPERTIES  OF  MATERIALS. 

1.  Strength  of  Materials.  —  The  subject  entitled  Strength  of 
Materials  ordinarily  includes  the  study  of  the  strength  and  sta- 
bility, the  distribution  of  the  internal  forces  and  the  deformations 
in  the  different  parts  of  machines  and  structures. 

The  larger  part  of  the  underlying  theory  is  based  on  the  prin- 
ciples of  Statics  and  certain  laws,  governing  the  elasticity  of 
materials,  which  are  determined  by  experiment.  Where  these  are 
insufficient  to  provide  a  solution  of  a  problem,  purely  empirical 
formulas,  based  on  the  results  of  experiments  or  the  experience  of 
practice,  are  used. 

The  subject  may,  therefore,  be  considered  as  comprising  two 
parts:  the  mathematical,  based  on  the  principles  of  Statics  as 
appUed  to  rigid  bodies;  and  the  experimental,  by  which  the  laws 
governing  the  deformation  of  elastic  bodies  and  the  strength  of 
different  materials  are  determined.  The  elasticity  and  the 
strength  of  different  materials  vary  to  a  wide  extent  and  in  many 
cases,  particularly  the  different  metals,  these  properties  are  very 
considerably  affected  by  external  conditions  and  by  treatment  in 
the  process  of  manufacture.  Hence  it  will  be  found  that  the 
mathematical  and  experimental  parts  of  the  subject  are  practically 
inseparable  and  that,  in  applying  the  formulas  deduced  by  the 
theory,  different  constants  must  be  obtained  to  suit  each  particular 
case  as  it  arises.  This  makes  practically  all  the  derived  formulas 
semi-empirical  at  least,  and  in  the  choice  of  the  different  constants 
required,  the  judgment  and  experience  of  the  engineer  must  play  an 
important  part. 
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The  larger  part  of  this  volume  will  necessarily  deal  with  the 
theoretical  side  of  the  subject  and  we  shall  be  obliged  to  restrict 
the  illustrations  of  its  application  to  a  few  of  the  more  common 
materials  which  are  used  in  engineering  work.  In  order  to  obtain 
a  thorough  facility  in  the  practical  application  of  the  formulas 
which  are  to  be  deduced,  a  comprehensive  knowledge  of  the  physi- 
cal properties  of  materials  is  required.  Within  the  limits  of  this 
volume,  however,  it  will  be  necessary  to  confine  ourselves  to  the 
definitions  of  those  properties  and  the  discussion  of  the  methods 
of  applying  the  experimental  data  obtained  from  the  tests  of  a  few 
materials,  which  may  be  taken  as  representative  of  the  methods  to 
be  followed  in  further  appUcations  of  the  principles  of  the  subject. 

2.  Properties  of  Materials.  —  Whenever  a  body  of  any  ma- 
terial is  subjected  to  the  action  of  external  forces,  a  certain  amount 
of  deformation  occurs.  This  deformation  may  be  permanent  or, 
if  the  external  forces  are  removed,  the  body.may  return  partly,  or 
wholly,  to  its  original  shape  and  dimensions. 

Elasticity,  —  The  material  is  said  to  be  perfectly  elastic  if  the 
deformation  produced  by  a  system  of  forces  acting  upon  the  body 
entirely  disappears  when  the  forces  are  removed. 

Plasticity.  —  The  material  is  said  to  be  perfectly  plastic  if  the 
entire  deformation  produced  by  a  system  of  forces  acting  upon  the 
body  remains  when  the  forces  are  removed. 

Ductility,  —  A  material  is  said  to  be  ductile  when  it  can  be 
drawn  out  by  tension,  as  in  the  process  of  drawing  wire. 

Malleability,  —  A  material  is  said  to  be  malleable  when  it  can 
be  flattened  out  under  compression,  as  in  the  process  of  rolling 
plates.  This  property  is  similar  to  ductility,  but  different  materials 
do  not  possess  the  two  properties  to  the  same  degree.  Both 
properties  are  evidently  forms  of  plasticity. 

Brittleness,  —  A  material  is  brittle  when  it  lacks  toughness  and 
tenacity.  Such  a  material  breaks  easily  under  a  sudden  shock  or 
blow. 

Hardness.  — This  term  is  used  in  two  senses:  first  to  denote 
resistance  to  abrasion  and  second  to  denote  resistance  to  indenta- 
tion. The  two  kinds  of  hardness  are  more  or  less  related,  but  do 
not  differ  in  the  same  degree  for  all  materials. 

As  a  matter  of  fact,  no  solid  material  is  thoroughly  plastic,  that 
is,  absolutely  devoid  of  elasticity,  and  no  solid  material  is  perfectly 
elastic,  but  the  materials  ordinarily  used  in  engineering  construe- 
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tioUf  such  as  iroiii  steel,  wood,  stone  and  concrete,  within  certain 
limits,  possess  the  latter  property  to  a  very  marked  degree.  When 
the  recovery  of  form  of  a  body  which  has  been  subjected  to  stress 
is  only  partial  we  say  that  the  recovery  is  due  to  the  elasticity 
which  the  material  possesses  and  that  the  permanent  deformation 
after  the  stress  is  removed  is  due  to  its  plasticity.  In  the  case  of 
the  materials  mentioned  above,  however,  unless  the  forces  to 
which  they  are  subjected  exceed  certain  limits,  the  plasticity  is  so 
small  that  it  is  uegligible  and  the  materials  may  be  considered  to 
be  perfectly  elastic. 

The  amount  of  ductility  and  malleability  and  the  degree  of 
hardness  and  brittleness  possessed  by  certain  materials,  the  metals 
in  particular,  will  be  found  to  be  affected  to  a  very  considerable 
extent  by  the  treatment  which  they  receive  in  the  process  of 
manufacture. 

3.  Stress.  —  We  have  defined  stress  (Vol.  I,  Art.  77)  as  the  force 
exerted  at  a  section  between  two  contiguous  bodies  or  two  parts 
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of  the  same  body,  the  section  in  most  cases  being  taken  as  a 
plane.  A  stress  may  be  simple  or  complex.  The  simple  stresses 
are:  (a)  tension,  such  as  the  stress  on  the  right  cross  section 
mn  (Fig.  1),  of  a  straight  rod  subjected  to  a  pull  along  its  axis; 
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(b)  compression,  such  as  the  stress  on  the  right  cross  section  mn 
(Fig.  2)  of  a  straight  bar  subjected  to  pressure  along  its  axis; 

(c)  shear,  such  as  the  stress  on  the  section  mn  (Fig.  3)  of  a  rivet 
joining  two  plates,  which  are  subjected  to  a  pull  P,  as  shown. 
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Tension  and  compression  stresses  are  sometimes  called  normal  or 
direct  stresses. 

A  complex  stress,  or  oblique  stress,  is  the  resultant  of  a  normal 
and  a  shear  stress  and  can  always  be  analysed  by  resolving  into 
the  simple  stresses  which  are  its  components.    (Vol.  I,  Art.  78.) 


Fig.  3. 


A  stress  may  be  uniform,  or  it  may  be  varying.  The  intensity 
of  stress,  or  stress  intensity,  in  the  case  of  a  uniform  stress  is  the 
stress  exerted  on  a  unit  of  area;  and  hence  it  will  be  equal  to 

P 

T 

where  P  is  the  stress  on  the  area  A,  In  the  case  of  a  varying 
stress,  the  stress  intensity  at  any  point  is  the  quotient  obtained 
by  dividing  the  stress  on  a  very  small  area  at  the  point  by  the  area, 
which  at  the  limit  is  evidently  equal  to 

dP 
dA' 

Units  of  Stress.  —  The  units  in  which  stresses  are  measured  are 
the  units  of  force:  the  pound,  the  ton,  etc.  The  units  in  which 
intensities  of  stress  are  measured,  or  the  unit  stresses,  as  they  are 
frequently  called,  are  the  Jb.  per.  sq.  in.,  the  ton  per  sq.  ft.,  etc. 

Hereafter  tensile  and  compressive  stress  intensities  may  be 
denoted  by  the  symbols  pt  and  pe,  respectively,  or  simply  by  the 
letter  p,  and  a  shearing  stress  intensity  will  be  denoted  by  the 
letter  s. 

In  emphasizing  the  distinction  between  stress  and  intensity  of 
stress  it  frequently  adds  to  clearness  to  denote  the  former  by  the 
term  total  stress,  although,  if  we  adhere  to  the  exact  definition  of 
the  term  stress  as  heretofore  given,  the  use  of  the  word  total  is 
unnecessary.  It  is  also  frequently  true  that  a  considerable  repeti- 
tion of  terms  is  required  if  the  term  stress  intensity,  or  unit  stress,  is 
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used  in  every  case  where  a  strict  rendering  requires  it.  In  such 
cases  the  term  stress,  simply,  is  used  to  denote  intensity  of  stress, 
the  context  making  it  clear  that  the  unit  stress  rather  than  the  total 
stress  is  meant.  The  student  should  always  note,  wherever  the 
term  stress  is  used,  whether  the  total  stress  or  the  stress  intensity 
is  meant. 

4.  Strain.  —  When  a  body  is  subjected  to  the  action  of  forces 
it  undergoes  a  certain  amount  of  deformation.  In  general,  any 
two  points  in  the  body  undergo  a  relative  displacement  when  the 
deformation  takes  place.  The  displacement  may  be  such  that: 
(a)  The  line  joining  the  two  points  changes  in  length  only,  its 
direction  remaining  the  same;  (b)  the  line  changes  in  direction 
only,  its  length  remaining  the  same;  (c)  the  line  changes  in  both 
length  and  direction.  If  0  and  A  are  two  points  a  small  distance 
apart  and  AOA  represents  the  change  in  the  distance  between 

them  during  the  displacement,  the  limit  of  the  ratio   ^  .    as  OA 

approaches  zero  is  the  strain  in  the  direction  OA.  In  a  few  com- 
mon cases  where  bodies  are  subjected  to  simple  stresses  it  is  very 
easy  to  define  and  measure  the  strains  produced,  but  in  cases 
where  the  stresses  are  complex  the  analysis  of  the  strain  becomes 
more  complicated. 

Tensile  Strain.  — A  bar  of  uniform  section  and  material  which  is 
subjected  to  a  uniform  tensile  stress  P  (Fig.  1)  may  be  taken  as  an 
illustration  of  a  case  in  which  the  strain  can  be  easily  determined. 
All  lines  within  the  bar  which  are  parallel  to  its  axis  will  undergo  a 
change  in  length,  the  increase  in  the  length  of  each  line  being 
proportional  to  its  length  in  the  unstrained  state. 

If  { is  the  distance  between  any  two  points  on  the  axis  of  the  bar 
before  the  stress  is  applied,  this  distance  will  be  increased  by  a 
small  amount  a,  when  the  bar  is  under  stress.  The  ratio  obtained 
by  dividing  the  increase  a  by  the  original  liength  I  is  called  the 
tensile  strain  in  the  bar.  We  shall  denote  this  strain  by  the  symbol 
er,  hence 

^  =  T (1) 

Since  the  ratio  y  is  the  same,  whatever  the  original  distance  be- 
tween the  points,  the  strain  is  uniform  throughout  the  length  of  the 
bar.    If  the  bar  were  not  of  uniform  section  and  material,  the 
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strain  would  vary  from  point  to  point  and  the  value  of  et  at  any 
point  would  evidently  be  represented  by  the  expression 

^  /ON 

'*  =  ca (2) 

'  Compressive  Strain.  —  If  a  bar  of  uniform  section  and  material 
is  subjected  to  a  uniform  compressive  stress  under  a  load  P,  applied 
along  the  axis  (Fig.  2),  the  distance  I,  between  two  points  on  the 

axis,  will  decrease  by  an  amount  c.    In  this  case  the  ratio  j  is 

called  the  compressive  strain  in  the  bar.  As  in  the  case  of  tension 
this  ratio  is  the  same  whatever  the  distance  I  may  be  and  the 
strain  is  uniform.    We  will  denote  this  strain  by  the  gfymbol 

ec  =  j (3) 

For  a  bar  of  non-imiform  section  or  material  the  expression  for 
the  straun  at  any  point  would  evidently  be 

'^^di (^^ 

Units  of  Strain. — It  should  be  noted  that  tensile  and  compressive 
strains  are  ratios  of  the  change  in  length  of  a  line  joining  two  points 
to  its  original  length  and  hence  the  units  in  which  the  quanti- 
ties are  expressed  are  numbers  only.  When  a  bar  is  subjected  to 
a  uniform  tensile,  or  a  imif orm  compressive,  stress,  it  is  obvious  that 
the  strain  produced  is  numerically  equal  to  the  extension,  or  con- 
traction, per  unit  of  length;  but  the  magnitude  of  the  strain  is 
expressed  in  numbers  and  not  in  linear  units. 

Hereafter  we  shall  frequently  use  the  letter  e,  simply,  to  denote 
either  a  tensile  or  a  compressive  strain,  the  sign  of  e,  where  neces- 
sary, being  taken  plus  for- tension  and  minus  for  compression. 

In  both  of  the  preceding  cases  the  strains  along  the  axis  of  the  bar 
are  accompanied  by  lateral  strains  in  directions  ai  right  angles  to  the 
axis,  the  tensile  stress  producing  a  contraction  and  the  compressive 
stress  an  extension  in  that  direction.  A  discussion  of  the  relations 
between  these  strains  will  follow  later.     (Art.  5.) 

Simple  Extension.  — ^  Both  tensile  and  compressive  strains  may 
be  designated  by  the  term  extension^  the  extension  being  positive 
in  the  case  of  a  tensile  strain  and  negative  in  the  case  of  a  com- 
pressive strain.    In  either  of  the  cases  represented  by  Figs.  (1 
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and  2)  the  lateral  strains  accompanying  the  strain  in  the  direc- 
tion of  the  axis  of  the  bar  could  be  prevented  by  the  application 
of  forces  at  right  angles  to  the  axis  uniformly  distributed  over 
the  surface  of  the  bar.  If  this  were  done  the  resulting  strain  in  the 
direction  of  the  axis  would  be  known  as  a  simple  extension. 

Shearing  Strain.  —  We  shall  not  be  able  to  give  a  simple  prac- 
tical illustration  of  this  case,  as  a  deformation  of  this  kind  nearly 
always  occurs  either  in  combination  with  an  elongation  or  a  con- 
traction^  or  in  cases  where  the  amount  of  the  distortion  varies 
from  point  to  point  through  the  body  under  strain.  The  following 
may  be  given,  however,  as  an  hypothetical  illustration. 

Suppose  the  opposite  faces  of  a  rectangular  prism  (Fig.  4)  to  be 
subjected  to  the  equal  and  opposite  uniform  shearing  stresses  P 
parallel  to  the  face  mnop.  Under  the  action  of  these  stresses  the 
prism  will  tend  to  distort  into  the  shape  mnoipi.  ' 


Other  forces  acting  on  the  prism  will  be  required  to  maintain 
equilibrium,  but  with  these  we  need  not  be  concerned.  All  points 
along  the  line  po  will  be  displaced  the  same  amount  along  that  line, 
and  any  line  ab,  parallel  to  mp,  will  be  displaced  to  the  position 
abi,  parallel  to  mpi. 

A  distortion  such  as  this  is  known  as  a  simple  shear.  It  may  be 
considered  to  be  the  result  of  the  sliding  of  elementary  layers 
parallel  to  the  faces  mn  and  op  under  the  action  of  the  shearing 
forces  P. 

Units  of  Strain.  —  The  change  in  indinaiion  y  of  the  perpendicvlar 
ab,  expressed  in  radians,  vnU  be  the  numerical  measure  of  the  strain, 
and,  since  this  is  always  small,  the  value  of  y  may  be  expressed  as 


u 


(5) 
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The  prism  mnop  may  be  considered  to  be  a  portion  of  a  body 
distorted  in  simple  shear,  and,  if  all  portions  are  distorted  the  same 
amount,  the  shear  may  be  said  to  be  uniform.  If  the  amount  of 
the  shear  in  different  portions  of  the  body  varies,  the  value  of  7 
will  evidently  be  given  by  the  expression 

The  foregoing  description  of  a  simple  shear  affords  a  definition 
of  an  elementary  type  of  shearing  strain.  It  should  be  noted  that 
the  volume  of  the  prism  is  unchanged  by  the  shear  and  that  the 
shear  is  measured  by  the  change  in  inclination  of  two  lines  origi- 
nally at  right  angles. 

6.  Change  of  Volume  under  Stress.  —  As  stated  in  Art.  (4), 
a  tensile  strain  is  accompanied  by  contraction  and  a  compressive 
strain  by  extension  in  all  directions  at  right  angles. 

For  example,  a  bar  of  elastic  material,  subjected  to  a  uniform 
tensile  stress,  undergoes  a  uniform  contraction  in  all  directions  at 
right  angles  to  the  axis  of  the  bar.  If  this  contraction  is  expressed 
in  strain  units,  it  will  be  found,  in  the  case  of  a  bar  of  iron  or  steel, 

to  be  between  ^  and  -r  of  the  strain  in  the  direction  of  the  axis. 

While  this  ratio  between  the  two  strains  varies  for  different  ma- 
terials, and  different  grades  of  the  same  material,  it  is  practically 
constant  for  all  bars  of  the  same  grade  of  any  one  material.  It  is 
customarily  called  Poisson's  ratio  and  may  be  denoted  by  the 

sjrmbol  — .    Hence  the  lateral  strain  in  all  directions  at  right  angles 

to  the  axis  of  a  bar  subjected  to  tension  (Fig.  1)  will  be  equal  to 

m 

the  negative  sign  indicating  that  this  strain  is  of  the  opposite 
character  to  the  strain  e«  in  the  direction  of  the  axis. 

Similarly,  in  the  case  of  a  bar  subjected  to  a  uniform  compres- 
sive stress  (Fig.  2),  a  lateral  strain  is  produced  in  all  directions  at 
right  angles  to  the  axis,  which  will  be  equal  to 

m 

the  value  of  m  in  this  case  being  practically  the  same  as  when  the 
bar  is  subjected  to  tension. 
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To  detennine  the  proportionate  change  in  volume  in  a  bar 
subjected  to  a  tensile  stress  we  may  assume  the  bar  to  be  of  square 
section,  the  dimensions  of  which  in  the  unstrained  state  are 
a  X  a,  the  original  length  being  I.  The  volume  of  the  bar  in  the 
unstrained  state  will  then  be  equal  to 

V^W (1) 

If  et  is  the  tensile  strain  in  the  direction  of  the  axis  of  the  bar, 
its  length  after  straining  will  be  equal  to 

Z  +  6,1  =  I  (1  +  et)  (Art.  4) 

and  the  dimension  of  the  side  of  the  square  cross  section  will  be 

et  /-      et\ 

a a  =  a  1 )• 

m  \       mj 

The  volume  of  the  strained  bar  will,  therefore,  be  equal  to 

y..ia+«,)a.(i-^)' 
-^'['+^.(=^)-'.f-^)+^]--  •  ») 

The  change  in  volume  due  to  the  strain  will  be  equal  to 

The  strain  ei  is  such  a  small  quantity  that  all  terms  containing 
higher  powers  of  et  than  the  first  may  be  neglected  without  intro- 
ducing an  appreciable  error;  and  an  inspection  of  equation  (3) 
shows  that  if  the  value  of  m  is  greater  than  2,  the  volume  is  slightly 
increased  when  the  bar  is  subjected  to  a  tensile  stress.  Hence  the 
density  will  be  correspondingly  less. 

A  similar  analysis  in  the  case  of  a  bar  subjected  to  compression 
would  show  a  slight  decrease  in  volume  and  increase  in  density  due 
to  the  stress. 

6.  Elastic  Limits.  —  As  previously  stated  (Art.  2)  the  metals 
and  other  materials  used  in  construction  are  very  nearly  elastic 
provided  the  forces  to  which  they  are  subjected  are  not  too  great. 

It  will  be  found  in  the  case  of  all  the  materials  mentioned, 
however,  that  if  loads  sufficient  to  produce  stresses  above  certain 
limits  are  applied,  a  permanent  deformation,  or  aet^  as  it  is  called, 
will  remain  after  the  load  is  removed. 
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The  greatest  stress  intensUy  to  which  a  body  of  any  given  material 
can  be  subjected  without  the  occurrence  of  a  permanent  set  when 
the  load  prodvcing  the  stress  is  removed  is  called  the  eUistic  limit  of 
the  material.  The  definition  will  apply  in  the  case  of  each  of  the 
simple  stresses;  thus  we  speak  of  the  elastic  limit  in  tension,  the 
elastic  limit  in  compression  and  the  elastic  limit  in  shear. 

It  is  frequently  the  case  that  when  a  material  undergoes  a  stress 
below  the  elastic  Umit  for  the  first  time  a  very  slight  permanent  set 
will  remain  on  the  removal  of  the  stress,  but  succeeding  applica- 
tions of  the  same  stress  produce  no  additional  permanent  defor- 
mation. Such  a  material  can  be  considered  to  be  perfectly  elastic 
for  all  practical  purposes,  the  slight  permanent  set,  caused  by  the 
first  appUcation  of  stress,  being  probably  due  to  overcoming  cer- 
tain initial  strains,  as  they  are  called,  which  are  set  up  during  the 
process  of  manufacture. 

In  the  case  of  most  of  the  materials  used  in  construction,  the 
strains  produced,  when  stresses  below  the  elastic  Umit  are  applied, 
are  proportional  to  the  stress  intensities.  This  law  is  commonly 
known  as  Hookers  law.  It  leads  to  a  definition  frequently  given 
for  the  elastic  limit,  viz. :  The  elastic  limit  of  a  material  is  the  limit 
of  stress  intensity  above  which  the  intensity  of  stress  ceases  to  be  pro^ 
portional  to  the  strain.  While  this  definition  is  practically  correct 
for  some  of  the  materials  naentioned,  it  is  not  strictly  true  that  the 
stress  intensity  is  proportional  to  the  strain  for  all  elastic  materials, 
and  hence  the  first  definition  given  for  the  elastic  limit  is  a  more 
correct  one. 

When  a  body  is  subjected  to  a  stress  exceeding  the  elastic  limit 
the  ratio  between  the  stress  and  the  strain  is  less  than  that  between, 
stresses  and  strains  below  the  elastic  limit.  In  other  words,  the' 
strain  increases  more  rapidly  than  the  stress  after  the  elastic  limit 
is  exceeded  and,  as  a  rule,  the  rate  of  increase  in  the  strain  becomes 
greater  and  greater  in  proportion  to  the  increase  in  stress,  until  the 
breaking  point  of  the  material  is  reached. 

The  foregoing  statement  of  the  relations  between  stresses  and 
strains  is  true  in  general  for  each  of  the  simple  stresses,  except  that, 
as  we  shall  see  later,  a  slight  modification  will  be  necessary  in  the 
case  of  certain  materials,  when  subjected  to  compressive  stresses. 

7.  Moduli  of  Elasticity.  —  For  any  elastic  material  which 
follows  Hookas  law  the  ratio  of  the  tensile  stress  intensity  to  the 
strain  produced  by  that  stress  is  called  the  tensile  modulus  of 
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dasticUy.  We  shall  denote  its  value  by  the  symbol  Et.  Hence, 
following  the  notation  previously  adopted, 

^•'f. « 

Similarly,  the  ratio  of  the  compressive  stress  intensity  to  the 
strain  produced  is  called  the  compressive  modulus  of  elasticity  and 
will  be  denoted  by  the  symbol 

Ec  =  ^ (2) 

The  metals  and  most  of  the  other  materials  with  which  we  have 
to  deal  follow  the  law  of  proportionality  of  stress  and  strain  quite 
closely,  if  not  exactly,  below  the  limits  of  stress  to  which  they  are 
ordinarily  subjected;  and  it  is  customary  to  assign  values  for  the 
modulus  of  elasticity  of  each  of  these  materials,  even  if  the  stress 
to  strain  ratio  is  not  quite  constant.  In  the  cases  where  this  ratio 
is  not  exactly  constant  the  values  usually  given  for  the  moduli  of 
elasticity  are  the  averages  obtained  for  low  limits  of  stress. 

For  all  elastic  materials  the  values  of  the  tensile  and  compressive 
moduli  of  elasticity  are  practically  the  same  and  it  is  customary 
to  denote  both  quantities  by  the  letter  E,  hence 

E^Et^Ec (3) 

This  quantity  is  also  commonly  known  as  Young* s  m^odvlus,  after 
Dr.  Thomas  Young,  who  was  the  first  to  define  it. 

The  ratio  of  the  intensity  of  a  shearing  stress  to  the  shearing 
strain  for  an  elastic  material,  following  Hookers  law,  is  called  the 
shearing  m^vlus  of  elasticity,  or  the  moduliLs  of  rigidity.  We  shall 
denote  it  by  the  gfymbol  G;  hence,  following  the  notation  pre- 
viously adopted, 

(?  =  - (4) 

y 

The  modulus  of  rigidity  in  general  has  a  different  value  from  the 
tensile  modulus  of  elasticity,  the  relation  between  the  values  in  the 
case  of  steel,  for  example,  being  approximately 

0  =  Ie (5) 

Units  of  E  and  G. — The  imits  in  which  the  values  of  E  and  G  are 
expressed  are  the  same  as  the  imits  of  stress  intensity,  viz. :  Jbs. 
per  sq.  in.,  Jbs.  per  sq.  ft,  etc.    Since  a  strain  is  always  expressed  by 
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a  number,  which  is  the  same  whatever  system  of  linear  units  is 
used,  it  is  evident  that  the  imits  in  which  the  ratio  of  stress 
intensity  to  stram  is  expressed  must  be  the  same  as  the  unit 
stresses.  This  fact  may  possibly  be  made  clearer  by  the  following 
modification  of  the  original  definition  given  by  Young  for  the 
quantity  we  call  the  modulus  of  elasticity,  viz.: 

The  modulus  of  elasticity  is  the  weight,  which,  if  applied  along 
the  axis  of  a  bar  of  a  unit  cross  section,  would  produce  an  elonga- 
tion equal  to  the  original  length  of  the  bar,  provided  the  ratio  of 
stress  to  strain  could  remain  constant  during  the  distortion. 

8.  Relation  of  Tensile  Stresses  to  Strains  above  the  Elastic 
Limit.  —  If  a  straight  bar  of  very  ductile  steel,  or  soft  steel,  as  it  is 
called,  is  subjected  to  an  increasing  load  in  tension,  the  tensile 
strain  in  the  bar  will  increase  in  direct  proportion  to  the  load,  very 
nearly,  until  the  elastic  limit  is  reached.  After  passing  the  elastic 
limit  the  rate  of  increase  in  the  strain  becomes  greater  than  the 
rate  of  increase  in  the  stress. 

When  the  stress  intensity  has  reached  a  value  a  little  higher  than 
the  elastic  limit,  a  sudden  yielding,  or  stretching,  of  the  bar  takes 
place  without  any  increase  in  load;  in  fact,  this  yielding  may 
continue  at  a  stress  slightly  below  that  at  which  it  begins  and  the 
bar  will  elongate  a  very  considerable  amount  before  any  further 
increase  in  the  load  is  made. 

Yield  Poird.  —  The  stress  intensity  at  which  this  action  occurs 
is  called  the  yield  poird  of  the  material  in  tension.  At  this  point 
there  is  apparently  a  partial  breaking  down  of  the  structure  of  the 
metal  which  resiQts,  as  will  be  shown  later,  in  a  marked  change  in 
some  of  its  properties.  While  very  fine  measiu'ements  are  neces- 
sary to  determine  the  stretch  in  the  bar  at  lower  loads,  the  elonga- 
tion at  this  point  is  easily  discernible  by  the  eye. 

After  passing  the  yield  point  an  increase  in  stress  is  required 
to  produce  a  further  increase  in  strain,  but  the  proportion  between 
the  increase  in  strain  and  the  corresponding  increase  in  stress 
becomes  greater  as  the  load  is  increased. 

For  loads  below  the  yield  point  the  diminution  in  the  cross 
section  of  the  bar,  due  to  the  lateral  strain  (Art.  5),  can  be  deter- 
mined only  by  very  accurate  measurement,  but  above  this  stress 
it  is  easily  discernible.  The  ratio  between  the  lateral  and  the 
longitudinal  strain  is  not  the  same  as  for  stresses  below  the  elastic 
limit  (Art.  5),  but  increases  as  the  load  increases. 
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Fig.  5. 


After  the  load  reaches  the  Tnayimiim  required  to  break  the  bar, 
the  stretchmg  continues  to  a  very  considerable  extent  until,  just 
before  fracture,  a  local  reduction  in  the  cross  section  takes  place 
as  indicated  at  A  (Fig.  5).    As  this  reduction  increases, 
the  load  required  to  continue  the  stretching  becomes 
less  until  at  the  point  of  fracture  the  total  stress  is 
considerably  less  than  the  TnaTrimum  required  to  break 
the  bar. 

Stress'Strain  Diagram.  —  If  we  plot  the  results  of  a 
tensile  test,  like  the  one  just  described,  with  the  ordi- 
nates  representing  stress  intensities  and  the  abscissse  the 
corresponding  strains,  the  smooth  line  drawn  through 
the  points  thus  obtained  is  caUed  a  stress-atrain  diagram. 
Such  a  diagram  for  a  bar  of  soft  steel  tested  in  tension 
is  shown  by  the  curve  marked  C  (Fig.  6). 

In  computing  stress  intensities  it  is  customary  to 
divide  the  total  stress  by  the  original  area  of  the 
cross  section  of  the  bar  before  imdergoing  strain,  and 
hence  above  the  yield  point  the  stress-strain  diagram  C 
does  not  show  the  actual  stress  intensities,  but  only  the 
arbitrary  values  obtained  on  the  assumption  that  the  area  of  the 
cross  section  remains  imchanged. 

Breaking  Strength.  —  The  maximum  stress  intensity,  computed 
in  the  above  manner,  which  the  bar  sustains  before  breaking,  is 
called  the  breaking  strength,  or  uUimaie  strength,  of  the  material  in 
tension,  or,  simply,  its  tensile  strength.  An  inspection  of  the  plot 
C  (Fig.  6)  will  show  that  the  breaking  strength  of  the  soft  steel  bar 
is  50,000  lbs.  per  sq.  in.  and  that  the  yield  point  is  between  33,000 
and  34,000  lbs.  per  sq.  in. 

The  curve  marked  c  (Fig.  6)  is  obtained  by  plotting  the  actual 
stress  intensities  as  ordinates.  For  stresses  below  the  yield  point 
this  line  practically  coincides  with  the  curve  C  but  diverges  more 
and  more  from  it  as  the  breaking  point  is  approached.  Such  a 
plot,  when  compared  with  the  stress-strain  diagram  C,  shows  the 
difference  between  the  stress  intensity,  figured  in  the  usual  way, 
and  the  actual  stress  intensity,  but  is  of  no  practical  value. 

Elastic  Limit.  —  In  order  to  indicate  the  elastic  limit  clearly  it 
is  necessary  to  plot  the  strains  to  a  larger  scale  than  that  used  in 
Fig.  6.  The  diagram  marked  C  (Fig.  7)  is  made  by  plotting  the 
strains  in  the  soft  steel  to  a  scale  25  times  as  large  as  that  used  in 
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Fig.  6.  From  this  diagram  it  may  be  seen  that  the  elastic  limit  of 
the  steel  is  between  24,000  and  25,000  lbs.  per  sq.  in.  It  is  evi- 
dently impossible  to  represent  any  strain  beyond  the  yield  point 
within  the  limits  of  the  plot. 


Fia.  6. 


Modulus  of  Elaslicity.  —  A  computation  of  the  ratio  of  stress 
intensity  to  strain  for  any  point  below  the  elastic  limit  will  give 
30,000,000  lbs.  per  sq.  in.  as  the  value  of  the  modulus  of  elasticity 
of  the  material. 

Similar  diagrams  for  two  other  grades  of  steel,  for  cast  iron, 
copper  and  aluminum  are  shown  in  Fig.  6.  The  plots  marked 
with  the  large  letters  are  made  with  the  stress  intensities  computed 
in  the  ordinary  way  and  those  marked  with  the  small  letters  repre- 
sent the  actual  stress  intensities.  In  Fig.  7,  the  same  diagrams 
are  plotted  with  strams  to  the  larger  scale. 

The  curves  marked  B  and  b  are  plotted  from  the  results  of  a 
test  on  a  bar  of  what  is  usually  called  "medium"  steel  and  those 
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marked  A  and  a  from  a  test  on  a  bar  of  a  still  harder  grade  of 
"machinery"  steel,  so  called. 

The  elastic  limits,  yield  points  and  breaking  strengths  may 
easily  be  determined  from  an  inspection  of  the  plots,  and  it  will 
also  be  seen  that  the  values  of  the  moduli  of  elasticity  of  the  three 
grades  of  steel  are  the  same. 


69000 

60000 

.a 

S  55000 


g  00000 

g4BO00 

u 

S.  40000 

.-3 


3S000 


P 

.P4  80000 

§  35000 


Z  soooo 

o 


I 


15000 


^  10000 

a 

6000 


Ai 

k 

A 

\ 

El 

::^ 

V 

\ 

/ 

-- 

^ 

"^r- 

4 

/_ 

/ 

B 

-B-l- 

^ 

\ 

-\ 

\ 

\ 

/ 

/ 

/- 

Ci 

\ 

V— 

\ 

\ 

/ 

Y- 

— 

• 

C 

/    ^ 

^ 

\> 

\ 

1 

f/ 

Fi 

\ 

V 

\ 

jfl 

/ 

^ 

^^ 

__? 

ZID- 

^ 

V 

\ 

L 

V. 

\ 

^ 

I 

^ 

n 

> 

% 

¥ 

^ 

f 

W.OO' 

ro.oo( 

w.«a 

W.Ofr 

w.oa 

30  .M 

20.00 

10    Q 

1   .00. 

LO.OQ 

eo.oc 

00.00 

40.00 

60.00 

60.00 

TO.Off 

66000 

60000 
66000^ 

5000o| 

9 

45000^ 
u 

40000  "' 


85000 


I 


30000^ 
26000  p 


CQ 
20000  (H 

o 


15000 


I 


10000  ii 

d 

5000 


Compression       Strain       TeuE^pn 

Fig.  7. 


The  curves  marked  D  are  plotted  from  the  results  of  a  tensile 
test  on  a  bar  of  cast  iron  of  ordinary  grade.  An  inspection  of  these 
plots  shows  that  cast  iron  does  not  follow  Hooke's  law  exactly, 
even  for  low  stresses,  the  stress-strain  diagram  being  a  curve 
throughout.  There  is  no  marked  elastic  limit  and  no  yield  point, 
and  the  reduction  in  the  area  of  the  cross  section  is  so  slight  that 
the  curve  D,  for  which  the  stress  intensities  are  figured  from  the 
original  area  of  the  section,  gives  very  nearly  the  actual  stress 
intensities  also.  Although  the  ratio  of  stress  to  strain  is  not 
constant  it  is  customary  to  assign  a  value  for  the  modulus  of 
elasticity  of  cast  iron,  calculated  from  the  values  of  the  stress 
intensity  and  strain  at  a  low  load;  the  value  in  the  case  illustrated 
being  about  11,000,000  lbs.  per  sq.  in. 

The  curves  marked  E  and  e  represent  the  results  of  a  tensile 
test  on  a  piece  of  copper  trolley  wire  and  those  marked  F  and  /  the 
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results  of  a  tensile  test  on  a  piece  of  rolled  aluminum  rod.  An 
inspection  of  the  diagrams  (Fig.  7)  shows  that  while  the  material 
in  these  specimens  did  not  follow  Hooke's  law  exactly,  the  ratio 
of  stresses  to  strains  for  low  loads  was  more  nearly  constant  than 
in  the  case  of  cast  iron.  The  elastic  limits  are  not  definitely 
marked;  in  fact,  there  are  none  ii  the  second  definition  of  the 
elastic  limit  (Art.  6)  is  strictly  adhered  to.  An  inspection  of  the 
plots  (Fig.  6)  shows  that  there  is  no  yield  point  similar  to  that 
obtained  on  a  steel  specimen,  no  marked  yielding  occurring  until 
the  breaking  point  is  nearly  reached.  As  in  the  case  of  cast  iron 
the  moduli  of  elasticity  may  be  computed  from  the  stress  intensity 
to  strain  ratios  at  low  loads,  the  value  for  the  copper  trolley  wire 
being  very  nearly  18,000,000  lbs.  per  sq.  in.  and  that  for  the 
aluminum  12,000,000  lbs.  per  sq.  in. 

The  foregoing  results  have  been  cited  to  illustrate  the  variation 
in  the  physical  properties  of  a  few  of  the  metals.  If  other  ma- 
terials are  investigated  a  much  wider  variation  will  be  found. 
Other  tests  might  be  cited  to  show  that  the  same  materials  when 
subjected  to  different  treatment  show  marked  variations  from  the 
results  given. 

lA>ad'D€forination  Diagrams. — In  ordinary  experimental  work  it 
is  not  customary  to  plot  the  stress-strain  diagrams  as  illustrated, 
but  instead  to  use  the  values  of  the  total  tensile  load  on  the  bar 
as  ordinates  and  the  total  elongations  in  a  given  length,  called  the 
gaged  length  as  abscissae.  A  diagram  plotted  in  this  way  is  called 
a  load-deformation  diagram  and,  if  the  scales  are  properly  chosen, 
it  will  be  very  similar  to  the  stress-strain  diagram  in  form. 

9,  Measure  of  Ductility.  —  In  addition  to  determining  the 
physical  properties  of  a  material  as  given  in  Art.  8  it  is  customary 
to  measure  its  ductility  when  subjected  to  tension  in  one,  or  both, 
of  two  ways. 

First  Method:  By  determining  the  total  amount  a  certain 
gaged  length  of  a  test  bar  elongates  before  fracture  occurs.  The 
result  is  expressed  as  a  percentage  ratio  between  the  increase  in 
the  gaged  length  and  its  original  value  before  the  bar  is  subjected 
to  strain  and  is  commonly  called  the  percentage  of  ultimate  elongO' 
turn.  The  values  obtained  from  the  tests  on  the  three  grades  of 
steel  (Art.  8)  were,  respectively,  for  Ay  24.4  per  cent;  for  B,  31.4 
per  cent  and  for  C,  37.5  per  cent.  The  value  obtained  for  cast 
iron  was  very  small,  viz.,  for  D,  0.6  per  cent.    The  values  obtained 
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from  the  tests  on  the  copper  and  aluminum  were,  refipectively,  for 
B,  6.5  per  cent  and  for  F,  6.8  per  cent.  These  viJuee  may  be  easily- 
verified  from  the  diagrams  (Figs.  6  and  7).  The  gage  length  in 
each  caae  wbs  8  inches. 


¥\ 


Fig.  S 


Second  Method:  By  dividing  the  difference  in  the  area  of  the 
smallest  cross  section  at  the  time  of  fracture  and  the  original  area 
before  the  stress  is  applied  by  the  original  area  and  expressing  the 
ratio  in  per  cent.  The  result  is  called  the  •percentage  of  reduction 
of  the  area  of  the  cross  section.  Designating  the  materials  by  the 
letters  on  the  plots  (Figs.  6  and  7),  the  values  obtained  from  the 
tests  quoted  were,  respectively:  machinery  steel,  A,  51.4  per  cent; 


18 


APPLIED  MECHANICS 


medium  steel,  B,  66.4  per  cent;  soft  steel,  C,  73.3  per  cent;  cast 
iron,  D,  0.6  per  cent;  copper  trolley  wire,  E,  52.3  per  cent;  rolled 
aluminum  rod,  F,  67.8  per  cent. 

10.  Effect  of  Shape  of  Test  Piece  on  Tensile  Properties.  — 
The  most  conmion  form  of  test  piece  for  determining  the  proper- 
ties of  a  material  in  tension  is  circular  in  section  and  of  uniform 
diameter,  either  throughout  its  entire  length  (Fig.  9  a)  or  through- 
out the  middle  portion  of  its  length  (Figs.  9  b  and  9  c). 


\ 


/ 


a 


/       \ 


Fig.  9. 


The  straight  cylindrical  piece  (Fig.  9  a)  is  suitable  for  a  ductile 
material  but  in  the  case  of  a  less  ductile  material  there  is  a  liability 
of  breaking  the  piece  at  the  points  at  which  it  is  held  by  the  grips 
of  the  testing  machine.  For  the  latter  material  the  test  piece 
(Fig.  9  b)  is  better  suited,  where  it  is  evident  that  the  break  must 
occur  in  the  straight  portion  between  the  large  ends  to  which  the 
grips  are  applied.  For  brittle  material,  like  cast  iron,  the  form 
Fig.  9  c  is  used.  This  is  a  modification  of  Fig.  9  6,  the  ends 
being  threaded  to  fit  suitable  holders,  which  should  be  made  with 
spherical  bearings  to  ensure  a  correct  aUgnment  of  the  pull  on  the 
test  piece. 

In  determining  the  tensile  properties  of  any  material  it  will  be 
found  that,  provided  the  length  of  the  straight  portion  of  the  test 
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piece  is  four  diameters  or  more,  the  values  obtained  for  the  elastic 
properties  and  for  the  breaking  strength  of  the  material  are  not 
affected  to  any  appreciable  extent  by  varying  the  size  of  the  piece. 
It  will  be  found,  however,  that  the  measurements  of  ductility  will  be 
affected  by  varying  either  the  diameter  or  the  length  of  the  test 
piece.  Both  the  percentage  of  the  reduction  of  area  and  the  ulti- 
mate elongation  will  decrease  as  the  diameter  of  the  piece  is  in- 
creased, and  for  any  given  diameter  the  percentage  of  the  ultimate 
elongation  wiU  diminish  as  the  gaged  length  of  the  piece  is  in- 
creased. 

It  is,  therefore,  apparent  that  comparative  values  of  the  tensile 
properties  of  different  materials,  particularly  of  their  ductility, 
can  be  obtained  only  by  using  test  pieces  of  the  same  dimensions. 

The  test  piece  of  the  form  (Fig.  9  d)  is  given  as  an  example  of 
a  form  which  gives  incorrect  results.  It  is  evident  that  the  frac- 
ture must  occur  at  the  section  at  the  bottom  of  the  groove  and 
that  it  would  be  impossible  to  measure  the  elastic  properties  or  the 
ductility  of  the  material  in  the  ordinary  way.  Moreover,  the 
breaking  strength  obtained  from  such  a  specimen  will  be  from  3  to 
30  per  cent  higher  than  the  value  obtained  from  the  cylindrical 
test  piece  of  a  length  of  four  diameters  or  over,  the  amount  of  the 
variation  depending  on  the  ductility  of  the  material. 

In  determining  the  properties  of  sheet  metal,  flat  plates  and 
certain  rolled  sections  it  is  customary  to  use  a  test  piece  of  rec- 
tangular cross  section  of  the  form  (Fig.  9  e),  cut  to  certain  standard 
dimensions,  the  thickness  of  the  piece  being  imiform  throughout. 

11.  Relation  of  Compressive  Stresses  to  Strains  above  the 
Elastic  Limit.  —  A  cube,  a  short  cylinder,  or  a  prism,  of  a  brittle 
material  when  subjected  to  an  increasing  compressive  stress  will 
finally  fail  by  breaking  down  along  certain  lines  of  cleavage, 
making  angles  in  the  neighborhood  of  30  degrees  with  the  direction 
of  the  line  of  pressure,  as  indicated  by  the  sketch  (Fig.  10  a). 

A  similar  piece  of  a  ductile  material  when  subjected  to  the  same 
treatment  will  squeeze  out  into  a  form  similar  to  that  illustrated 
(Fig.  10  6).  After  a  certain  pressure  is  reached,  longitudinal  cracks 
similar  to  those  indicated  in  the  sketch  will  appear  at  the  circum- 
ference, but  the  piece  will  continue  to  flatten  out  and  sustain  a 
continually  increasing  load. 

Hence  a  brittle  material  will  have  a  definite  breaking  strengih  in 
compression,  but  in  the  case  of  the  ductile  material  no  breaking  or 
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ultimate  load  is  reached.  Under  lower  pressures,  however,  both 
the  brittle  and  the  ductile  materials  exhibit  properties  very 
similar  to  those  shown  when  they  are  subjected  to  tension  and  the 
elastic  limits  and  yield  points  in  compression  agree  very  closely 
with  those  shown  in  tension. 

The  plots  ill,  etc.  (Fig.  7),  show  the  compressive  stress-strain 
diagrams  for  short  cylinders  cut  from  the  same  pieces  from  which 
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Fig.  10. 


were  taken  the  tensile  test  pieces  for  which  the  diagrams  A,  etc. 
(Fig.  7),  were  made.  In  each  case  the  letter  on  the  compression 
diagram  is  the  same  as  that  for  the  same  material  on  the  tension 
diagram  with  the  subscript  added. 

A  comparison  of  the  diagrams  Ai,  Bi,  Ci  with  the  diagrams  A, 
Bf  C  will  show  that  for  each  of  the  three  grades  of  steel  the  moduli 
of  elasticity,  the  elastic  limits  and  the  yield  points  are  very  nearly 
the  same  in  compression  as  in  tension.  A  comparison  of  the  dia- 
grams El,  Fi  and  E,  F  will  show  that  for  the  stresses  within  the 
limits  of  the  plots  the  properties  of  the  copper  and  aluminum  are 
very  nearly  the  same  in  both  compression  and  tension.  The 
diagram  Di  for  cast  iron  shows  that  there  is  not  nearly  as  rapid  a 
decrease  in  the  stress-strain  ratio  in  compression  as  there  is  in 
tension,  that  the  breaking  strength  in  compression  is  much  higher 
than  in  tension  and  that,  as  in  tension,  there  is  no  definite  elastic 
limit  and  no  yield  point. 

The  plots  shown  (Fig.  8)  represent  the  compressive  stress-strain 
diagrams  for  the  same  materials  with  the  strains  measured  to  a 
small  enough  scale  to  enable  the  stress-strain  relations  above  the 
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yield  points  of  the  ductile  materials  to  be  shown.  As  in  the 
case  of  the  tensile  testS;  the  stress  intensities  were  computed  by 
dividing  the  total  load  on  the  test  piece  by  the  area  of  the  original 
cross  section.  The  plots  of  these  intensities  are  shown  by  the  full 
lines  Aij  etc.,  and  may  be  compared  with  the  corresponding  tensile 
stress  intensities  to  a  similar  scale  (Fig.  6).  The  dotted  lines  ai, 
etc.  (Fig.  8),  represent  the  actual  stress  intensities  computed  by 
dividing  the  load  by  the  area  of  the  greatest  cross  section  at  the 
time  the  load  was  sustained.  The  plots  are  of  interest  as  they 
show  the  relation  between  the  nominal  stress  intensity  computed 
from  the  original  area  and  the  actual  stress  intensity  on  the 
greatest  cross  section,  but  otherwise  are  of  no  practical  value. 

With  the  exception  of  the  cast  iron  shown  by  the  plots  Di  and 
di  no  breaking  or  ultimate  strengths  were  obtained  and  the  dia- 
grams might  have  been  continued  indefinitely  beyond  the  limits 
shown. 

The  breaking  strength  of  the  cast  iron  in  compression  was 
98,000  lbs.  per  sq.  in.,  nearly  4.5  times  the  breaking  strength  in 
tension  (Fig.  7). 

If.  .cylinders,  or  prisms,  of  moderate  length  were  used  for  test 
pieces,  instead  of  the  short  pieces  from  which  the  foregoing  results 
were  obtained,  it  would  be  found  that  the  stress-strain  diagrams 
below  the  elastic  limits  for  the  ductile  materials  would  .be  nearly 
identical  with  those  shown;  but  that,  at  stresses  very  little  greater 
than  the  yield  points,  the  test  pieces  would  buckle  in  the  manner 
indicated  (Fig.  10  c),  after  which  the  loads  which  they  sustained 
would  gradually  diminish.  Hence,  with  such  test  pieces,  maxi- 
mum values  of  stress  intensities,  or  ultimate  strengths  in  com- 
pression, would  be  obtained.  Even  a  brittle  material  like  cast 
iron  when  tested  in  this  manner  would  fail  by  buckling  with  an 
ultimate  strength  much  less  than  that  obtained  with  the  short 
test  piece. 

If  the  test  pieces  were  made  extremely  long  in  comparison  with 
the  dimensions  of  the  cross  sections  they  will  be  found  to  bend 
and  fail  to  sustain  an  increase  in  load  before  the  stress  intensity 
has  reached  the  elastic  limit  of  the  material. 

Hence  the  vUimaie  strength  of  a  material  in  compression  depends 
on  the  relation  between  the  length  and  the  cross  section  of  the  piece 
which  is  subjected  to  pressure,  A  more  complete  discussion  of  this 
relation  will  follow  later  under  the  theory  of  columns. 
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12.  Stress-Strain  Relations  in  Shear. — It  is  impracticable  to 
determine  the  stress-strain  relations  in  shear  by  direct  measure- 
ments as  in  the  case  of  tensile  or  compressive  stresses.  An  indirect 
method  of  doing  this  will  be  discussed  later  under  the  theory  of 
torsion. 

To  determine  the  ultimate  or  breaking  strength  in  shear,  a 
piece,  such  as  a  rivet  or  a  bolt  joining  two  plates  together,  may  be 
broken  in  shear  along  the  cross  section  between  the  plates  by 
applying  a  pull  in  the  manner  indicated  in  Fig.  3,  means  being 
used  at  the  same  time  to  prevent  the  bending  of  the  plates  due  to 
the  lines  of  pull  on  the  two  not  coinciding.  The  ultimate  strength 
of  such  a  piece  in  shear,  or  the  shearing  strength  as  it  is  usually 
called,  is  computed  by  dividing  the  greatest  load  which  the  piece 
sustains  before  failure  by  the  area  of  its  original  cross  section. 
The  shearing  strengths  of  other  materials  may  be  determined  in 
a  similar  manner. 

When  the  material  is  in  the  form  of  a  flat  plate,  another  method 
of  determining  its  shearing  strength  is  to  find  the  pressure  neces- 
sary to  force  a  hole  through  the  plate  by  means  of  a  pimch  and  die 
and  to  divide  this  pressure  by  the  original  area  of  the  section  of  the 
metal  cut  through.  Owing  to  the  fact  that  the  amount  of  dis- 
tortion before  failure  is  generally  less  in  this  case  than  when  a 
bolt  or  rivet  is  broken  in  shear,  the  value  of  the  shearing  strength 
of  a  material  determined  in  this  way  is,  as  a  rule,  higher  than  the 
value  obtained  by  testing  a  bolt  or  rivet. 

13.  Strains  and  Stresses  due  to  Changes  in  Temperature.  — 
AU  materials  undergo  small  deformations  with  changes  in  tem- 
perature imless  restrained  by  the  action  of  external  forces.  When 
free  from  stress  the  amount  of  the  deformation,  or  strain,  due  to  a 
change  in  temperature  depends  not  only  on  the  material  but  also, 
to  a  slight  extent,  on  the  treatment  it  has  received  during  the 
process  of  manufacture. 

Practically  all  the  materials  with  which  we  have  to  deal  expand 
equally  in  all  directions  under  an  increase  in  temperature  and  the 
ratio  of  the  increase  in  any  linear  dimension  of  a  body,  under  a 
change  in  temperature  of  one  degree,  to  the  original  value  of  the 
dimension  is  called  the  coefficient  of  linear  expansion  of  the  material 
of  which  the  body  is  composed. 

•  In  the  case  of  a  straight  rod  the  coefficient  of  linear  expansion 
would  evidently  be  equal  to  the  change  in  length  of  a  unit  length 
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of  the  rod  under  a  change  in  temperature  of  one  degree.  In  other 
words,  the  coefficient  of  linear  expansion  is  the  extension  due  to  a 
unit  change  in  temperattare,  and  its  value  for  any  material  will 
depend  on  the  scale  of  temperature  used. 

If  a  body  is  constrained  so  that  it  is  not  free  to  expand  or  con- 
tract, stresses  will  be  set  up  by  a  change  in  temperature.  If  a 
straight  rod,  for  example,  is  rigidly  held  at  the  ends,  a  compressive 
stress  will  be  set  up  by  an  increase  and  a  tensile  stress  by  a  decrease 
in  its  temperature. 

The  intensity  of  stress  on  any  cross  section  of  the  rod  due  to  a 
temperature  change  would  be  the  same  as  that  corresponding  to 
the  strain  which  would  be  induced  by  the  same  change  in  tempera- 
ture if  the  rod  were  free. 

14.  Effect  of  a  Stress  above  the  Elastic  Limit  —  If  a  bar 
of  steel  is  subjected  to  a  tensile  stress  beyond  the  elastic  limit  and 
the  stress  is  then  gradually  removed  and  measurements  of  strain 
are  taken  meanwhile,  the  stress-strain  diagram  will  be  very  nearly 
a  straight  line  and  when  the  stress  is  entirely  removed  a  certain 
permanent  strain,  or  set  (Art.  6),  will  remain.  The  difference  be- 
tween this  permanent  strain  and  the  total  strain  in  the  bar  before 
the  load  was  removed  may  be  called  the  elastic  strain  at  that  load 
and  the  ratio  between  this  elastic  strain  and  the  corresponding 
stress  intensity  will  be  approximately  the  same  as  the  stressHstrain 
ratio  before  the  elastic  limit  was  exceeded. 

If,  immediately  after  the  stress  has  been  reduced  to  zero,  the 
load  on  the  bar  is  again  gradually  increased  and  measurements  of 
strains  are  made,  no  definite  elastic  Umit  will  be  found  until  the 
load  previously  applied  to  the  bar  has  been  very  nearly  reached. 

The  diagram  for  a  bar  of  soft  steel  which  has  been  tested  in  the 
above  manner  is  "shown  by  the  plot  A  (Fig.  11).  The  original 
elastic  limit  for  this  steel  was  27,500  lbs.  per  sq.  in.  After  in- 
creasing the  stress  to  35,500  lbs.  per  sq.  in.  the  load  was  gradually 
reduced  to  zero  and  then  increased  immediately.  On  the  second 
increase  of  load  the  elastic  limit  was  found  to  be  about  35,000  lbs. 
per  sq.  in.  On  the  diagram  the  line  be  for  the  decreasing  load  and 
the  line  cd  for  the  increasing  load  very  nearly  coincide  and  differ 
very  little  from  a  straight  line  parallel  to  oa,  the  stress-strain  line 
below  the  elastic  limit.  The  permanent  set  is  represented  by  the 
abscissa  oc.  After  reaching  the  second  elastic  limit  the  load  was 
still  furth^  increased,  the  stress-strain  diagram  following  very 


24  APPLIED  MECHANICS 

nearly  the  same  line  that  it  would  if  no  reduction  in  the  load  had 
been  made,  until  a  stress  of  about  46,000  lbs.  per  sq.  in.  was 
reached.  The  load  was  again  reduced  to  zero  and  immediately 
increased,  with  a  result  very  similar  to  that  obtained  before,  the 
elastic  limit  this  time  being  a  little  over  45,000  lbs.  per  sq.  in. 
The  test  was  then  completed  by  carrying  the  load  to  the  breaking 
point. 

The  dif^ram  marked  B  (Fig.  11)  shows  the  results  of  a  similar 
test  on  a  bar  of  medium  steel.      In  thb  case  the  elastic  limits 
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obtained  after  decreasing  the  stress  to  zero,  first  from  44,500  lbs. 
per  sq.  in,  and  then  from  57,500  lbs,  per  sq,  in,,  were  slightly  higher 
than  the  stresses  previously  sustained  by  the  bar.  A  fiuiJier 
increase  in  the  values  of  these  special  elastic  limits  would  be 
obtained  if,  after  the  load  had  been  removed,  the  bar  had  been 
allowed  a  period  of  rest  before  the  load  was  again  increased.  Such 
a  period  of  rest  would  result  also  in  a  decrease  in  the  amount  of 
ductility  remaining  in  the  bar  below  the  normal,  which  would 
differ  little,  if  any,  from  that  represented  by  the  ultimate  strain 
on  the  plot.    In  other  words,  a  period  of  rest  after  the  overatrain, 
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as  it  is  frequently  called,  will  further  increase  the  elastic  limit  and 
reduce  the  ductihty  of  the  material. 

If  the  lines  be,  cd,  ef,  fg  on  diagram  A  and  the  lines  kl,  Im,  np, 
pq  on  diagram  B  were  plotted  with  the  strains  to  a  much  larger 
scale  they  would  be  foimd  to  be  sUghtly  curved  instead  of  straight; 
that  is,  the  stress  intensities  are  not  exactly  proportional  to  the 
strains  below  the  new  elastic  limits  produced  by  overstraining. 
The  proportion  varies  so  Uttle,  however,  that  the  term  elastic 
limit  is  used  to  denote  the  stress  intensity  at  which  a  distinct 
change  occiu^. 

Hy stereos  of  Strain.— The  time  which  elapses  during  the  de- 
crease or  increase  of  the  load  on  the  bar  will  also  affect  the  strains 
obtained.  If  the  stress  is  quickly  decreased  and  then  held  constant 
the  strain  will  continue  to  decrease  for  a  considerable  time  after. 
The  reverse  is  true  if  the  stress  is  suddenly  increased  to  a  value 
below  the  elastic  limit,  the  strain  in  this  case  increasing  for  a  con- 
siderable time  under  a  constant  stress  imtil  a  state  of  equiUbrium 
is  finally  reached.  This  change  in  strain  under  a  constant  stress 
is  called  the  hysteresis  of  strain.  It  may  be  measured  by  the 
difference  between  the  initial  strain  at  a  given  stress  and  its  final 
value  after  the  strain  has  become  constant.  For  stresses  below 
the  origmal  elastic  limit  the  hysteresis  is  barely  discernible,  but 
it  becomes  more  distinct  after  a  piece  has  been  subjected  to  a 
stress  beyond  the  elastic  limit  and  the  stress  is  then  removed. 

In  the  foregoing  discussion  the  results  of  tensile  tests  on  steel 
have  been  cited  as  illustrations.  Similar  results  would  be  ob- 
tained with  steel  under  compression  and  with  other  ductile  ma- 
terials in  a  greater  or  less  degree.. 

16.  Resilience.  —  In  a  general  sense  resilience  may  be  defined 
as  the  abiUty,  which  a  body  under  strain  possesses,  of  returning 
to  its  original  dimensions  when  the  cause  of  the  strain  is  removed. 

In  mechanics  the  term  is  used  to  denote  the  amount  of  work 
which  a  body  under  strain  is  capable  of  doing  in  returning  to  its 
unstrained  state;  that  is,  the  resilience  is  the  potential  energy  due  to 
the  strain.  A  distinction  must  be  made  between  this  quantity  and 
the  work  done  in  producing  deformation,  which  will  be  equal  to 
the  resilience  only  when  the  body  is  composed  of  a  perfectly 
elastic  material. 

If  we  refer  to  Fig.  12,  in  which  the  first  part  of  the  stress-strain 
diagram  B  (Fig.  11)  is  reproduced  with  the  strains  to  a  larger 
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scaler  it  will  be  evident  that  the  work  done  in  producing  the  stress 
intensity  a  on  the  cross  section  of  the  bar  will  be  equal  to  the 
shaded  area  oag  multiplied  by  the  [proper  factor.  Since  the  dia- 
gram is  plotted  to  represent  unit  stresses  and  strains  this  factor 
would  be  equal  to  the  product  of  the  scales  of  the  stress  intensities 
and  strains  multiplied  by  another  factor  depending  on  the  area  of 
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the  cross  section  and  the  length  of  the  bar.  In  this  case  the  work 
done  in  producing  the  strain  is  very  nearly  equal  to  the  resilience 
at  the  stress  intensity  a,  since  practically  no  permanent  set  would 
remain  after  the  removal  of  the  load,  and  the  area  oag  would  repre- 
sent the  work  done  by  the  bar  during  the  recovery  of  its  original 
length. 

If,  however,  a  load  sufficient  to  produce  a  stress  intensity  6, 
above  the  elastic  limit,  were  appUed,  the  work  done  in  producing 
the  strain  would  be  equal  to  the  area  ohkbfo,  multiplied  by  the  same 
factor  as  before.  In  this  case  the  resilience  at  the  stress  intensity 
b  would  be  equal  to  the  area  cbf,  multiplied  by  the  same  factor;  be 
being  the  stress-strain  line  under  the  decreasing  load.  It  is  evi- 
dent that  when  the  stress  intensity  is  above  the  yield  point  a  large 
part  of  the  work  done  is  used  up  in  producing  permanent  strain, 
a  very  small  portion  remaining  in  the  form  of  strain  energy. 
Similar  results  would  be  obtained  with  a  steel  bar  subjected  to 
compression  and  to  a  varying  degree  with  other  materials  sub- 
jected to  tension  or  compression. 
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In  the  light  of  the  foregoing  discussion  the  expression  represent- 
ing the  resilience  of  a  bar  of  any  material  which  follows  Hooke's 
law,  under  a  uniform  tensile  stress,  may  be  deduced  as  follows: 
Let  A  s  the  area  of  the  cross  section,  I  »  the  length  of  the  bar, 
E  =  the  modulus  of  elasticity  and  e  =  the  strain  when  the  stress 
intensity  is  equal  to  p.  The  total  stress  on  the  cross  section  of  the 
bar  will  then  be  equal  to  P  »  pA  and  the  total  elongation  in  the  bar 
to  a  'B  el  and  from  the  form  of  the  shaded  portion  oag  of  the  dia- 
gram (Fig,  12),  it  is  evident  that  the  resilience  will  be  equal  to 

*  =  f  x«  =  ^x^ (1) 

But  e  =  |; 

where  V  =  Al,  the  volume  of  the  bar. 

In  the  case  of  a  bar  subjected  to  uniform  compressive  stress,  the 
expression  for  the  resilience  at  any  stress  intensity  p  will  evidently 
be  that  given  by  equation  (2) ;  and,  if  the  moduli  of  elasticity  in 
tension  and  compression  are  equal,  the  values  of  the  resilience  in 
tension  and  compression  will  be  the  same. 

Modulus  of  Resilience.  —  If  V  =  unity,  equation  (2)  becomes 

^  =  2S ^^^ 

The  quantity  iZo  is  caUed  the  modulus  of  resilience  of  the  material 
at  the  stress  intensity  p.  It  is  evident  that  the  resilience  of  a  bar 
of  any  dimensions  subjected  to  a  uniform  tensile  or  compressive 
stress  of  intensity  p  will  be  equal  to 

R^RoV, (4) 

where  i2o  =  the  modulus  of  resilience  of  the  material  at  the  stress 
intensity  p. 

Proof  Resilience, — When  the  stress  intensity  p  is  equal  to  the 
elastic  limit  of  the  material  the  value  of  12  is  sometimes  called  the 
proof  resilience  of  the  bar. 

When  the  stress-strain  lines  for  decreasing  stresses  are  approxi- 
mately parallel,  as  those  shown  in  Fig.  11,  it  is  evident  that  the 
resilience  under  a  direct  stress  above  the  elastic  limit  will  be 
approximately  represented  by  the  same  equation  (2)  as  when  the 
stress  intensity  is  equal  to  or  less  than  the  elastic  limit. 
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The  term  resilience  is  not  restricted  in  its  application  to  cases  of 
direct  stress  only,  but  is  used  to  denote  the  strain  energy  due  to 
shear  and  also  that  due  to  more  complex  stresses,  such  as  are  pro- 
duced by  bending  and  torsion.    The  deduction 
of  the  expressions  for  its  value  in  such  cases 
must  be  deferred  until  later. 

16.  Effect  of  an  Impact  Producing  a  Direct 
Stress.  —  A  tensile  stress  due  to  an  impact 
may  be  produced  by  allowing  a  sliding  weight 
to  fall  against  a  stop  on  the  lower  end  of  a  bar 

il      which  is  rigidly  held  in  a  vertical  position  by  a 
!      support  at  its  upper  end,  as  shown  in  Fig.  13. 
—  ■ '  I  ■ i-    If  the  bar  is  perfectly  elastic  it  will  act  like  a 

spring,  stretching  a  maximimi  amount  a  when 
the  blow  is  struck  and  then  oscillating  slightly 
until  equilibriimi  is  restored,  the  final  elongation 
being  the  same  as  would  be  produced  by  a  gradual  application 
of  the  weight. 

If  the  bar  is  of  imif  orm  section  and  material,  and  Z  =  its  original 
length,  A  —  the  area  of  the  cross  section,  p  =  the  maximum  stress 
intensity  produced  and  h  =  the  distance  through  which  the  weight 
falls  before  striking  the  stop,  we  may  write 


T 
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Fig.  13. 


Solving  for  p  we  obtain 

2  W  /ft  +  a\  ^    /2_^i;  (A  +  a) 


(1) 


P  = 


A    V    a    /      V  Al 

vl 
If  we  eliminate  a,  by  substituting  its  value  a  =  ~ 

(2),  and  reduce  we  obtain 

-?[ 


(2) 


w  in  equation 


2  WhE      W 

"T"     A  9 


Al 


1  + 


v/ 


2AhE 
Wl 


+  1 


(3) 


The  above  equations  are  based  on  the  assumption  that  all  of  the 
work  done  by  the  force  of  gravity  acting  on  the  falling  weight  is 
used  up  in  stretching  the  bar.  Since  neither  the  weight  nor  the 
stop  can  be  absolutely  rigid  it  is  evident  that  a  part  of  the  energy 
of  the  blow  would  be  absorbed  in  compressing  the  weight  and  the 
stop  and  hence  the  actual  value  of  p  would  always  be  somewhat 
less  than  that  given  by  equation  (2)  or  (3). 
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The  effect  of  a  weight  f aUing  on  a  bar  of  elastic  material  in  a 
manner  to  produce  compression  would  evidently  be  the  same  as  in 
the  case  of  tension. 

When  the  force  of  the  blow  is  great  enough  to  produce  a  stress 
above  the  elastic  limit  it  is  evident  that  the  above  equations  no 
longer  hold  true.  If  the  stress  produced  is  above  the  yield  point, 
nearly  all  of  the  energy  of  the  blow  is  used  up  in  producing  per- 
manent distortion;  and  the  greatest  stress  intensity  will  be  very 
much  less  than  that  given  by  equation  (2). 

17.  Suddenly  Applied  Load.  —  If  in  the  preceding  case  the 
weight  W  were  suspended  so  as  to  be  in  contact  with  the  stop 
(Fig.  13),  without  exerting  any  pressure  upon  it,  and  then  were 
allowed  to  fall  we  would  have  an  illustration  of  what  is  usually 
called  a  suddenly  applied  load  in  tension;  that  is,  a  load  applied 
instantly,  but  without  any  blow,  or  shock.  Substituting  h  =  0 
in  equation  (2)  (Art.  16),  we  obtain  for  the  value  of  the  mftYiTmim 
intensity  of  stress  produced  by  a  load  applied  in  this  manner, 

2W 

i>—T'-   • (1) 

which  is  evidently  double  the  intensity  which  would  be  produced, 
if  the  load  W  were  gradually  applied  to  the  bar. 

The  same  relation  would  exist  between  the  maximum  stress 
intensity  due  to  a  suddenly  applied  load  and  a  gradually  applied 
load  in  compression. 

As  in  the  case  of  the  stress  due  to  impact  (Art.  16),  if  the  maxi- 
mum stress  intensity  p  is  above  the  elastic  limit  the  relation  ex- 
pressed by  equation  (1)  no  longer  holds  true;  and  above  the  jdeld 
point  the  value  of  p  due  to  a  suddenly  applied  load  will  be  very 
much  less  than  that  given  by  the  equation. 

18.  Effect  of  the  Rate  of  Application  of  the  Load  on  the  Maxi- 
mum Stress  Intensity.  —  In  Art.  17  we  have  deduced  the  relation 
between  the  maximum  direct  stress  intensity  produced  by  a  sud- 
denly applied  and  a  gradually  applied  load.  In  many  cases  in 
practice  the  load  to  which  a  piece  is  subjected  is  not  applied 
instantaneously,  but  at  a  rate  sufficient  to  produce  a  maximum 
stress  intensity  greater  than  would  be  obtained  if  it  were  grad- 
ually applied.  In  the  light  of  the  preceding  discussion  the  maxi- 
mum stress  intensity  produced  by  such  a  load  would  vary  with  the 
rate  of  application,  but  would  never  be  greater  than  in  the  case 
of  a  suddenly  applied  load. 


30  APPUED  MECHANICS 

A  loady  rapidly  applied  in  the  above  manner,  or  applied  so  as 
to  produce  a  shock  (Art.  16),  is  frequently  call«l  a  dynamic  load, 
in  distinction  from  a  stationary  or  static  load. 

On  account  of  the  imcertainty  which  usually  exists  in  practice 
in  regard  to  the  exact  rate  of  application  of  a  dynamic  load,  the 
determination  of  the  maximum  stress  intensity  produced  must  be 
largely  by  an  estimate  based  on  the  results  of  experience. 

When  the  maximum  stress  intensity  produced  by  a  dynamic 
load  exceeds  the  yield  point  the  difference  between  it  and  the 
stress  intensity  due  to  the  same  static  load  is,  as  has  already  been 
stated  (Arts.  16-17),  not  nearly  so  great  as  when  the  elastic  limit 
is  not  exceeded.  From  an  inspection  of  the  stress-strain  diagrams 
for  ductile  steel  (Figs.  11-12),  it  would  appear  that  when  the 
maximimi  stress  intensity  produced  by  a  rapidly  applied  load, 
which  was  not  of  the  nature  of  a  blow,  exceeded  the  yield  point  it 
would  be  very  little  greater  than  that  produced  by  a  static  load 
of  the  same  magnitude. 

Another  factor,  not  previously  coAsidered,  enters  into  the  case, 
however;  namely,  the  rate  at  which  a  strain  above  the  yield  point, 
or,  as  is  commonly  stated,  the  rate  at  which  the  flow  of  the  ma- 
terial above  this  point  takes  place.  Thus,  it  would  be  found  in 
the  case  of  the  steel  for  which  the  diagrams  are  shown  (Figs.  11 
and  12),  that,  if  the  load  were  very  rapidly  increased,  the  stress- 
strain  line  above  the  elastic  limit  would  be  higher  than  that  shown, 
since  time  enough  would  not  be  allowed  for  the  complete  distortion 
due  to  each  increment  of  load  to  take  place.  The  result  would  be 
that  all  of  the  stresses  corresponding  to  given  amounts  of  distor- 
tion, including  the  ultimate  strength,  would  be  higher  than  those 
obtained  with  a  gradually  increasing  load. 

The  results  obtained  with  other  materials  would  be  similar,  to  a 
greater  or  less  degree,  to  those  obtained  with  steel;  and  also,  the 
results  obtained  under  compressive  stresses  would  be  aflfected 
similarly  to  those  obtained  under  tensile  stresses. 

It  is  evident  from  the  above  that  in  order  to  determine  correctly 
the  properties  of  a  material  under  a  tension  or  compression  stress 
the  rate  of  application  of  the  load  must  be  slow  enough  to- allow 
the  normal  amount  of  distortion  due  to  each  increment  of  load  to 
take  place. 

19.  Effect  of  Varying  Stresses.  —  It  is  a  well  known  fact  that 
when  a  piece  is  subjected  to  a  varying  stress,  such  as  would  be 
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produced  by  a  continually  changing,  or  by  an  intermittent  load, 
failure  will  occur  when  the  Tnaximum  intensity  of  the  varying 
stress  is  considerably  below  the  breaking  strength,  determined  in 
the  usual  way  (Art.  8),  provided  the  fluctuation  in  the  stress  is 
repeated  a  sufficient  number  of  times.  The  first  thorough  inves- 
tigation of  the  influence  of  var3dng  stresses  in  producing  fracture, 
and  on  other  properties  of  iron  and  steel,  was  made  by  Wohler, 
between  1860  and  1870.  Since  then  a  large  amount  of  experi- 
menting along  the  same  line  on  iron  and  steel  and  other  materials 
has  been  done  by  other  investigators. 

It  is  not  within  the  province  of  this  text  to  give  in  detail  the 
results  of  these  investigations,  but  merely  to  state  in  a  general  way 
some  of  the  conclusions  which  may  be  drawn  from  them.  These 
conclusions  follow: 

When  a  piece  is  subjected  to  a  continually  fluctuating  stress  in 
tension,  which  varies  from  zero  to  a  given  maximimi  intensity,  it 
will  finally  break  after  a  certain  number  of  repetitions  of  the  varia- 
tion in  stress,  if  the  maximum  stress  intensity  is  above  the  elastic 
limit  of  the  material,  determined  in  the  usual  way  (Art.  6).  The 
number  of  repetitions  of  the  variation  in  stress  required  to  produce 
fracture  will  increase  as  the  maximum  intensity  of  the  stress  is 
decreased  to  a  value  at  which  an  indefinite  number  of  repetitions 
fails  to  produce  fracture. 

When  a  piece  is  subjected  to  a  varying  stress  which  fluctuates 
between  a  maximum  and  a  minimum  intensity,  the  latter  being 
greater  than  zero,  the  value  of  the  maximum  intensity  at  which 
the  piece  will  endure  an  indefinite  number  of  repetitions  of  the 
variation,  without  fracture,  is  greater  than  where  the  variation  each 
time  is  between  a  maximum  and  zero.  As  the  range  of  variation 
decreases  the  value  of  this  maximum  increases,  imtil  it  becomes 
equal  to  the  ultimate  strength  in  tension  when  the  variation  in 
stress  equals  zero. 

The  foregoing  conclusions  will  apply  to  a  limited  extent  in  the 
case  of  a  varying  compressive  stress,  but,  since  short  pieces  of  a 
ductile  material  have  no  ultimate  strength  in  compression  and 
pieces  of  moderate  length  fail  when  the  stress  intensity  is  at,  or 
near,  the  yield  point  (Art.  11),  the  effect  of  a  varying  stress  on  the 
point  of  failure  is  not  so  marked  as  in  the  case  of  a  varying  stress 
in  tension. 

When  a  piece  is  subjected  to  a  load  which  varies  in  such  a  man- 
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ner  that  the  stress  continually  fluctuates  from  a  maximiun  value 
in  tension  to  a  maximum  value  in  compression,  and  vice  versa,  it 
will  fail  ultimately  at  a  lower  maximum  stress  than  when  sub- 
jected to  varying  stress  in  tension  or  compression  alone.  The  effect 
of  the  continual  reversal  of  stress  is  much  more  severe  than  that 
due  to  the  variation  of  one  kind  of  stress  and,  if  the  variation  is 
repeated  long  enough,  failure  will  frequently  occur  when  the  greater 
of  the  two  maximum  stress  intensities  is  considerably  below  the 
elastic  limit  of  the  material,  determined  in  the  usual  way. 

Most  of  the  experimental  investigation  of  the  effect  of  this  kind 
of  a  varying  stress  has  been  made  by  bending  pieces  back  and  forth, 
either  directly  or  by  rotating,  as  a  shaft,  under  a  constant  load.  In 
the  latter  case,  as  will  be  shown  later,  the  maximum  intensities  of 
the  alternate  tensile  and  compressive  stresses  are  always  the  same. 

While  the  effect  of  a  continual  reversal  of  stress  by  bending  is 
probably  not  exactly  the  same  as  that  due  to  subjecting  a  piece 
to  uniform  tensile  and  compressive  stresses  alternately,  the  results 
obtained  by  the  former  method  are  of  much  greater  practical 
value  than  those  that  might  be  obtained  by  the  latter,  and  our 
conclusions  in  regard  to  the  effect  of  continually  reversing  stresses 
are  based  on  the  results  of  experiments  with  pieces  subjected  to 
repeated  bending. 

As  in  the  case  of  a  varying  stress  of  one  kind,  it  may  be  said 
that  the  nimiber  of  repetitions  of  the  variation  required  to  produce 
fracture  increases  as  the  maximum  stress  intensity  is  decreased, 
until  a  stress  is  reached  at  which  an  indefinite  number  of  repeti- 
tions fails  to  produce  fracture;  also,  if  the  alternate  maximum 
intensities  of  the  tensile  and  compressive  stresses  are  not  the  same, 
the  greatest  stress  at  which  a  piece  will  stand  an  indefinite  number 
of  repetitions  is  higher  than  when  the  two  maximum  intensities 
are  equal. 

Fatigue,  —  The  cause  of  failure  under  varying  stresses  when  the 
greatest  stress  intensity  is  considerably  below  the  ultimate  strength 
of  the  material  has  been  ascribed  to  the  fatigv£  of  the  material  under 
repeated  or  varying  stress.  Investigations  have  been  made  to 
determine  the  nature  of  this  fatigue,  that  is,  the  change  in  the 
structure  of  the  material  under  repeated  stress,  but  the  results  of 
these  will  not  be  discussed  here. 

The  conditions  under  which  a  varying  stress  is  applied,  as  well 
as  the  nature  and  the  amount  of  the  variation,  have  a  considerable 
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effect  upon  the  stress  intensity  at  which  failure  occurs.  Thus, 
the  rate  of  the  fluctuation  of  the  stress  will  have  an  influence,  the 
maximum  stress  intensity  at  failure  being  somewhat  lower  for  the 
same  amount  of  variation  when  the  rate  is  rapid  than  when  it  is 
slow.  If  there  is  a  sudden  change  in  the  size  or  shape  of  the  cross 
section  of  the  piece  the  maximimi  stress  intensity  at  failure  will  be 
considerably  lower  than  when  the  section  is  uniform  throughout. 

Certain  formulas  of  an  empirical  nature  have  been  proposed  to 
represent  the  value  of  the  maximum  stress  intensity  at  failure 
under  different  conditions  of  varjring  stress,  in  terms  of  the  ulti- 
mate strength  of  the  material  and  the  range  of  the  variation  of 
the  stress.  On  account  of  the  number  of  different  conditions 
which  have  an  influence  on  the  stress  at  failure,  such  formulas  are 
of  little  practical  value  and,  as  experimental  data  sufficient  to  com- 
pletely verify  them  is  lacking  also,  they  will  not  be  quoted  here. 

As  previously  stated,  the  object  of  the  foregoing  discussion  has 
been,  not  to  quote  values  which  might  be  suitable  to  use  in  certain 
specified  cases,  but  to  emphasize  the  fact  that  imder  a  varying  or 
repeated  stress-  a  piece  will  fail  at  a  much  lower  stress  intensity 
than  its  ultimate  strength  under  a  static  load;  and  that  the  nature 
and  the  amount  of  the  fluctuation  in  stress,  as  well  as  the  condi- 
tions under  which  it  occurs,  will  have  a  decided  influence  on  the 
maximimi  stress  intensity  which  a  piece  will  stand  an  indefinite 
number  of  repetitions. 

20.  Wortdng  Strength.  —  Factor  of  Safety.  —  The  working 
strength  is  the  maximum  intensity  of  stress  to  which  a  member  of 
a  machine  or  structure  may  be  subjected  without  exceeding  the 
limits  of  safety.  The  term  is  applied  to  any  of  the  simple  stresses, 
tension,  compression  or  shear. 

The  factor  of  safety  is  the  ratio  between  the  breaking  strength 
under  a  static  load  and  the  value  assigned  for  the  working  strength. 
Its  value  depends  on  the  conditions  under  which  a  piece  is  sub- 
jected to  stress  and  may  be  as  low  as  2  or  3,  or  as  high  as  20  or 
more. 

The  working  load  is  the  load  required  to  produce  a  maximum 
stress  intensity  in  a  member  equal  to  the  working  strength.  The 
term  is  used  in  the  case  of  any  of  the  three  simple  stresses  and,  also, 
as  we  shall  see  later,  is  applied  to  the  load  required  to  produce  a 
maximum  stress  intensity  equal  to  the  working  strength  in  a  piece 
subjected  to  a  complex  stress. 
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The  working  resilience  is  the  resilience  of  a  piece  under  its 
working  load. 

The  determination  of  the  proper  value  of  the  factor  of  safety 
is  one  of  the  most  important  questions  with  which  the  engineer 
has  to  deal.  While  it  is  comparatively  easy,  by  assigning  small 
values  to  the  working  strength,  to  make  any  piece  strong  enough 
to  bear  any  load  to  which  it  may  be  subjected,  economy  in  the 
use  of  material  and  in  the  cost  of  a  structure  demand  that  the 
working  strength  shall  be  as  high  as  proper  considerations  of 
safety  will  admit. 

Hence,  in  the  light  of  the  discussion  in  this  chapter,  the  value 
of  the  working  strength  for  a  given  member  will  depend  on 
whether  the  piece  is  to  be  subjected  to  a  constant  or  a  varying  load 
and,  if  the  latter,  on  the  amount  and  rapidity  of.  the  variation,  on 
the  liability  to  shock,  and,  to  a  certain  extent,  on  the  form  of  the 
member. 

A  satisfactory  answer  to  the  question  as  to  what  value  to  use, 
in  any  particular  case,  must  be  based  on  a  thorough  knowledge 
of  the  properties  of  the  material  of  which  the  member  is  com- 
posed and  the  results  of  long  experience  with  its  use  under 
different  conditions  in  practice.  While,  in  a  large  number  of 
cases  with  which  the  engineer  has  to  deal,  such  data  has  been 
compiled  in  forms  which  require  only  a  brief  reference  in  order  to 
obtain  proper  values  for  the  working  strength  under  different 
conditions,  new  problems  are  constantly  arising,  in  the  solution  of 
which  the  engineer  is  thrown  largely  upon  his  own  judgment  and 
resources. 

21.  Problems — Physical  Properties  of  Materials. 

Problem  1. 

From  a  tensile  test  of  a  steel  bar,  1"  diam.,  the  following  data  were  obtained: 

Maximmnload 64,000  lbs. 

Load  at  elastic  limit 38,000  lbs. 

Elongation  in  a  length  of  8"  between  loads  of  2000  lbs. 

and  30,000  lbs. 0.0096" 

Total  elongation  in  8"  at  fracture 1.70" 

Average  diameter  of  smallest  section  at  fracture  .    .    .  0.72" 

Find  the  breaking  strength,  the  elastic  limit,  the  modulus  of  elasticity,  the 
percentage  of  ultimate  elongation  in  8",  the  percentage  of  the  reduction  of 
area. 
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Given  a  factor  of  safety  of  5,  find  the  working  load,  the  working  strength, 
the  working  elongation  and  resilience  in  a  section  5  ft.  in  length. 

Solution. — 

/  N   Ti      1  •   '   4.      ^i.       breaking  load       64,000      ^t  cnn.  lu 

(a)  Breaking  strength  -  original  section  "  07854  =  ^^'^  ^^^'  ^  «^-  ^^ 

/i_x   T^i    ^-   1-    -^       load  at  elastic  limit       38,000      ^oj^>/v,. 

(b)  Elastic  limit  — r-. — ^ -. =  k-^oFa  =  48,400  lbs.  per  so.  m. 

^  '  onginal  section  0.7864  '  ^      ^ 

/  X   »*  J  1       r  1    x-  -x        stress  intensity 

(c)  Modulus  of  elasticity  = r — : • 

Surain 

The  elongation  in  8",  produced  by  increasing  the  load  from  2000  lbs.  to 
30,000  lbs.,  is  0.0096",  hence 

(d)  Percentage  elongation. 

The  percentage  elongation  in  8"  will  be  equal  to 

g^  X  100  =  21.3  per  cent. 

(e)  Percentage  reduction  of  area: 

Area  of  1.00"  circle  =  0.7854  sq.  in.  =  original  section 
Area  of  0.72"  circle  =  0.4072  sq.  in.  =  fractured  section 

Difference  =  0.3782  sq.  in.  =  reduction  of  area. 

Hence,  the  percentage  reduction  of  area  wiU  be  equal  to 

0.3782 


0.7854 


X  100  =  48.2  per  cent. 


or. 


/r\   xrr    1  •      i     J       breaking  load        64,000      loonniu 
(!)  Worlong  load  -  y ^,  ^f  ^.^y 5-  =  12,800  lbs. 

/  x   Txr    1  •       *      -au      working  load       12,800     ,«  oaa  lu 

(g)  Working  strength  =  ^^ginal  section  =  07854  ^  ^^'^  ^^^'  ^^  ^'  ^"• 

TTT    1  •       A      ^u      breaking  strength      81,500      ^aoru\^u 

Working -strength  =  -^—r —  ^  ^^^     =*  — r —  =  16,300  lbs.  per  sq.  in. 

(h)  Working  elongation  —  working  strain  X  length. 

xir    1  •        *    •  working  strength  16,300         a/w\e^a 

Workmg strain  -  ^^^^ ^f  elasticity  =  29,700,000  '  ««»^«' 

hence, 

Working  elongation  =  0.000549  X  60  =  0.0329  in. 

It  is  evident,  in  this  case,  that  the  working  elongation  may  also  be  found  by 
direct  proportion. 

(i)   Resilience. 

Since  the  load  is  gradually  applied,  the  resilience  produced  by  the  working 
load  will  be  equal  to 

R  -  ^Q^^g  ^Q^^  X  working  elongation  «  ^^  X  0.0329  =  211  m.  lbs. 
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Problem  2. 
From  a  tension  test  of  a  steel  bar  2"  diam.,  the  following  data  were  obtained: 


248,000  lbs. 
160,000  lbs. 

0.0112  in. 
1.76  ins. 
1.60  ins. 


Maximum  load      

Load  at  elastic  limit     

Elongation  in  a  length  of  8"  between  loads  of  4000  lbs. 

and  136,000  lbs 

Total  elongation  in  8"  at  fracture 

Average  diameter  of  smallest  section  at  fracture     .    . 

Find  the  breaking  strength,  the  elastic  limit,  the  modulus  of  elasticity,  the 
percentage  elongation  in  8",  the  percentage  reduction  of  area. 

If  the  factor  of  safety  equals  5,  find  the  working  load,  the  working  elongation, 
and  the  working  resilience  for  a  length  of  10  ft. 

What  suddenly  applied  load  will  produce  a  stress  in  the  bar  equal  to  the 
working  strength? 

Problem  3. 

Find  the  working  load  in  tension  for  a  steel  eye  bar,  20  ft.  long,  of  rectangu- 
lar cross  section  \"  X  5".  Find  the  resilience  of  the  bar  at  this  load.  Assume 
working  strength  of  steel  in  tension  =  15,000  lbs.  per  sq.  in.  and  E  =  29,000,000 
lbs.  per  sq.  in. 

Problem  4. 

Find  the  safe  axial  load  for  a  cast-iron  column  15  ft.  long,  of  the  cross  section 
shown  (Fig.  14) :  also  find  the  total  amount  the  column  will  shorten  under  the 
load. 

Assume  the  breaking  strength  of  a  cast-iron  column  =  30,000  lbs.  per  sq.  in., 
factor  of  safety  =  6,  i^  »  14,000,000  lbs.  per  sq.  in. 


Fig.  14. 
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15000 
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15000 
FlQ.  16. 


Problem  6. 

A  straight  steel  bar,  l\"  diameter  and  10  ft.  long  is  held  rigidly  at  the  ends 
so  that  its  length  remains  constant  during  a  change  of  temperature  from  80"  F. 
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to  40''  F.    If  the  stress  in  the  bar  is  zero  at  SO""  find  the  total  pull  exerted  when 
the  temperature  is  40°. 

Assume  the  coefficient  of  linear  expansion  of  steel  »  0.0000067  per  degree 
Fahrenheit  and  E  »  28,000,000  lbs.  per  sq.  m. 

Problem  6. 

A  weight  of  40  lbs.  is  hung  on  a  steel  wire,  0.05"  diam.  and  20  ft.  long. 
Find  the  elongation  and  resilience  of  the  wire  under  tins  load.  If  the  tempera- 
ture falls  lO"*  F.  after  the  weight  is  hung  on  the  wire  find  the  total  change  in 
length.  Assume  E  »  30,000,000  lbs.  per  sq.  in.  and  the  coefficient  of  linear 
expansion  »  0.0000062  per  degree  Fahrenheit. 

Problem  7. 

Two  bars  of  steel  A  and  By  each  }"  diam.,  and  a  bar  of  copper  C,  1" 
diam.,  are  fastened  together  as  shown  (Fig.  15)  and  subjected  to  a  total 
load  of  15,000  lbs.  The  bars  are  each  30"  long.  Find  the  intensity  of  the 
tensile  stress  and  the  total  elongation  in  each  bar,  assuming  that  the  bars 
elongate  equally. 

Assume  E  »  28,000,000  lbs.  per  sq.  in.  for  steel  and  E  »  15,000,000  Ibe. 
per  sq.  in.  for  copper. 

Problem  8. 

Find  the  elongation  in  a  straight  bar  of  steel  50  ft.  long  due  to  its  own  weight 
when  suspended  in  a  vertical  position  from  its  upper 
end.    Assume  E  »  28,000,000  lbs.  per  sq.  in.  and  the 
weight  of  steel  —  0.28  lb.  per  cu.  in. 


^/'/y/yy/////yA/^^A^yyyyyyyyyyyyyy, 


SohUion. — Assume  the  origin  at  the  lower  end  of 
the  bar  (Fig.  16)  and  let  I  =  the  length  of  the  bar 
(ins.);  A  =  area  of  cross  section  (sq.  ins.);  vd  =  the 
weight  of  the  material  per  cubic  inch;  E  ~  the  mod- 
ulus of  elasticity  of  the  material;  p  =  the  intensity 
of  stress  on  any  cross  section;  a  =  total  elongation 
of  the  bar. 

Then,  the  intensity  of  the  stress  at  any  section,  at 
a  distance  x  from  the  lower  end,  wiU  be 


T 


Fig.  16. 


Awx 


=  tPX, 


and  the  corresponding  strain 


e  = 


wx 
E 


The  elongation  in  a  length  dx  will  be 


and,  for  the  entire  rod. 


da^^dx, 


ir^^ 


2E' 
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Substituting  the  values  of  w,  I  and  E^  in  this  equation,  we  obtain 

T*i    1         .•  28X50X50X12X12      ^nniQ- 

Total  elongation  «  a  -    iqo  x  2  X  28,000,000     =  ^'^^^  '^' 

Note,  —  The  problem  might  be  solved  by  finding  the  average  strain  and 
multiplsring  it  by  the  total  length'  of  the  rod,  as  follows: 
The  average  stress  intensity  will  be 

28  X  50  X  12 


100X2 
The  average  strain  will  be 

84 


«  84  lbs.  per  sq.  in. 


28,000,000      1,000,000 
Hence,  the  total  elongation  in  50  ft.  is  equal  to 

Problem  9. 

A  straight  steel  bar  10  ft.  long,  of  rectangular  cross  section,  varying  uniformly 
from  1"  X  2"  at  one  end  to  1"  X  4"  at  the  other,  is  subjected  to  an  axial  load 
of  25,000  lbs.  Find  the  total  elongation  of  the  bar,  assxmiing  E  »  30,000,000 
lbs.  per  sq.  in.    Find  the  resilience  of  the  bar  at  this  load. 

Problem  10. 

A  round  bar  of  steel,  5  ft.  long,  which  is  2"  diameter  for  a  length  of  3  ft.  at 
the  center  and  1"  for  a  length  of  1  ft.  at  each  end,  is  subjected  to  an  axial  load 
of  12,000  lbs.  Find  the  resilience  of  the  bar  at  this  load.  Assiune  E  => 
28,000,000  lbs.  per  sq.  in. 

Compare  this  value  with  that  for  a  bar  of  steel,  5  ft.  long  and  1''  diameter 
throughout,  when  subjected  to  the  same  load. 

Problem  11. 

A  steel  tube  0.5"  tHick  is  fitted  loosely  on  a  solid  cast-iron  cylinder,  4" 
diameter.  The  length  of  both  tube  and  cylinder  is  25".  If  the  whole  is  sub- 
jected to  an  axial  load  in  compression  of  100,000  lbs.,  find  the  intensity  of  the 
compressive  stress  in  the  steel  and  in  the  cast  iron.  Assiune  that  the  strains 
in  both  cast  iron  and  steeil  in  the  direction  of  the  axis  of  the  cylinder  are  equal 
and  that  E  =  30,000,000  lbs.  per  sq.  in.  for  steel  and  E  =  14,000,000  lbs.  per 
sq.  in.  for  cast  iron. 

Problem  12. 

A  solid  cylinder  of  concrete,  8"  diameter  and  24"  long,  is  subjected  to  an 
axial  load  in  compression  of  30,000  lbs.  Find  the  maximum  intensity  of  the 
compressive  stress  at  any  point  in  the  middle  portion  of  the  cylinder. 

Find  the  amount  the  cylinder  is  shortened  if  ^  »  3,000,000  lbs.  per  sq.  in. 


CHAPTER  II. 

ANALYSIS  OF  STRESS  AND   STRAIN. 

§  1.    Stress. 

22.  Analysis  of  Stress.  —  Stress  has  been  defined  (Art.  3)  as 
the  force  which  is  exerted  at  a  section  of  a  body,  the  section  being 
either  plane  or  curved,  and  being  taken  either  through  the  body 
itself,  or  forming  the  boundary  surface  with  a  contiguous  body. 
A  stress  at  any  section  of  a  body  may  usually  be  considered  to  be 
due  to  the  action  of  external  forces;  but  it  may  also  be  due  to 
internal  forces,  such  as  magnetic,  or  gravitational,  attractions  be- 
tween the  particles  of  a  body,  and  to  the  forces  between  the 
particles  due  to  unequal  expansion,  or  contraction,  of  its  parts 
caused  by  temperature  changes.  Having  defined  the  three  simple 
stresses  and  shown  that  the  stress  on  any  plane  section  can  always 
be  resolved  into  normal  and  shearing  components  (Art.  3),  we  will 
now  have  occasion  to  use  the  term  stress  in  a  still  broader  sense, 
which  is  usually  embodied  in  the  expression  stress  at  a  point. 

Whenever  the  term  intensity  of  stress  at  a  point  is  used,  some 
plane  passing  through  the  point  is  always  understood.  Since  an 
infinite  number  of  planes  can  be  passed  through  any  given  point 
and  the  stress  intensity  on  each  of  these  planes  may  be  a  different 
quantity,  the  stress  at  the  point  can  be  fully  determined  only 
when  the  resultant  stress  intensity  on  every  plane  passing  through 
the  point  is  known.  For  a  complete  determination  of  the  stress 
throughout  a  given  body  the  stress  at  every  point  in  the  body  must 
be  known. 

It  is  convenient  to  consider  two  cases:  (a)  the  case  in  which  the 
resultant  stresses  on  all  planes  passing  through  a  point  are  parallel 
to  a  single  plane;  (b)  the  case  in  which  they  are  not. 

We  shall  confine  our  attention  at  present  to  the  first  case. 

23.  Plane  Stress.  —  When  the  resultant  stresses  on  all  planes 

passing  through  a  given  point  in  a  body  are  parallel  to  a  single 

plane  the  body  is  said  to  be  subjected  to  plane  stress  and  the  plane 

to  which  the  stresses  are  parallel  may  be  called  the  plane  of  stress. 
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In  such  a  case  the  stress  on  any  plane  section,  which  is  perpendicu- 
lar to  the  plane  of  the  stress,  may  in  general  be  resolved  into  a 
normal  and  a  shearing  component  which  are  both  parallel  to  that 
plane. 

We  shall  now  deduce  certain  relations  between  the  stress  in- 
tensities on  the  different  planes  passing  through  a  given  point  in  a 
body  subjected  to  plane  stress  and  will  show  that  the  stress  at  any 
point  is  fully  determined  when  the  stress  intensities  on  any  two 
planes  passing  through  the  point  and  perpendicular  to  the  plane 
of  stress  are  known.  In  each  case  the  Z  plane  is  taken  as  the  plane 
of  stress  and  the  X  and  Y  planes  are  any  two  planes  at  right 
angles  to  each  other,  passing  through  any  point  0,  which  are  per- 
pendicular to  the  plane  of  stress. 

We  shall  adopt  the  following  notation: 

n»  =  the  intensity  of  the  normal  stress  component  on  the  X 

plane  at  the  point  0, 
$9  =  the  intensity  of  the  shearing  stress  component  on  the  X 

plane  at  the  point  0, 
Px  =  the  intensity  of  the  resultant  stress  component  on  the  X 

plane  at  the  point  0, 
riy  =  the  intensity  of  the  normal  stress  component  on  the  Y  plane 

at  the  point  0, 
8y  =  the  intensity  of  the  shearing  stress  component  on  the  Y 

plane  at  the  point  0, 
Py  =  the  intensity  of  the  resultant  stress  component  on  the  Y 

plane  at  the  point  0, 
no  =  the  intensity  of  the  normal  stress  component  on  the  A 

plane  at  the  point  0, 
Sa  =  the  intensity  of  the  shearing  stress  component  on  the  A 

plane  at  the  point  0, 
Pa  =  the  intensity  of  the  resultant  stress  component  on  the  A 

plane  at  the  point  0, 

where  the  A  plane  is  any  plane  through  0,  perpendicular  to  the 
Z  plane,  the  normal  to  which  makes  an  angle  a  with  the  axis  OX 
and  an  angle  0  with  the  axis  OY. 

A  normal  component  or  a  sfiearing  component  vnll  he  considered 
positive  when  the  vector  representing  the  stress  intensity  on  the  posi' 
live  side  of  any  plane  is  directed  positively  along  the  axis  which  is 
normal  to  the  plane. 
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24.  Relation  of  Intensities  of  Shearing  Stress  on  the  X  and  Y 
Planes.  —  Let  the  X  and  Y  planes  (Fig.  17)  be  any  two  planes 
at  right  angles  passing  throu^  any  point  0  of  a  body  in  equilib- 
rium under  plane  stress  parallel  to  the  Z  plane.  Consider  a  small 
rectangular  prism  Oabc,  three  faces  of  which  are  bounded  by  the 
X,  Y,  Z  planes.  Assume  that  the  dimensions  Oa  and  Oc  are  so 
small  that  the  stress  intensities  on  opposite  parallel  faces  may  be 
considered  equal  and  uniform  and  that  the  third  dimension  of  the 
prism  is  unity.  Such  a  prism,  being  a  small  portion  of  the  entire 
body  which  is  under  stress,  must  be  in  equilibrium  under  the 
stresses  acting  on  its  six  faces.  Since  the  stresses  on  the  opposite 
faces  are  equal  and  uniform,  the  normal  components  will  balance; 
the  shearing  components  on  the  faces  Oc  and  ab  will  form  a  couple 
whose  moment  is  equal  to  —Sx  (Oc)  (Oa);  and  the  shearing  com- 


8 


S. 


Y 
Fig.  17. 


ponents  on  the  faces  Oa  and  be  will  form  a  couple  whose  moment 
is  Sy  (Pa)  (Oc).  To  maintain  equilibrium  these  couples  must 
balance  and  hence 

Sy  (Oa)  (Oc)  -  Sx  (Oc)  (Oa)  =  0. 


•   .       Ot/     —"     O; 


X* 


Therefore,  the  intensities  of  the  shearing  components  of  the 
stresses  on  the  X  and  Y  planes,  through  any  point  of  a  body 
subjected  to  plane  stress  parallel  to  the  Z  plane,  are  equal. 

26.  Stress  Intensities  on  Different  Planes  through  a  Point  in 
a  Bar  Subjected  to  Uniform  Tension.  —  Let  Fig.  (18)  represent  a 
bar  subjected  to  a  uniform  tension  P.    Let  OX  and  OY  be  a  pair 
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of  rectangular  coordinate  axes  through  any  point  0,  the  axis  OX 
coinciding  with  the  central  axis  of  the  bar;  A  =  the  area  of  a 
cross  section  perpendicular  to  OX;  B  =  the  area  of  any  oblique 
section  whose  normal  OB  makes  an  angle  a  with  OX.    Hence, 

cosa 

Adopting  the  notation  of  Art.  (23) ,  we  obtain  for  the  intensity  of 
stress  at  0  on  the  X  plane 

P 

and  for  the  intensity  of  stress  at  0  on  the  oblique  plane,  in  the 
direction  of  the  resultant  P, 


Pft  =  -g  =  -jT  cos  a  ^  Ux  cos  a. 


(1) 


Resolving  this  resultant  intensity  into  normal  and  shearing  com- 
ponents on  the  oblique  section,  we  have  for  the  normal  component 


Tib  =  Pb  cos  a  =  fix  cos^  a 
and  for  the  shearing  component 


Sb  =  Pb  sin  a  =  Ux  sin  a  cos  a  =  -^  sin  2  a. 


(2) 


(3) 


Equations  (1),  (2)  and  (3)  give  the  values  for  the  resultant 
intensity  of  stress  at  the  point  0,  on  any  oblique  plane  passing 
through  0,  and  its  normal  and  shearing  components  on  that  plane, 
in  terms  of  the  intensity  of  stress  on  the  cross  section  and  the  angle 
between  the  planes. 
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Since  the  tension  is  unifonn  the  same  result  might  be  obtained 
by  resolving  the  resultant  force  P  into  two  components,  one 

iV  =  Pcosa, (4) 

normal  to  the  oblique  plane,  and  the  other 

r  =  Psina, (6) 

in  the  oblique  plane.    These  components,  when  divided  by  the 

area  of  the  oblique  section,  will  give  the  same  results  as  equations 

(2)  and  (3). 

When 

a  =  90°,        ?i6  =  0        and        «6  =  0, 

there  being  evidently  no  stress  on  longitudinal  sections  through 
the  bar. 

26.  Stress  Intensities  on  Different  Planes  through  a  Point  in 
any  Body  Subjected  to  Plane  Stress.  —  Let  OX,  OY  and  OZ  be 
three  coordinate  axes  through  any  point  0,  the  axis  OZ  being 
perpendicular  to  the  plane  of  stress.  Let  OA  be  the  normal  to  any 
plane  through  0,  perpendicular  to  the  Z  plane,  and  let  a  and  0  be 
the  angles  between  OA  and  OX  and  OY,  respectively. 

Assume  that  all  the  stress  components  on  the  X  and  Y  planes 
are  positive  as  shown  (Fig.  19).    Consider  a  small  triangular  prism 


Fig.  19. 


Oab,  bounded  by  the  X,  Y  and  Z  planes,  with  the  face  ab  parallel 
to  the  A  plane.  Let  the  dimensions  Oa,  Ob  and  a&  be  so  small  that 
the  stresses  on  the  faces  of  the  prism  may  be  considered  uniform 
and  the  stress  intensity  on  the  face  ab  equal  to  that  on  the  A  plane. 
Let  the  length  of  the  prism  in  the  direction  OZ  equal  unity.   Since 
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the  intensities  of  the  shearing  stresses  on  the  X  &nd  Y  planes  are 
equal  (Art.  24),  we  may  write 

8x    ^^   Sy    ^^   S^^j 

where  Sgy  =  the  shearing  intensity  on  either  the  X  or  the  Y  plane. 
It  is  evident  that  the  intensity  of  the  resultant  stresses  on  the  X 
and  Y  planes  will  be  respectively  equal  to 

and  py  =  Vriy*  +  Sxy^. 

Since  the  prism  Oab  is  in  equilibrium  under  the  stresses  on  its  faces 
we  may  deduce  the  relations  between  n^,  Sa  and  paj  the  normal, 
shearing  and  resultant  intensities  of  the  stress  on  the  face  ab,  and 
the  stress  intensities  on  the  X  and  Y  planes  as  follows: 

Resolve  all  the  stress  components  on  the  faces  of  the  prism  into 
components  parallel  and  perpendicular  to  OA.  Since  the  algebraic 
sum  of  the  components  in  the  two  directions  will  equal  zero, 

ria  {ab)  =  rig  {Ob)  cos  a  +  riy  {Oa)  sin  a  +  «,  (06)  sin  a 

+  8y  {Oa)  cos  a, 

8a  {db)  =  fly  {Oa)  cos  a  —  n,  (06)  sin  a  —  «y  {Oa)  sin  a 

+  8x  {Ob)  cos  a. 

Substituting  Oa  =  {ab)  sin  a,  06  =  {ab)  cos  a,  «,  =  Sy  =  8sy,  and 
eliminating  {ab),  we  obtain 

no  =  fix  cos*  a  +  riy  sin*  a  +  28xy  sin  a  cos  a,      .     .     .     (1) 
.   »a  =  (^  ~  Wx)  sin  a  cos  a  +  Sxy  (cos*  a  —  sin*  a) 

=  !?!LZ^*sin2a  +  S;^cos2a (2) 

The  resultant  stress  intensity  on  {ab)  will  evidently  be  equal  to 

Pa  =  Vna*  +  8j, (3) 

from  which  equation  its  value  in  terms  of  the  stress  intensities  on 
the  X  and  Y  planes  might  be  obtained  by  substitution. 

The  value  of  pa  in  terms  of  these  stress  intensities  may  be  ob- 
tained more  directly,  however,  by  the  addition  of  the  stress  com- 
ponents on  the  prism  Oa6,  acting  in  the  directions  of  the  X  and  Y 
axes.  Thus,  if  we  resolve  the  resultant  stress  intensity  on  the  face 
{ab)  into  a  component  E  in  the  direction  OX  and  a  component  F  in 
the  direction  OF,  we  shall  have 

E  {ab)  =  fix  {Ob)  +  Sy  {Oa) 
and  F  (a6)  =  ny  {Oa)  +  s,  (06). 
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Eliminating  (ob),  (Ob)  and  {Oa)f  as  before,  we  obtain 

E  =  Wx  cos  a  +  «y  sin  a, (4) 

F  =  riy  sin  a  +  «,  cos  a (5) 

Therefore, 

Pa  =  VE^  +  F^  =  \/[(WxCOSa  +  Sysina)^ 

+  (Uysma  +  Sx  cos  a)^], 
which  easily  reduces  to 

Pa  =  \/[Wx^cos2a  +  ny^sin*a  +  28xy(n,  +  nv)sinacosa  +  s^^].    (6) 

The  expressions  (1),  (2)  and  (6)  give  the  intensities  of  the  normal, 
shearing  and  resultant  stresses  on  any  plane,  whose  normal  makes 
an  angle  a  with  the  axis  OX,  in  terms  of  the  intensities  of  the  nor- 
mal and  shearing  stresses  on  the  X  and  Y  planes. 

27.  Planes  on  Which  there  is  no  Shear.  —  If  we  put  equation 
(2)  (Art.  26)  equal  to  zero  and  solve  for  the  value  of  2  a  we  shall 
obtain 

O.  Q  ain  O.  rtf 

=  tan  2  a (1) 


2  8xjf         sin  2  a 


rix  —  riy      cos  2  a 

Since  tan  2  a  may  have  any  value  between  +  oo  and  —  oo ,  the  so- 
lution of  this  equation  will  give  real  values  for  2  a  for  all  possible 
values  of  riy,  n,  and  Sx».  Moreover,  for  every  value  of  tan  2  a 
there  are  a  series  of  values  of  2  a,  differing  by  180°,  and  hence  in 
every  case  the  solution  of  equation  (1)  will  give  two  or  more  values 
of  a,  differing  by  90°.  Therefore,  at  every  point  of  a  body  sub- 
jected to  plane  stress  there  are  two  planes  passing  through  the 
point  at  right  angles,  perpendicular  to  the  plane  of  stress,  on  which 
there  is  no  shearing  stress. 

28.  Principal  Stresses.  —  Ellipse  of  Stress,  —  The  planes  of 
no  shear  (Art.  27)  are  called  principal  planes  of  stress  and  the 
stresses  on  these  planes  are  called  principal  stresses.  We  shall  now 
show  that,  at  any  given  point  in  a  body  subjected  to  plane  stress, 
the  intensity  of  one  of  the  principal  stresses  is  greater  than,  and 
the  intensity  of  the  other  less  than,  the  resultant  stress  intensity 
at  that  point  on  any  other  plane  passing  through  it. 

In  this  case  we  will  let  the  X  and  Y  planes  represent  the  principal 
planes  of  stress  at  the  point  0  (Fig.  20).  The  expression  for  the 
resultant  stress  intensity  on  any  other  plane  through  0  may  then 
be  obtained  by  substituting  s^y  =  0  in  equation  (6)  (Art.  26),  which 
gives 

Pa  =  (^**  cos*  a +  ny2  sin*  a)* (1) 
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It  is  evident  from  the  construction  (Fig.  20)  that  the  vector  OM^ 
representing  the  intensity  of  the  resultant  stress  pa  on  the  A  plane, 
is  a  semi-diameter  of  an  ellipse  whose  semi-major  and  semi-minor 
axes  coincide  with  OY  and  OX  and  are  equal  respectively  to  Uy  and 


v. 


\ 


^ — 


\ 


> 


Fig.  20. 


7ix.  That  the  point  ilf  is  on  an  ellipse,  constructed  as  indicated, 
may  also  be  shown  by  the  following  simple  proof.  Let  the  co- 
ordinates of  M  be  a;  =  Oa  and  y  =  Ob.  It  is  then  evident  from 
equation  (1)  that 

X  ^n^  cos  a 

and  y  =  Uymi  a. 

7? 


Hence 


and 


n^ 


=  cos^  a 


-^  =  sm*  a. 

— +  ^  =  1 


(2) 


which  is  the  equation  of  the  ellipse  shown  in  the  figure. 

Ellipse  of  Stress.  —  The  ellipse  just  described  is  known  as  the 
ellipse  of  stress,  and  whenever  a  body  is  subjected  to  plane  stress, 
the  stress  intensities  on  all  planes  through  any  point  which  are 
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perpendicular  to  the  plane  of  stress  are  represented  by  semi- 
diameters  of  the  ellipse  of  stress  at  that  point. 

It  is  therefore  evident  that  the  intensity  of  one  of  the  principal 
stresses  at  any  point  is  greater  than,  and  of  the  other  less  than,  the 
stress  intensity  on  any  other  plane  through  the  point. 

29.  Stress  Components  on  any  Plane  in  Terms  of  the  Principal 
Stresses.  —  Let  the  X  and  Y  planes  be  the  principal  planea  of 
stress  at  any  point  0,  the  stress  intensities  on  these  planes  being 
n,  and  riy,  respectively.  Let  OA  be  the  normal  to  any  other  plane 
through  0,  perpendicular  to  the  Z  plane.  Substituting  s^y  =  0  in 
equations  (1),  (2)  and  (6)  (Art.  26),  we  obtain  the  expressions 
for  the  normal,  shearing  and  resultant  stress  intensities  on  the  A 
plane, 

na  =  n,  cos*  a  +  riy  sin*  a, (1) 

Sa  =  (fly  —  n,)  sin  a  cos  a  =  -^^-^ — *  sin  2  a,      .     .     (2) 

and  po  =  Wcos*a  + ny*sin*a)*, (3) 

Pa  being  represented  by  the  vector  OM  (Fig.  20). 

The  angle  6,  between  OM  and  the  axis  OX,  may  be  determined 
from  the  expressions 

^.fl-  0^  _n,cos«  ... 

.    ^       Ob       TLtSina  z-x 

^°*=0M ^ ^^^ 

The  angle  <t>a  =  B  —  a,  between  OM  and  the  normal  OA,  is 
called  the  angle  of  obliquity  of  the  stress  on  the  A  plane.  The 
magnitude  of  <f>a  will  change  as  a  varies,  its  value  being  zero  when 
a  =  0^,  or  90**,  and  a  maximum  for  some  intermediate  value 
of  a. 

In  a  similar  manner,  by  substituting  (90°  +  a)  for  a,  we  obtain 
the  expressions  for  the  normal,  shearing  and  resultant  stress  in- 
tensities on  the  B  plane,  at  right  angles  to  the  A  plane, 

^6  =  n,  sin*  a  +  fly  cos*  a, (6) 

S6  =  (n,  —  riy)  sin  a  cos  a, (7) 

Pb  =  (n,*  sin*  a  +  riy*  cos*  a)*,    ....     (8) 

Pb  being  represented  by  the  vector  ONi  (Fig.  20). 
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Adding  (1)  and  (6)  and  reducing  we  have 

na  +  Wft  =  n,  +  riy (9) 

That  is,  (he  sum  of  the  normal  iniensUies  of  stress  on  aU  pairs  of 
planes  at  right  angles^  passing  through  any  point  0  and  perpendicular 
to  the  plane  of  stress,  is  a  constant. 

30.  Equal  Principal  Stresses.  —  If  the  intensities  of  the  prin- 
cipal stresses  at  any  point  in  a  body  subjected  to  plane  stress  are 
equal  in  magnitude,  the  ellipse  of  stress  becomes  a  circle;  and  it 
follows  that  the  resultant  stress  intensities  on  all  planes,  passing 
through  the  point  and  perpendicular  to  the  plane  of  stress,  are  equal. 
Two  cases  may  arise:  (a)  When  the  principal  stresses  are  both  of 
the  same  sign;  (b)  when  the  principal  stresses  are  of  opposite  signs. 

(a)  In  this  case  n«  =  rty  and  equations  (1),  (2),  (3),  (4)  and  (5) 
(Art.  29)  reduce  to 

na  =  ns, (1) 

Sa=0, (2) 

Pa  =  ns,     , (3) 

cos  B  =  cos  a, (4) 

sin  9  =  sin  a, (5) 

respectively;  which  shows  that  when  the  principal  stresses  at  any 
point  are  equal  and  of  the  same  sign,  the  stresses  on  all  planes 
through  that  point,  perpendicular  to  the  plane  of  stress,  are  normal 
and  of  the  same  intensity.  This  is  evidently  true  when  both 
principal  stresses  are  negative  as  well  as  when  both  are  positive. 

(b)  In  this  case  n,  =  — riy  and  equations  (1),  (2),  (3),  (4)  and 
(5)  (Art.  29)  become 

Wa  =  n.  (cos*  a  —  sin*  a)  =  n«  cos  2  a,     ...  (6) 

Sa  =  —2  n»  sin  a  cos  a  =  — n,  sin  2  a,     ...  (7) 

Pa  =  nx, (8) 

cos  6  =  cos  a, (9) 

sind  =  —sin  a, (10) 

respectively;  which  shows  that  when  the  principal  stresses  at  any 
point  are  equal  in  magnitude  and  of  opposite  sign,  the  resultant 
stress  intensities  on  all  planes  through  that  point,  perpendicular  to 
the  plane  of  stress,  are  equal,  and  the  resultant  stresses  on  all  but 
principal  planes  are  oblique. 

Equations  (9)  and  (10)  show  that  the  angle,  which  the  vector 
representing  the  resultant  stress  on  the  A  plane  makes  with  the  axis 
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OX,  is  of  the  same  magnitude  and  of  the  opposite  sign  to  that 
which  the  normal  OA  makes  with  OX. 

Equation  (6)  shows  that  when  the  angle  between  the  nonnal  to 
the  plane  and  the  axis  OX  is  45^  the  normal  stress  component  is 
zero,  the  resultant  stress  on  this  plane  being  a  shearing  stress  of 
the  same  intensity  as  the  principal  stresses.  The  intensity  of  this 
shearing  stress  is  evidently  a  maximum  (Art.  31). 

31.  Planes  of  Maximum  Shear  and  of  Maximum  Obliquity. 

Planes  of  greatest  shear.  —  An  inspection  of  equations  (2)  and 
(7)  (Art.  29)  will  show  that  when  a  is  equal  to  ±  45**,  180*"  ±  45'', 
etc.,  the  shearing  stress  intensities  on  the  A  and  B  planes  will 
become  equal  to 

a,=  ±!bLZi!f (1) 

and 

«»=±^^^; (2) 

that  is,  the  shearing  stress  intensities  on  the  two  planes,  making 
angles  of  45^  with  the  planes  of  principal  stress  through  a  point, 
are  greater  than  the  shearing  stress  intensities  on  any  other  planes 
passing  through  the  point. 

If  positive  directions  are  assumed  along  the  axes  OA  and  OB 
and  vectors,  representing  Sa  and  ^,  are  laid  ofif  along  the  A  and  B 
planes,  in  accordance  with  the  signs  given  by  the  solution  of  (1) 
and  (2),  the  relation  between  the  shearing  stress  intensities  on 
any  two  planes  at  right  angles  (Art.  24)  will  be  fulfilled  in  every 
case. 

If  we  compare  equations  (1)  and  (6)  (Art.  29) ,  it  will  be  evident 
that  when  a  =  45^,  or  135®, 

fix  +  fly 
Ua  ==  flh  =  rt f 

that  is,  the  normal  components  of  the  stresses  on  the  planes  of 
maximum  shear  are  always  equal  and  of  a  magnitude  equal  to  the 
mean  of  the  principal  stresses. 
Planes  of  greatest  obliquity.  —  Referring  to  Fig.  20  we  see  that 

.  Sa        (ny  —  Tix)  sin  g  COS  g  ,^. 

1^  Po   .  (n,*cos^a  +  nv*sm*a)' 

,       .      Sa       (Wy  —  n,)  ain  a  cos  a  / -v 

tan0  =— =  ^^^^^^ — —L- ___      ....    (4) 
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where  Us  and  n^  are  principal  stress  intensities.  To  determine  the 
value  of  a  for  which  ^  is  a  Tnaximum  we  may  differentiate  (4), 
place  the  derivative  equal  to  zero  and  substitute  the  value  thus 
obtained  in  (3),  as  follows: 

—  (tan«)  =  Ohf-'^z)(cos^a-Bm^a) 
da  (fix  cos*  a  +  n^  sin*  a) 

(rUf  —  riar)  sin  a  cos  a   -. ,  -         ^    .-  -  -. 

—  /     — T^ ^-^-^2(7iy-nx)smacosa  =  0. 

(n,  cos*  a  +  rty  sm*  a)*    ^  ^ 

Transposing  and  reducing, 
(cos*  a  —  sin*  a)  (n,  cos*  a  +  w,  sin*  a)  =  2  (ny  —  n,)  sin*  a  cos*  a. 

Substituting  cos*  a  =  1  —  sin*  a    and  solving, 

sin*«=      ^ (5) 

Uy   +   Ux 

Hence  cos*a  =  1  —  sin*a= — ^7^ — (6) 

fly  -t  fix 

Substituting  in  (3)  and  letting  </>«  =  the  maximum  value  of  ^, 

""'^^^ — ^"=^"^^^ — ^^^^^i — "ij;r+^.-  •  ^^^ 


\Wy  +  n,     ny  +  n,/ 


It  is  evident  from  equations  (5)  and  (6)  that  the  value  of  a  for 
the  plane  of  greatest  obliquity  of  stress  will  not  be  45**  and  hence 
the  plane  on  which  the  obUquity  of  stress  is  a  maximum  is  not  the 
plane  on  which  the  shearing  stress  is  a  maximiun. 

It  should  be  noted  that  the  foregoing  proof  is  restricted  to  the 
case  where  the  principal  stresses  are  of  the  same  sign.  If  the 
principal  stresses  were  of  opposite  signs  the  solution  of  equation  (7) 
would  give  a  value  of  sin  0©  >  1. 

When  the  principal  stresses  are  of  opposite  sign  the  angle  of 
greatest  obliquity  will  be  90**,  there  always  being  in  this  case  some 
plane  on  which  the  normal  stress  intensity  is  equal  to  zero.  The 
angle  a  which  the  normal  to  the  plane  of  greatest  obliquity  makes 
with  OX  can  be  found  by  putting  the  value  of  ria  (equation  1, 
Art.  29)  equal  to  zero,  and  solving  for  a  as  follows: 
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no'=  fix  cos* a  +  riy  sin* a  =  0, 
ffln*  a  fix 


cos*  a 

< 

sin  a 
cosa 

tana 

(8) 


which  ^ves  a  real  value  for  a  whenever  n«  and  n^  are  of  opposite 
signs. 

32.  Principal  Stresses  in  Terms  of  the  Stresses  on  any  Two 
Coordinate  Planes  at  Right  Angles  to  the  Plane  of  Stress.  — 
The  magnitudes  of  the  intensities  of  the  principal  stresses  at  any 
point  0  may  be  expressed  in  terms  of  the  normal  and  shearing 
stress  intensities  at  0  on  any  two  planes  at  right  angles  by  elimi- 
nating the  value  of  a  between  equations  (1)  and  (2)  (Art.  26),  as 
follows: 

For  a  principal  plane  of  stress,  equation  (2)  (Art.  26)  may  be 

written 

(n^  —  n,)  sin  a  cos  a  +  «xy  (2  cos*a  —  1)  =  0, 

from  which 

X  fl      ""~    flv 

cos"a=o  +  ~^r — ^sinacosa:      .•.•(!) 

2  2  8xy 

also, 

(riy  —  n,)  sin  a  cos  a  +  5^  (1  —  2  sin*  a)  =*  0, 

from  which 

sin*a=;5 ^ — ^sinacosa (2) 

iS  iS  8xy 

Substituting  the  above  values  of  cos*  a  and  sin*  a  in  equation  (1) 
(Art.  26),  we  obtain 


fly 

27 


(n,  —  riy)  sin  a  COS  a  +  2  «,y  sin  a  cos  a 


xy 


fix  +  fly    I    (fix  —  fly)    +  4  Sxif*    •  /o\ 

=  — 7r-^+  ^ — ■ ^smacosa.   ...     (3) 

2  2Sxy 

Prom  equation  (1)  (Art.  27), 

tan2a=    ^^'^         (4) 

fix  —  fly 

and  hence 

.    A  .         tan  2  a  28xu 

sm2a  s  ± 


Vl  +  tan*2a  V(n,-n,)*  +  4s^* 
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SubstitutiDg  in  equation  (3)  and  reducing,  we  obtain 

w„=^^^±|V(n.-n,)»+4«^«,      ...    (5) 

which  gives  the  magnitude  of  both  principal  stress  intensities,  one 
value  being  obtained  when  the  second  term  of  the  right-hand  mem- 
ber is  plus  and  the  other  when  it  is  negative.    . 

If  we  represent  the  principal  stress  intensities  by  ni  and  ns, 
respectively,  we  have 

ni=!bL+^+lv(n.-n^)«  +  4«^«,     ...    (6) 

^^nfL+IbL^^V(n.-nyy  +  ^8ryK    ...     (7) 

If  we  let  ai  and  at  represent  the  angles  which  the  normals  to  the 
principal  planes  (differing  by  90*^)  make  with  the  X  axis,  their 
magnitudes  may  be  obtained  from  equation  (4). 

If  Tiy  =  0,  that  is,  the  normal  component  of  the  stress  on  one  of 
the  coordinate  planes  is  zero,  equations  (4),  (6)  and  (7)  reduce  to 

tan2a  =  ^ (8) 

rig 

n«  =  ~'-^Vn,2+4«^2 (10) 

The  angles  ai  and  as,  which  the  normals  to  the  principal  planes 
make  with  the  X  axis,  are  obtained  from  equation  (8). 

If  n„  =  0  and  n,  =  0,  that  is,  the  stresses  on  the  two  coordinate 

planes    are  shearing  stresses  only,  equations  (4),   (6)  and  (7) 

reduce  to 

tan2a  =  oo (11) 

ni  =  Sxy (12) 

rh=  -8:cy (13) 

From  equation  (11),  2  a  will  equal  90°  or  270°,  hence  ai  =  45° 
and  aj  =  135°.  The  principal  stresses  are  of  equal  magnitude 
and  opposite  sign  (Art.  30). 

Hence  the  principal  stresses  and  therefore  the  state  of  stress  at  any 
point  in  a  body  under  plane  stress  can  be  fully  determined  when  the 
stress  components  on  any  two  planes  at  right  angles  and  perpendicular 
to  the  plane  of  stress  are  known.    (Art.  29.) 
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S3.  Conjugate  Stresses.  —  If  the  vector  OM  (Fig.  20)  repre- 
sentB  the  resultant  stress  at  the  point  0  on  the  A  plane,  the  result- 
ant stress  at  the  point  0  on  a  plane  in  the  direction  OM  and  per- 
pendicular to  the  plane  of  stress  will  be  represented  by  the  vector 
ON,  This  may  easily  be  shown  by  applying  the  conditions  of 
equilibrium  to  a  small  prism  at  0  whose  base  is  a  paraUelogram 
Omtn  (Fig.  21)  with  the  sides  Om  and  On  coinciding  with  OM  and 
ON  respectively  and  of  such  small  dimensions  that  the  stresses  on 
the  opposite  faces  may  be  considered  equal  and  of  uniform  in- 
tensity. We  will  designate  the  plane  in  the  direction  OM  as  the 
C  plane  and  let  pe  equal  the  resultant  stress  intensity  on  this  plane. 

It  is  evident  from  the  sketch  (Fig.  21)  that,  since  the  stresses  on 
the  opposite  faces  of  the  prism  Omtn  are  equal  and  uniform,  the 
resultant  stresses  on  the  faces  On  and  nU 
must  balance  and  those  on  the  faces  Om 
and  nt  must  balance  also.  But  to  satisfy 
this  condition  the  resultant  stresses  on 
the  opposite  faces  Om  and  nt  must  act 
in  the  direction  ON,  otherwise  they  will 
form  a  couple.  Since  the  intensity  of  the 
resultant  stress  on  the  C  plane  is  repre- 
sented by  a  semi-diameter  of  the  ellipse 
of  stress  (Art.  28),  it  follows  that  ON 
(Fig.  20)  represents  the  magnitude  as 
well  as   the   direction  of  the  resultant  p^^  21 

stress  po  on  the  C  plane. 

Stresses  which  bear  the  relation  just  described  are  known  as 
conjugate  stresses:  and  two  planes  so  situated  that  the  vector  rep- 
resenting the  resultant  stress  intensity  on  one  plane  lies  in  the 
other  plane  are  known  as  conjugate  planes  of  stress. 

The  angles  of  obliquity  of  any  two  conjugate  stresses  are  evidently 
equal. 

Principal  stresses  are  conjugate  stresses,  where  the  planes  are 
at  right  angles. 

34.  Resultant  Stress  on  any  Plane  in  Terms  of  the  Principal 
Stresses.  —  This  is  a  second  solution  of  the  theorem  in  Art.  (29), 
based  upon  the  results  obtained  in  Art.  (30). 

Assume  the  X  and  Y  planes  to  be  the  principal  planes  of  stress 
at  any  point  0,  the  principal  stress  intensities  being  n,  and  riy, 
respectively,  and  let  OA  be  the  normal  to  any  other  plane,  passing 
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through  0  perpendicular  to  the  Z  plane,  and  a  =  the  angle  between 
OA  and  OX  (Fig.  22).    Then  evidently 


"»^. 


IS 


N 


\ 


.*    V 


-n= 


*1* — ^w^'Hef*' 


and 


Fig.  22. 


rty  +  nx.ny'-nx 

Wy  =  ?5 1 J^ 


__  Tiy  +  n*      riy —  rix 
^'  *"       2  2      ' 


that  is,  the  principal  stresses  can  be  resolved  into  two  sets  of  equal 
principal  stresses  (Art.  30),  one  set  having  the  same  sign  and  equal 
in  intensity  to 

ny   +    tig 

2 

and  the  other  set  having  opposite  signs  and  equal  in  intensity  to 

fly    fix 


The  resultant  stress  intensities  on  the  A  plane  can  be  found  by 
determining,  first,  the  component  stress  intensity  on  this  plane 
due  to  the  equal  principal  stress  components  of  the  same  sign  and, 
second,  the  component  stress  intensity  due  to  the  equal  principal 
stress  components  of  opposite  sign  and  then  finding  their  resultant. 
The  first  component  will  be  equal  to 


Pai  = 


fly   4"   Wj 


(1) 


and  will  be  normal  to  the  A  plane;  that  is,  the  angle  between  the 
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vector  pai  and  OX  will  be  equal  to  a.  (Art.  30.)  The  second 
component  will  be  equal  to 

Pat- — 2 — ^^^ 

and  the  angle  between  the  vector  po.  and  OX  will  be  equal  to  —  a 
(Art.  30).  If  we  lay  oflf  ON  =  po,  and  OB  =  pa.  (Fig.  22),  it  is 
evident  that  the  resultant  stress  intensity  on  the  A  plane  will  be 
equal  to         ^ 

Pa  =  OM  =  [pai*  +  Pa!  -  2  PaJ>a«  COS  2  «]*.      .      .        (3) 

Substituting  the  values  of  pav  Pat  and  cos  2  a  in  equation  (3)  we 
obtain 

-K=^)(=^)(-'.-*'«)T. 

which  readily  reduces  to 

Po  =  (n,*  cos*  a  +  riy*  sin*  a)*, (4) 

the  value  for  pa  previously  obtained  in  Art.  (29).    The  point  M.  is 
evidently  a  point  on  the  ellipse  of  stress  for  the  point  0. 
In  making  a  graphical  solution  the  point  M  may  be  located  by 

laying  oflF  ON  =  -^^"^-r — -  along  the  normal  OA,  and  constructing 
the  angle  SNM  =  SNA,  the  line  SN  being  drawn  parallel  to  OY, 
and  then  laying  off  NM  -=^  OR  =^  riy-n,^ 

The  angle  of  obliquity  0,  of  the  stress  pa,  increases  with  the 
value  of  a,  from  zero  when  a  =  0^,  to  a  maximum;  and  then,  as 
the  value  of  a  continues  to  increase,  the  value  of  4>  decreases  again 
to  zero  when  a  =  90**. 

The  mttximum  obliquity  is  evidently  obtained  when  the  angle 
OMN  is  a  right  angle  and,  if  we  let  4h  =  angle  of  greatest  obliquity, 

sin  00  =  ^^^^^' (Art.  31) (6) 

36.  Principal  Stresses  in  Terms  of  the  Stresses  on  any  Two 
Planes  Perpendicular  to  the  Plane  of  Stress.  —  The  following 
may  be  regarded  as  the  converse  of  the  proposition  in  Art.  34. 
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L«t  OA  and  OB  be  the  normals  to  any  two  planes  through  the 
pomt  0  (Fig.  23),  perpendicular  to  the  plane  of  stress  and  let  pa 
and  pb  equal  the  resultant  stress  intensities  and  0a  and  ^  the 
angles  of  obliquity  for  the  A  and  B  planes,  respectively.  Let  n, 
and  fly  equal  the  principal  stress  intensities  at  0,  the  X  and  Y  planes 
being  the  principal  planes  of  stress. 


*w-fr^. 


6^-s\ 


Fig.  23. 


Fig.  24. 


In  an  abstract  problem  it  is  evident  that  pa,  Pb,  ^a  and  ^  cannot 
be  taken  at  random  but  must  be  chosen  in  accord  with  the  law  of 
variation  of  the  stress  intensities  on  different  planes  through  the 
point  0. 

Note.  — To  determine,  whether  or  not  the  values  chosen  for  pa  and  pb  are  con- 
sistent, we  may  proceed  as  follows:  Let  OA  and  OB  (Fig.  24)  be  the  normals  to 
any  two  oblique  planes  A  and  B  passing  through  the  point  0;  pa  and  ^  be  the 
magnitude  and  obliquity  of  the  stress  intensity  on  the  A  plane;  pb  and  ^  be 
the  magnitude  and  obliquity  of  the  stress  intensity  on  the  B  plane;  mnat  be 
the  cross  section  of  a  prismatic  particle  of  a  unit  length  with  its  opposite  faces 
parallel  to  the  A  and  B  planes  as  shown.  Let  the  particle  be  taken  so  small 
that  the  stresses  on  the  opposite  faces  may  be  assumed  equal,  opposite  and 
uniform. 

Resolve  each  of  the  stresses  pa  and  pb  into  two  components,  parallel  to  the 
A  and  B  planes,  respectively.  For  the  components  of  pa,  we  have  Oa,  parallel 
to  the  A  plane,  and  Oc  parallel  to  the  B  plane. 

For  the  components  of  pb,  we  have  Ob  parallel  to  the  B  plane,  and  Od, 
parallel  to  the  A  plane. 

Since  the  stresses  on  the  opposite  faces  of  the  particle  are  uniform  and  of 
equal  intensity  the  component  Oc  •  ns  of  the  stress  on  the  face  ns  will  be  in 
equilibrium  with  the  equal  and  opposite  component  on  the  face  ml,  like- 
wise the  component  Od»mno(  the  stress  on  the  face  mn  will  be  in  equilibrium 
with  the  equal  and  opposite  component  on  the  face  sU 
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The  remaining  stress  oomponents  will  form  two  couples, 

1-  Oa  •  rw  •  A 
and 

Oh  •  mn  •  g 

which  must  be  equal  in  magnitude  if  equilibrium  is  maintained.    Hence, 

Oa'tia^h  =  06  •  mn  •  g. 
But 

rw  •  A  =  mn  •  g. 
Therefore, 

Oa  =  06, 

which  is  the  condition  of  equilibrium  of  the  stresses  at  a  point  on  any  two 
planes  perpendicular  to  the  plane  of  stress. 

When  the  resultant  stress  intensities  on  the  A  and  B  planes  are 
known,  however,  the  values  of  n,  and  n,  may  be  obtained  as 
follows: 

Imagine  pa  =  OM  (Fig.  23)  to  be  resolved  into  the  components 


ON  = 

and 


fly  +  na 


NM^"^  ^  ^*  (Art.  34); 
likewise,  that  pb  —  OS  (Fig.  23)  is  resolved  into  the  components 

and 

Then  from  the  triangle  OMN, 

(^^y  =  P.*  +  (^)'-2p„(5^)oos*„     (1) 

and  from  the  triangle  ORS, 

(=^y=P.*  +  (^'y-2p.(^)coe^      (2) 

Subtracting  (2)  from  (1)  and  transposing, 

flat  ~4~    Tl 

Po*-  P&*  =  -^^^-2—^(2  PaCOS^a  -2p6COS^),      .      .       (3) 

from  which  we  obtain 

riy  +  n^  Pa*  -  Pi? 


2  (pa  COS  0O  —  Pb  COS05)  * 


•        • 


(4) 
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The  value  of  -^^-2 — '*  ™*y  ^^^  ^  obtained  from  either  of  the 
equations  (1)  or  (2) ;  and,  from  the  equations 

ny  +  Ux  ,  Wy  —  n,  ,  . 

«»  =  — 2 ' 2 — ^^ 

and 

^  ^V2L+2^ ^V^L^  (Art.34),    ....    (6) 

the  magnitudes  of  the  principal  stresses  can  be  found. 

The  directions  of  the  principal  planes  of  stress  can  be  found 
graphically  by  constructing  either  of  the  triangles  ONM  or  ORS 
and  bisecting  the  angle  ONM,  or  the  angle  ORS.  Both  of  the 
bisecting  lines  NU  and  RV  will  be  parallel  to  OX.  An  analytical 
solution  for  the  angle  ONU  or  ORV  could  evidently  be  made  by 
solving  the  triangle  for  the  magnitude  of  the  angle  ONM  or  for  the 
magnitude  of  the  angle  ORS  and  then  obtaining  the  angle  ONU  or 
the  angle  ORV. 

When  the  A  and  B  planes  are  conjugate  planes  of  stress,  <l>a  =  4% 
(Art.  33),  and,  if  we  let  the  common  angle  of  obliquity  ^a  =  ^  = 
0,  equation  (4)  will  reduce  to 

tty  +  ng  __   Pa  +  Pb  r-v 

2  2cos</> ..     u; 

Substituting  this  value  of  -^^-^ — -  in  equation  (1)  we  obtain 

[-^2—)   =  P-  +  \2^^)  "  H2^^JP-^*' 
which  easily  reduces  to 

n»  _  .  llPa  +  PhV        ^  ^  ,gv 


Tly  — 


When  the  A  and  B  planes  are  at  right  angles,  the  shearing  com- 
ponents Sa  and  Sb  of  the  stress  intensities  on  the  two  planes  are  equal 
and,  if  we  let  Ua  and  nt  equal  the  normal  intensities  of  the  stresses 
on  the  two  planes  and  Sa  =  ^  ^  5»  we  shall  have 

Pa  =  no*  +  s*        and        p^  =  n**  +  «*; 
also, 

cos  0a  =  —        and       cos  06  =  —  • 

Va  Pb 
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.    (9) 


Wy  —  ria 


+  8^. 


(10) 


Substituting  these  valuas  in  equation  (4)  we  obtain 

Tiy  +  rix  __  ru?  +  8^  —  Tig^  —  8^  _  rtb  +  ng^ 
2       ~         2  (na  -  n*)        "       2      '  '    * 

and  by  substituting  in  equation  (1)  we  obtain 

'{^^^J=  n.*  +  3*  +  {^J-  2(^)«„ 
which  easily  reduces  to 

It  follows  that  the  principal  stresses  and  therefore  the  state  of  stress 
at  any  point  in  a  body  under  plane  stress  can  be  fuUy  determined  when 
the  stresses  on  any  two  planes  passing  through  the  point  at  right  angles 
to  the  plans  of  stress  are  known  (Art.  29). 

36.  Rankine'$  Graphical  Solution.  —  A  graphical  solution, 
due  to  Rankine,  affords  a  simple  solution  of  the  problem  in  Art.  (35). 
It  consists  in  constructing  the  triangles  ONM  and  ORS  (Fig.  23), 
by  superimposing  one  over  the  other  as  follows: 

Given  the  resultant  stress  intensities  pa  and  pb  on  the  A  and  B 
planes  at  any  point  0  and  the  angles  of  obliquity  0a  and  0&. 

Draw  a  straight  line  OC  (Fig.  25)  to  represent  the  normal  to 
either  plane  and  lay  off  OM,  making  the  angle  0a  with  OC  to  repre- 


FiG.  26. 

sent  the  magnitude  of  the  stress  intensity  pa  and  in  a  like  manner 
lay  off  OS  making  the  angle  <t>b  with  OC  to  represent  the  magnitude 
of  the  stress  intensity  pb.  Draw  TN  perpendicular  to  and  bi- 
secting MS.  The  triangles  OMN  and  OSN  are  evidently  re- 
spectively equal  to  the  triangles  OMN  and  ORS  (Fig.  23)  and  | 


and 
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By  drawing  NU,  bisecting  the  angle  ONM,  the  angle  ONU  be- 
tween the  normals  to  the  A  and  X  planes  is  obtained. 

In  a  similar  manner  by  bisecting  the  angle  ONS  the  angle 
between  the  B  and  the  X  planes  is  obtained. 

37.  Ratio  of  Conjugate  Stresses.  —  When  the  normal  com- 
ponents of  the  stresses  on  every  plane  passing  through  a  point  in  a 
body  under  plane  stress  are  of  the  same  sign,  that  is,  the  normal 
components  are  either  all  tension  or  all  compression,  the  ratio 
between  the  stress  intensities  on  any  pair  of  conjugate  planes  oj 
stress  through  the  point  (Art.  33)  may  be  expressed  in  terms  of  the 
common  angle  of  obliquity  of  the  conjugate  stresses  and  the  angle 
of  greatest  obliquity  for  any  plane  passing  through  the  point  as 
follows: 

Let  the  A  and  B  planes  be  any  two  conjugate  planes  of  stress 
through  a  point  0  in  a  body  under  plane  stress  and  pa  and  pb  equal 
the  respective  intensities  of  the  stresses  on  these  planes,  the 
common  angle  of  obliquity  being  0.  Let  <t>o  —  the  greatest  angle 
of  obliquity  of  the  stress  on  any  plane  passing  through  0  and  let 
riy  and  n»  equal  the  principal  stress  intensities  at  0.    Then 

sin^o  =    ^  I     '   iA.vt,  31) (1) 

Tly  T"  Tlx 


Dividing  equation  (8)  by  equation  (7)  (Art.  35)  we  obtain 

ny  -  nx  _    2  CO30       ffpa  +  p^Y  .«v 

Combining  equations  (1)  and  (2)  and  reducing 


and  hence 


and 


.,     ,  4  A  4  PaPh  COS^  0 

1  2^  1  4  PaPb  cos'  0 


(3) 


cos'  <t>  ^  (pa  +  Pb)^ 
COS^  <t)o  ^PaPb 

By  applying  a  principle  of  proportion,  equation  (3)  can  be  trans- 
formed mto 

cos'  0  —  cos'  <l>o  __  (pa  —  PbY^ 
cos'  <t>  "  (Po  +  P&)" 
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and  hence 


Pa-^Vb^  C08» 

Pa  -  Vb        VcOS*  <t>  -  COB*  ^ 

Again  applying  a  principle  of  proportion 

Pa  __  C08  0  +    V  COS*  0  --  COS*  <t>o 

—  ZL >       •        •        •        • 

P*         COS  0  —  V  COS*  0  —  COS*  ^o 


(4) 


(5) 


where  po  must  evidently  be  taken  to  represent  the  greater  of  the 
two  conjugate  stresses. 

When  the  conjugate  planes  are  at  right  angles,  pa  and  p6  are 
principal  stresses  and  0  =  0.    In  this  case  equation  (5)  reduces  to 

'Pa  ^  1  +  sin  <^,  ,gv 

Pb      1  —  sin  00 ' 

a  result  which  might  be  readily  obtained  by  applying  the  principle 
of  proportion  to  equation  (1). 

38.  Problems.  —  Stresses  at  a  Point 

Problem  1. 

A  steel  bar  25  ft.  long  and  5  sq.  in.  cross  section  is  subjected  to  a  pull  of 
100,000  lbs.  along  its  central  axis.  Find  the  magnitude  of  the  resultant  in 
tensity  of  stress  and  the  normal  and  shearing  components  on  an  oblique  plane 
making  an  angle  of  30^  with  the  cross  section.  Also  find  the  resultant  inten- 
sity and  the  normal  and  shearing  components  on  a  plane  at  right  angles  to 
the  oblique  plane.  Compare  the  shearmg  components  on  the  two  oblique 
planes  at  right  angles  to  each  other  and  also  the  sum  of  the  normal  intensities 
on  these  planes  with  the  normal  intensity  on  the  cross  section. 

Problem  2. 

Following  the  notation  of  Art.  (23),  let  rix  —  16,000  lbs.  per  sq.  in.,  riy  »  4000 
lbs.  per  sq.  in.  and  Sxy  =  2000  lbs.  per  sq.  in.  be  the  component  stress  intensi- 
ties on  two  planes  at  right  angles  through  the  point  0  in  a  body  under  plane 
stress.  Find  the  resultant  intensity  of  stress  at  0  on  the  A  plane,  whose  normal 
OA  makes  an  angle  a  «  30°  with  the  axis  0X\  also  find  the  intensities  of  the 
normal  and  shearing  components  of  the  stress  on  this  plane. 

First  SoltUion,  —  The  problem  may  be  solved  by  substituting  the  known 
quantities  in  equations  (1)  and  (2)  (Art.  26)  as  follows: 

1  V3 

Since  a  »  30°,  sin  a  «  x,  and  cos  a  »  -^ ,  and  hence  from  equation  (1) 

we  obtain  for  the  normal  component 

na  -  16,000  X  I  +  4000  X  |  +  2  X  2000  x^X-^  "  1^,732  lbs.  per  sq.  in., 
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the  positive  sign  indicating  tension;  and  from  equation  (2)  we  obtain  for  the 
shearing  component 


8a  =  (4000  -  16,000)  X  ^  X  ^ 


+  2000  X  (I  -  t)  »  -  4196  lbs.  per  eq.  in.. 


the  negative  sign  indicating  that  the  shear  is  in  the  opposite  direction  to  that 
shown  in  Fig.  (19)  (Art.  26). 

The  resultant  stress  intensity  can  be  obtained  by  combining  the  normal 
and  shearing  intensities  just  found,  giving 

Pa  =  V  (14,732)*  +  (4196)*  =  15,320  lbs.  per  sq.  in., 

or  it  can  be  found  independently  of  the  above  solution  by  substituting  in 
equation  (6)  (Art.  26)  as  follows: 

Pa  =  1(16,000)*  X  I  +  (4000)*  X  ^  +  2  X  2000 

X  (16,000  +  400)  X  ^  X  —^  +  (2000)*! 

=  (234,640,000)*  =  15,320  lbs.  per  sq.  in. 

Second  Solution,  —  The  resultant  stress  intensity  might  also  be  found  by 
determining  the  components  E  and  F  (equations  (4)  and  (5)  Art.  26),  and 
combining  as  follows: 

E  =  16,000  X  "2^  -h  2000  X  ^  =  14,856  lbs.  per  sq.  in., 

F  =  4000  X  ^  +  2000  X  -^  =  3732  lbs.  per  sq.  in., 

and  hence 

Pa  =  V  (14,856)*  +  (3732)*  =  16,320  lbs.  per  sq.  in. 

A  sketch  showing  the  intensities  and  directions  of  the  components  on  a  small 
particle,  the  faces  of  which  are  parallel  to  the  X,  Y  and  A  planes,  is  shown  in 
Fig.  (26). 


n.^4000 


*a!tf-^«»'    y 


1\ 


A.' 


Such  a  sketch,  or,  in  case  the  first  solution  is  used,  a  sketch  similar  to  Fig.  (19), 
is  a  very  considerable  aid  in  avoiding  confusion  as  to  the  directions  of  the 
unknown  stress  components. 
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Pfoblcni  8* 

Given  the  intensities  of  the  nonnal  and  shearing  components  oi  the  stresses 
<Mi  two  planes  at  right  angles  through  a  point  0  in  a  body  subjected  to  plane 
stress,  rix  »  8000  lbs.  persq.in.,  ny  =*  4000  lbs.  per  sq.  in.  and  Sxy  »  2000  lbs. 
per  sq.  in.,  find  the  intensities  of  the  principal  stresses  at  0 ;  also,  the  angles 
between  the  normals  to  the  principal  planes  of  stress  and  the  axis  OX, 

Problem  4. 

Solve  Problem  (3),  assuming  rig  ~  8000  lbs.  per  sq.  in.,  tiy  »  0  and  Sgy  *■ 
2000  lbs.  per  sq.  iik. 

Problem  6. 

Solve  Problem  (3),  assuming  n*  »  8000  lbs.  per  sq.  in.,  riy  »  —4000  lbs.  per 
sq.  in.  and  Sgy  "  2000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (3),  assuming  n^  «  8000  lbs.  per  sq.  in.,  tiy  »  0  and  ^  >■ 
—2000  lbs.  per  sq.  in. 

Problem  7. 

Given  the  principal  stresses  riy  »  16,000  lbs.  per  sq.  in.,  n^  «  8000  lbs.  per 
sq.  in.  at  a  point  0,  find  the  resultant  intensity  and  its  normal  and  shearing 
components  on  a  plane  passing  through  0  whose  normal  makes  an  angle  ot  60° 
with  the  axis  OX.  Find  the  intensities  of  the  shearing  and  normal  stresses  on 
the  planes  of  maximum  shear  through  0. 

Problem  8. 

Solve  Problem  (7),  assuming  ny  »  16,000  lbs.  per  sq.  in.  and  n^  =  —  8000  lbs. 
per  sq.  in. 

Problem  9. 
Solve  Problem  (7),  assuming  nx  »  tty  =  8000  lbs.  per  sq.  in. 

Problem  10. 

Solve  Problem  (7),  assuming  rix  "  8000  lbs.  per  sq.  in.,  ny  «  —  8000  lbs.  per 
sq.  in. 

Problem  11. 

Find  the  maximum  obliquity  of  the  stress  in  the  case  stated  in  Problem  (7) 
and  find  the  angles  which  the  normals  to  the  planes  of  greatest  obliquity  make 
with  the  axis  OX,  Find  for  this  case  th'e  ratio  of  the  conjugate  stresses  whose 
oommon  angle  of  obliquity  ^  ^  10**. 

Problem  12. 

Find  the  maximimi  obliquity  of  the  stress  in  the  case  stated  in  Problem  (8) 
and  find  the  angles  which  the  normals  to  the  planes  of  greatest  obliquity  make 
with  the  axis  OX, 

Problem  18. 

Given  two  conjugate  pressures,  pa  «■  —200  lbs.  per  sq.  in.  and  pb  »  —400 
lbs.  per  sq.  in.,  having  a  common  angle  of  obliquity  ^  »  20^;  determine  the 
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magnitudes  of  the  principal  stress  intensities  n*  and  %:  (a)  graphically  (Art. 
36),  (b)  analytically  (Art.  35). 

Problem  14. 

Determine  graphically  the  directions  of  the  normals  OA  and  OB  to  the  con- 
jugate planes  of  stress  in  Problem  (13)  with  respect  to  the  normals  OX  and  OY 
to  the  principal  planes  of  stress. 

§  2.    Strain. 

39.  Analysis  of  Strain.  —  The  elementary  types  of  strain  have 
already  been  defined  (Art.  4).  For  a  more  comprehensive  defini- 
tion we  may  state  the  following: 

The  strain  at  any  point  in  a  body  is  fully  determined  when  the 
extensions  of  all  lines  radiating  from  the  point  are  known,  the  term 
extension  being  taken  to  mean  the  ratio  of  the  change  in  the  length 
of  a  very  short  line  to  its  original  length,  the  change  being  either 
positive  or  negative. 

A  special  case  arises  when  a  deformation  is  such  that  the  exten- 
sions of  all  lines  perpendicular  to  a  given  plane  are  zero.  In  such 
a  case  the  body  is  said  to  be  subjected  to  plane  strain^  and  to  de- 
termine fully  the  strain  at  any  point  it  is  necessary  to  determine 
the  extensions  in  all  directions  parallel  to  the  plane  of  the  strain 
at  that  point. 

40.  Shearing  Strain.  —  We  will  consider  the  distortion  which 
takes  place  in  a  very  small  particle  in  a  body  which  is  subjected  to 
plane  strain.  We  will  assume  that  before  the  deformation  takes 
place  the  particle  has  the  shape  of  a  rectangular  prism  with  the  face 
Oabc  (Fig.  27)  parallel  to  the  plane  of  the  strain. 

If  this  deformation  of  the  particle  is  due  to  shear  only,  the  face 

of  the  prism  Oabc  will  be  distorted  into  a  parallelogram  Oa'b'c\  of 

the  same  area  as  the  original  rectangle.    The  shearing  strain  will 

be  measured  by  the  change  in  the  angle  of  inclination  (Art.  4)  of 

the  two  sides  of  the  prism,  Oa  and  Oc.    This  measure  will  be  equal 

to  the  difference  in  circular  measure  between  the  angle  a*Oc'  and 

a  right  angle,  and,  since  the  strain  is  a  very  small  quantity,  if  we 

assume  the  original  dimensions  of  the  particle  to  be  dx  and  dy 

(Fig.  27),  and  let  du  and  dv  equal  the  displacements  of  the  point  6 

iQ  the  directions  of  the  axes  OX  and  OF,  respectively,  it  will  be 

sensibly  equal  to 

du  ^dv^ 

dy     dx 
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Hence  if  the  displacement  of  the  point  b  relative  to  0  is  due  to 
shear  alone,  the  displacement  may  be  considered  equivaleht  to  a 

simple  shear  (Art.  4)  in  the  direction  of  the  X  plane  eqtial  to  -^ 

combined  with  a  simple  shear  in  the  direction  of  the  Y  plane  equal 

to  -p  and,  using  a  notation  similar  to  that  previously  adopted,  we 

will  express  the  measure  of  the  shear  as 

^'''' dy'^dx ^^^ 


The  quantity  y^y  is  called  the  shearing  strain  at  0  in  the  direction 
of  the  X  and  Y  pl£mes.    As  represented  in  Fig.  (27)  it  is  a  positive 


Fig.  27. 


quantity,  but  the  displacement  of  the  point  b  may  be  such  that 
the  angle  a'Oc*  becomes  greater  than  a  right  angle  in  which  case 
the  shearing  strain  is  negative. 

41.  Simile  Extension.  —  As  another  type,  of  plane  strain,  we 
may  cite  the  case  where  the  small  rectangular  prism  Oabc  (Fig.  28) 
18  distorted  into  a  prism  with  a  rectangular  base  Oa'Vc'.  In  this 
case  the  displacement  of  the  point  b  relative  to  0  is  evidently 
due  to  two  simple  extensions  (Art.  4);  one  in  the  direction  OX, 

whose  measure  is  -r-,  combined  with  one  in  the  direction  OY, 

,  .    dv 

whose  measure  is  -r— 

dy 
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Following  our  previous  notation  (Art.  4),  we  will  denote  the 
extension  in  the  direction  OX  by  the  symbol 

du 


e.  = 


dx' 


(1) 


and  that  in  the  direction  OY  by  the  sjmabol 

do 


^~dy 


(2) 


It  is  evident  that  the  distortion  might  be  such  that  either  6«  or  ey, 
or  both  together,  could  be  negative.    The  increase  of  the  volume. 


I 


._J.' 


dx  — 


Idijl 


Fig.  28. 


per  unit  of  volume,  due  to  the  deformation  may  be  called  the 
dilatation,  which,  in  the  case  of  plane  strain  just  cited,  wil]«be  sen- 
sibly equal  to 


.       du  ,  dv  . 


(3) 


^  42.  Components  of  Strain.  —  We  will  now  consider  the  general 
type  of  plane  strain.  Assume  as  before  that  any  point  b  (Fig.  29) 
at  a  very  small  distance  from  any  point  0  is  displaced,  relative 
to  0,  to  the  point  h'  during  the  deformation  of  the  body,  the  line 
Ob  changing  in  both  length  and  direction.  We  will  show  that  the 
change  in  the  length  of  Ob  can  be  expressed  in  terms  of  two  simple 
extensions  (Art.  41),  along  any  two  rectangular  co5rdinate  axes 
OX  and  OY  through  0  and  two  simple  shears  (Art.  40)  along  the 
corresponding  X  and  Y  planes  through  0.    Let  a  equal  the  angle 
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between  OA,  which  is  the  line  Ob  extended,  and  the  axis  OX. 
Consider  a  very  small  prism  with  sides  parallel  to  OX  and  OY  and 
with  Ob  as  the  diagonal  of  the  base  Oabc.  In  general  the  rectangle 
Oabc  will  be  distorted  into  a  parallelogram  Oa'Vd  which  has  not 
the  same  area  as  the  original  rectangle. 

Let  dx  and  iy  represent  the  original  dimensions  of  the  rectangle 
Odbc  and  let  ds  the  original  length  of  the  diagonal  Ob. 

Let  du  +  dx  and  dv  +  dy  represent  the  projections  of  OV  on  OX 
and  OY  respectively,  and  let  6  equal  the  unit  extension,  hereafter 
called  the  extension  in  the  diagonal  Ob. 


M^- 


Fig.  29. 

Let  Ob"  equal  the  length  of  the  projection  of  Ob'  on  OA.  Since 
the  angle  bOV,  measuring  the  change  in  direction  of  Ob  during  the 
deformation,  is  very  small,  it  is  evident,  from  the  construction 
(Fig.  29),  that  the  component  bb"  of  the  displacement  66'  is  equal  to 

66"  =  dR  =  du  cos  a  +  dt>  sin  a;      .     .     .     .     (1) 

also,  that  the  extension  e  is  sensibly  equal  to 

dR 

ds 


e  = 


(2) 


To  determine  the  relation  between  the  strain  e  and  the  strain 
components  in  the  direction  OX  and  OY,  we  note  that,  since  the 
area  of  the  parallelogram  OalVd  is  not  in  general  the  same  as  that 
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of  the  rectangle  OabCf  the  deformation  is  the  same  as  if  the  origioal 
rectangle  were  distorted  by  two  simple  extensions  into  a  rectangle 
of  the  same  area  as  Oa'Vc'  and  then  distorted  by  shear  into  paral- 
lelogram shown.  In  other  words  the  total  displacement  iu  is  due 
partly  to  a  simple  extension  of  the  prism  Oobc  in  the  direction  OX 
and  a  simple  shear  in  the  direction  of  the'  Y  plane.  Expressed 
analytically, 

d„  =  g<fo  +  gdy.     ......    (3) 

Similarly  the  total  displacement  dv  is  due  to  simple  extension  in 
the  direction  OY  combined  with  a  simple  shear  along  the  X  plane 
which  is  represented  analytically  by  the  expression 

Substituting  the  values  of  du  and  io  in  (1)  and  combining  with 
(2)  we  obtain 

dR     dudx  .  dudy  .  dv dy  .        ,  dvdx  . 

6  =-5-  =-r- j-cosa  +  ^--rCOSa  +  -r-3^sma  +  T-3-sma, 
ds       dxds  dyds  dyds        ^J^,dxd8         ' 

which  evidently  reduces  to 

e  =  -cos««  +  -8m«a  +  ^^  +  ^J8maco8a,      .    (5) 


where  t-  =  6,, 


du 
dx 


the  component  of  the  strain  due  to  a  simple  extension  in  the  direc- 
tion OX, 

the  component  due  to  a  simple  extension  in  the  (Urection  OY,  and 

du  .dv  _ 

the  component  due  to  a  shearing  strain  in  the  directions  OX  and  OF. 
Substituting  these  values  in  equation  (5),  the  expression  for  the 
extension  in  any  element  making  an  angle  a  with  OX  reduces  to 

e  =  Cx  cos*  a  +  By  sin*  a  +  y^y  sin  a  cos  a.  .     .     .     (6) 

The  ratio  of  the  component  h"V  of  the  displacement  of  6  (Fig.  29) 
to  01  will  be  sensibly  equivalent  to  a  simple  shear  on  the  A  plane 
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in  the  direction  OB,  at  right  angles  to  OA,  the  magnitude  of  which 
may  be  represented  by  the  expression 

Ob  "  ds' ^'^ 

where  dQ  =  (fo  cos  a  —  dw  sin  a (8) 

Substituting  the  values  of  the  total  differentials  (equations  3  and 
4)  and  combining  (8)  with  (7),  we  obtain 

dQ      dvdy  .   dv  dx  dudx  .  dudy  . 

da      dyds  dzds  dxds  dy  ds 


(dv      du\   .  ,  ^       •         du  .  ^ 

=  l-r -r-)smaC06a  +  T-cos*a  —  -T-sm^a. 

\dy      dx)  dx  dy 


(9) 


To  determine  completely  the  shearing  strain  we  must  obtain  the 
expression  for  the  component  due  to  the  simple  shear  on  the  B 
plane  in  the  direction  OA.  For  it  is  evident  that  a  small  element 
of  the  line  OB  taken  perpendicular  to  OA  before  the  strain  is  pro- 
duced will  in  general  change  both  in  length  and  direction  during 
the  deformation. 

We  may,  by  the  same  method  followed  in  deducing  equation  (9), 
determine  the  value  of  the  angular  displacement  of  OB  due  to  a 
simple  shear  in  the  direction  OA  in  terms  of  the  angle  a  between 
OA  and  OX.    The  value  will  reduce  to 

dQ'      (dv      du\  .  ,  ^w      2        dv  .  ^  .-^v 

-jV  =  I  X -r- )  sin  a  COS  a  +  -r-  COS*  a  —  -r-  sm*  a.       (10) 

da'       \dy      dx)  dy  dx  ^    ^ 

Adding  (9)  and  (10)  we  obtain  the  value  of  the  shearing  strain  in 
the  directions  OA  and  OS, 

dQ  ,  dQ'      ^(dv      du\  . 

=  (ey  —  c.)  2  sin  a  cos  a  +  yxy  (cos*  a  —  sin*  a) 

=  (jBy  —  Cx)  sin  2  a  +  7,y  cos  2  a (11) 

43.  Principal  Strains.  —  If  we  differentiate  equation  (6)  (Art. 
42),  we  shall  obtain 

-T-  =  (ey  —  Cx)  2  sin  a  cos  a  +  7,^  (cos*  a  —  sin  a).  .     .     (1) 
da 
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Placing  (1)  equal  to  zero  and  reducing  we  obtain 

sin  2  a 


=  tan2a  =  -3^5^, (2) 


C08  2  a  ex  —  e 


which  indicates  that  there  are  two  values  of  a,  differing  by  90°,  for 
one  of  which  the  extension  6  is  a  maximum  and  the  other  a  mini- 
mum. A  comparison  of  equation  (1)  with  equation  (11)  (Art.  42) 
also  shows  that  there  is  no  shearing  strain  in  the  directions  along 
which  6  is  a  maximum  or  a  minimum. 

Therefore  J  through  any  point  0  in  a  body  subjected  to  plane  strain 
there  axe  two  lines  at  right  angles  along  which  the  extensions  are 
greater  or  less  than  along  any  other  lines  through  the  pointy  the  shear- 
ing strain  along  these  directions  being  zero.  These  maximum  and 
minimum  extensions  are  known  as  the  principal  strains  at  the  point 
0  and  the  coordinate  axes  in  these  directions  are  the  principal  axes 
of  the  strain, 

44.  Strain  Components  in  Terms  of  the  Principal  Strains.  — 
If  we  let  Cx  and  Cy  equal  the  values  of  the  principal  strains  in  the 
directions  OX  and  OY  at  any  point,  the  expression  for  the  exten- 
sion in  any  direction  OA,  making  an  angle  a  with  OX,  may  be 
found  by  substituting  7,^  =  0  in  equation  (6)  (Art.  42),  giving 

c  =  Cjc  cos*  a  +  Cy  sin*  a (1) 

Similarly,  the  expression  for  the  shearing  strain  in  the  directions 
OA  and  OB  at  right  angles  may  be  obtained  from  equation  (11) 
(Art.  42), 

7  =  (gy  —  e,)  2  sin  a  cos  a  =  (jSy  —  e,)  sin  2  a.     .    .     (2) 

An  inspection  of  equation  (2)  will  show  that  when  a  =  45°,  the 
value  of  7  is  a  maximum,  in  which  case 

7  =  ey  -  6x, (3) 

the  difference  of  the  principal  strains.  Hence,  the  directions  of 
maximum  shearing  strain  make  angles  of  45°  with  the  principal 
axes  of  strain  and  the  magnitude  of  the  maximum  shearing  strain 
is  equal  to  the  difference  of  the  principal  strains.  If  we  substitute 
90°  +  a  for  a  in  equation  (1)  we  shall  obtain  for  the  value  of  the 
extension  in  a  direction  at  right  angles  to  OA 

e' =  e,sin*a +  «yCOS*a (4) 
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Adding  (1)  and  (4)  and  reducing,  we  have 

6  +  e' =e,  +  ey=A;  . (5) 

that  is,  in  any  case  of  plane  strain  the  sum  of  the  extensions  in  any 
two  directions  at  right  angles  through  any  point  0  in  the  plane 
of  strain  is  a  constant  quantity,  known  as  the  dilatation  at  0 
(Art.  41). 

It  is  evident  that  the  state  of  strain  at  any  point  in  a  body  sub' 
jeded  to  plane  strain  is  fully  determined  when  the  principal  strains 
at  the  point  are  known. 

46.  Strain  Accompanying  Plane  Stress.  —  The  preceding  dis- 
cussion has  been  limited,  for  the  sake  of  simplicity,  to  the  type  of 
strain  known  as  plane  strain.  Such  a  strain  would  not  in  general 
be  produced  without  the  action  of  forces  perpendicular  to  the  plane 
of  strain.  When  such  forces  are  absent,  as  in  the  case  of  plane 
stress,  the  extensions  and  shear-strains  at  any  point  0  along  lines 
in  the  plane  of  the  stress  will  be  accompanied  by  an  extension 
at  0  in  a  direction  perpendicular  to  that  plane  (Art.  5).  We  will 
denote  the  extension  in  this  direction  by  the  symbol  e,. 

The  relations  deduced  in  Arts.  (39-44)  will  hold  true,  however, 
for  the  strain  components  at  any  point  in  directions  parallel  to 
the  plane  of  stress,  and  the  dilatation  (Art.  44)  will  be  represented 
by  the  expression 

A  =  e,  +  ey  +  6,. 

46.  Relations  between  Stresses  and  Strains.  —  The  relations 
between  extensions  and  lateral  strains  and  the  relations  between 
the  simple  stresses  and  strains  have  been  discussed  previously 
(Arts.  5  and  7). 

In  the  general  case  of  plane  stress,  the  relations  between  the 
components  of  stress  and  strain  at  any  point  in  a  homogeneous 
isotropic  body  can  be  determined  as  follows:  Assume  three  rec- 
tangular coordinate  axes  through  any  point  0  with  the  axes  OX 
and  OY  in  the  plane  of  stress.  Following  the  notation  previously 
adopted,  the  normal  stress  on  the  X  plane  will  cause  an  extension 

T 
in  the  direction  OX,  an  extension 

nx 
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in  the  direction  OF,  and  an  extension 

nx  ^ 
thE 
in  the  direction  OZ, 

Similarly  the  normal  stress  on  the  Y  plane  will  cause  extensions 

Tiy  Thy  j  Ivy 

in  the  directions  OY,  OX  and  OZ  respectively. 

The  resultant  extension  in  the  direction  OX  will  therefore  be 
equal  to 


i^nd  in  the  direction  OF, 


and  in  the  direction  OZ^ 


71m         72 


71  71w 


The  shearing  stresses  on  the  X  and  F  planes  will  produce  a 
shearing  strain  in  the  directions  OX  and  OY  which  will  be  equal  to 

7.,=^ (4) 

By  solving  equations  (1)  and  (2)  we  readily  obtain  the  following 
values  of  the  normal  stress  intensities  on  the  X  and  F  planes  in 
terms  of  the  extensions  along  OX  and  OY, 

^'  ^  S- 1  ^^^'  "^  ^"^^ ^^^ 

From  equation  (4)  we  obtain 

»xu  =  Gyxv (7) 

When  the  axes  OX  and  OY  are  the  principal  axes  of  strain  it  is 
evident  that  equations  (1),  (2)  and  (3)  give  the  principal  strains  in 
terms  of  the  principal  stress  intensities  and  that  7«y  =  Sxy  =  0. 

47.  Relation  between  the  Modulus  of  Elasticity  and  the 
Modulus  of  Rigidity.  —  If  we  let  ny  and  n.  equal  the  principal 
stress  intensities  at  any  point  0  and  Cy  and  e^  the  principal  strains 
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at  that  point,  the  maYimnm  shearing  stress  intensity  at  O  (Art.  31) 
will  occur  on  the  planes  making  angles  of  45^  with  the  principal 
planes  and  will  be  equal  to 

s=^^ (1) 

and  the  maximum  shearing  strain  (Art.  44)  will  be  equal  to 

7  =  e»  -  e. (2) 

Substituting  in  (1)  the  values  of  Ux  and  riy  from  equations  (5) 
and  (6)  (Art.  46)  and  combining  (1)  and  (2)  with  (7)  (Art.  46)  we 
obtain 

«  =  2^2_  1  (^^f  +  Cx  -  m6,  -  O  =  <?  («»  -  «.), 

which  reduces  to 

G  =  l-^E, (3) 

or,  £  =  2G^??-tl (4) 

m 

If  we  substitute  the  value  of  J?  in  equations  (5)  and  (6)  (Art.  46), 
we  obtain 

48.  Equations  of  Equilibrium.  —  In  the  discussion  of  the  stress 
at  any  point  in  a  body  subjected  to  plane  stress  we  have  been 
concerned  with  the  relations  existmg  between  the  stress  compo- 
nents on  different  planes  passing  through  the  point.  If  the  stress 
is  uniform  throughout  the  body  the  state  of  stress  at  every  point 
will  be  the  same. 

In  the  case  of  a  varying  plane  stress  the  law  of  variation  of  the 
stress  from  point  to  point  in  the  plane  of  the  stress  may  be  deter- 
mined by  applying  the  conditions  of  equilibrium  to  a  small  particle 
which  has  the  shape  of  a  rectangular  prism  (Fig.  30)  with  the  face 
Oabc  parallel  to  the  plane  of  stress,  the  dimensions  of  the  particle 
being  taken  so  small  that  the  stress  over  each  face  may  be  con- 
sidered to  be  uniform.  Let  Az  and  Ay  be  the  dimensions  of  the 
particle  in  the  directions  OX  and  OY  and  let  the  third  dimension 
equal  unity.    The  stress  on  the  face  Oabc  will  equal  zero  and  if  we 
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let  the  stress  intensities  on  the  X  and  Y  planes  at  0  equal  rig,  n^ 
and  8gyy  as  indicated  (Fig.  30),  the  stress  intensities  on  the  faces  of 
the  particle  parallel  to  the  X  and  Y  planes  will  be  equal  to 

n,  +  An*,    Uy  +  Any  and  Sxy  +  As^y. 

It  is  evident  that  Aiig,  Auy  and  A8«y  represent  the  changes  in  the 
stress  intensities  between  the  X  and  Y  planes  through  0  and  the 
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Fig.  30. 


X  and  F  planes  through  any  point  6  at  a  small  distance  from  0. 
Applying  the  conditions  of  equilibrium,  we  have 

(n,  +  An,)  Ay  —  n.  Ay  +  {Sgy  +  Asxy)  Ao:  —  5,y  Ax  +  X  Aa;  Ay  =  0 
and 
(fly  +  Any)  Ax  —  ny Ax  +  (sxy  +  Asaey)  Ay  —  «x» Ay  +  FAx  Ay  =  0, 

where  X  and  Y  represent  the  components  of  any  force,  other  than 
the  stresses  on  the  faces,  which  may  act  on  the  particle.  Dividing 
by  AxAy  and  reducing  and  passing  to  the  limit  we  have 


^"•+^  +  x  =  o, 


dx 


^y 


driy  .    dSzy 
dy        dx 


+  7-0. 


(1) 
(2) 


These  equations  express  the  law  of  variation  of  stress  in  a  body  in 
equilibrium  under  plane  stress.  If  we  neglect  the  effect  of  gravity, 
or  other  similar  forces  acting  through  space,  the  components  X 
and  Y  will  equal  zero. 
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49.  General  Relations  of  Stresses  and  Strains.  —  When  the 
stress  at  a  point  is  not  confined  to  a  single  plane  the  relations  be- 
tween stresses  on  different  planes  and  those  between  the  strains  in 
different  directions  through  the  point  become  more  complex  and 
no  attempt  will  be  made  to  deduce  them  here.  It  will  be  of  in- 
terest, however,  to  state  the  following  laws  governing  the  state  of 
stress  and  strain  at  any  point  in  a  body  subjected  to  any  system  of 
forces  in  equilibrium.     . 

(a)  Through  any  point  there  are  three  planes  at  right  angles  on 
which  there  is  no  shearing  stress.  On  one  of  the  planes  the  normal 
intensity  of  stress  is  a  maximum,  on  another  the  normal  intensity 
of  stress  is  a  minimum,  and  on  the  third  it  has  a  value  intermediate 
between  the  other  two.  The  three  planes  are  called  the  principal 
planes  of  stress  and  the  three  stresses  are  called  the  principal 
stresses, 

(b)  Through  any  point  there  are  three  lines  perpendicular  to  the 
principal  planes  of  stress  along  which  there  are  no  shearing  strains. 
Along  one  of  these  lines  the  extension  is  a  maximum,  along  another 
a  minimum,  and  along  the  third  it  has  a  value  intermediate  between 
the  other  two.  The  lines  are  called  the  principal  axes  of  strains 
and  the  extensions  are  called  the  principal  strains. 

(c)  The  following  equations  express  the  relations  between  the 
principal  stresses  and  strains,  the  notation  being  similar  to  that 
previously  adopted: 

_n^_ny__jh_  ... 

^'     E      mE     mE' ^^^ 

^^E      mE     mE' ^^^ 

:"  E      mE     mE' ^"^^ 

"'^  (m  +  1)  (m  -  2)  t^"^  ^  ^^ "'  +  "'  + "•^'     •    •    ^*> 

♦w  IP 

(d)  If  the  stress  on  each  plane  of  any  set  of  three  planes  at  right 
angles,  passing  through  any  point  0,  is  resolved  in  a  normal  com- 
ponent and  two  shearing  components  in  the  directions  of  the  two 
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coordinate  axes  located  in  that  plane,  the  intensities  oi  the  shear- 
ing components  on  any  two  of  the  planes  in  the  direction  of  the 
third  plane  will  be  equal.  If  we  express  this  law  analytically,  using 
a  notation  similar  to  that  already  adopted,  we  have 

8xy    =    8yx} \7^ 

8yt    =   9iy,  .     , (o) 

^BX    ^   ^*» \^) 

In  these  equations  the  first  letter  of  the  subscript  indicates  the 
plane  on  which  the  shear  occurs  and  the  second  letter  the  direction 
of  the  axis  along  which  the  component  of  the  shear  is  taken. 

(e)  The  shearing  strain  will  be  made  up  of  three  component 
shearing  strains  in  the  directions  of  the  three  pairs  of  axes,  namely: 

7.y, (10) 

7w, (11) 

7.x, (12) 

(f)  The  relations  between  the  three  shearing  stress  intensities 
and  the  three  shearing  strains  will  be 

(?=^=^=^ (13) 

7*y       yy»       7m 

(g)  The  relations  between  the  normal  stress  intensities  and  the 
extensions  along  any  three  coordinate  axes  will  be  the  same  as  the 
relations  of  the  principal  stresses  and  strains  given  in  section  (c). 

(h)  The  equations  of  equiUbrium  in  terms  of  the  stress  intensi- 
ties on  any  three  planes  at  right  angles  through  a  given  point  and 
the  components  X,  Y,  Z,  per  unit  of  volume,  of  any  force  such  as 
gravity  acting  through  space,  are  the  following: 

^'  +  ^  +  ^  +  ^  =  0. (14) 


CHAPTER  III. 

UNIFORM  STRESS  AND  UNIFORMLY  VARYING 

STRESS. 

60.  Uniform  Stress.  —  When  the  intensities  of  both  the 
normal  and  shearing  components  of  a  stress  on  any  given  plane 
section  are  the  same  at  every  point  in  the  plane,  the  stress  on  the 
plane  is  said  to  be  miif  orm.  In  such  a  case  the  center  of  the  stress 
coincides  with  the  center  of  gravity  of  the  section.  (Art.  81, 
Vol.  I.)  It  follows  from  the  laws  of  equilibrium  that  in  order  to 
produce  a  uniform  stress  on  any  plane  section  through  a  body  at 
rest,  the  resultant  of  the  external  forces  acting  on  the  part  of  the 
body  on  either  side  of  the  plane  must  be  a  single  force  whose  line  of 
action  passes  through  the  center  of  gravity  of  the  section. 

51.  Axial  Tension.  —  When  a  straight  bar  of  uniform  section 
and  material  is  subjected  to  a  pull  in  such  a  manner  that  the  line 
of  action  of  the  resultant  force  acting  on  each  end  coincides  with 
the  central  axis  of  the  bar,  the  stress  on  any  cross  section,  either  at 
right  angles  to,  or  inclined  to,  the  axis  will  be  imiform.  It  is 
common  engineering  practice  to  call  the  stress  on  the  right  cross 
section  in  such  a  case  aanal  tension. 

This  term  will  also  apply  in  the  case  of  a  piece  of  homogeneous 
material  of  non-uniform  section,  provided  the  axis  passing  through 
the  center  of  gravity  of  every  right  cross  section  is  a  straight  line 
and  the  line  of  action  of  the  resultant  force  acting  at  each  end  of 
the  piece  coincides  with  the  axis. 

The  intensity  of  the  stress  at  any  point  0  on  a  cross  section  at 
right  angles  to  the  central  axis  will  be  greater  than  that  on  any 
other  cross  section  through  0  and  will  be  equal  to 

p=i w 

where  P  =  the  resultant  force  acting  at  one  end  of  the  piece  and 
A  =  the  area  of  the  cross  section.  The  maximum  intensity  of 
stress  will  evidently  occur  on  the  right  cross  section  for  which  A  is 
a  minimum. 

77 
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The  straiii  at  any  point  0  in  the  direction  of  the  axis  will  be 
equal  to 

6  =  "^j       •      •      •  •      •     •      •      yZ) 

and  the  strain  at  0  in  any  direction  at  right  angles  to  the  axis  will 
be  equal  to 

m  mE ^"^^ 

If  the  piece  is  of  uniform  cross  section  the  elongation  in  any 
length  will  be  equal  to 

(4) 


7     Vl       PI 
a  =  ei  =  ^  = 


E     AE 

The  intensity  of  the  shearing  stress  on  any  plane  through  O 
inclined  at  45°  to  the  central  axis  of  the  piece  will  be  greater  than 
that  on  any  other  plane  through  0  and  will  be  equal  to 

«=|(Art.25). (5) 

When  0  is  located  in  the  minimum  cross  section,  the  value  of  8 
will  be  the  maximum  intensity  of  the  shearing  stress  for  the  entire 
piece. 

62.  Axial  Compression.  —  Axial  compression  may  be  defined 
as  negative  axial  tension,  it  being  the  uniform  compression  stress 
on  the  right  cross  section  of  a  piece  whose  central  axis  is  a  straight 
line.  To  produce  such  a  stress  the  line  of  action  of  the  resultant 
force  acting  on  each  end  of  the  piece  must  coincide  with  the  axis^ 
the  forces  being  directed  so  as  to  produce  compression. 

The  expressions  for  stress  intensities,  strains  and  elongation 
(Art.  51)  will  evidently  apply  in  this  case,  all  of  the  quantities  being 
negative  instead  of  positive. 

It  is  unnecessary  to  take  account  of  signs,  however,  in  cases 
where  the  stress  is  of  the  same  kind  throughout  the  body. 

63.  Saint- Venant's  Principle.  —  A  careful  analysis  of  either  of 
the  cases  discussed  in  Arts.  (51)  and  (52)  will  show  that,  in  order  that 
stress  on  every  cross  section  of  the  piece  shall  be  uniformly  dis- 
tributed, the  forces  acting  on  the  ends  must  be  distributed  in  the 
same  manner.  Practically,  however,  the  solutions  given  may  be 
applied  to  any  case  in  which  the  lines  of  action  of  the  resultants 
of  the  forces  acting  at  the  ends  of  the  piece  coincide  with  the  central 
axis,  the  distribution  of  the  stresses  and  strains  at  different  points 
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in  the  body  being  independent  of  the  distribution  of  the  terminal 
forces,  except  for  comparatively  smaU  portions  near  the  ends. 
This  statement  is  in  accord  with  a  "principle,"  first  definitely 
enunciated  by  Saint-Venant,  according  to  which  the  strains  pro- 
duced at  any  point  in  a  body  in  equilibrium  by  the  action  of  each 
of  the  individual  forces,  applied  to  small  portions  of  its  surface, 
are  of  negligible  magnitude  compared  with  the  strains  produced 
by  the  force  system  as  a  whole,  except  for  points  in  comparatively 
small  portions  of  the  body  near  the  places  at  which  the  forces  are 
appUed. 

This  principle  will  be  found  to  have  a  broad  application  in  the 
theorems  which  are  discussed  later. 

64.  Thin  Hollow  Cylinder.  —  When  a  hollow  circular  cylinder, 
whose  thickness  is  small  compared  with  its  radius,  is  subjected  to  a 
uniform  internal  pressure  the  stress  on  any  cross  section  through 
a  point  in  the  surface  may  be  considered  to  be  uniform.  We  will 
let  r  =  the  radius  and  t  =  the  thickness  of  such  a  cylinder  (Fig. 
31)  and  assume  that  the  ends  are  so  thick,  or  of  such  shape,  that 
the  stress  in  the  cylindrical  shell  will  not  be  affected  by  the  distor- 
tion of  the  ends.    Let  p  =  the  intensity  of  the  internal  pressure. 


Fia.  31. 

To  determine  the  intensity  of  stress  on  a  longitudinal  section 
OX  J  through  any  point  0  in  the  surface  of  the  cylinder,  we  apply 
the  conditions  of  equilibrium  to  Ohc^  a  semi-circular  section  of  the 
shell  one  unit  in  width.  The  forces  parallel  to  the  X  plane  through 
0  acting  on  this  section  will  be  the  uniformly  distributed  internal 
pressure  over  the  semi-circumference  06c  and  the  uniform  stress 
on  the  cross  sections  at  0  and  c.    The  resultant  of  the  internal 
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pressure  may  easily  be  shown  to  be  a  force,  whose  magnitude  is 
equal  to  2  pr,  acting  through  the  center  of  the  cylinder.  Hence 
the  total  stresses  at  the  sections  0  and  c  will  be  equal  and,  if  we 
denote  the  stress  intensity  on  these  sections  by  the  symbol  /,  we 
shall  have 

and  therefore  ^  ""  J^ 

/=? (1) 

The  intensity  /  is  commonly  called  the  Aoop  iensUm  in  the 
Oylinder. 

The  intensity  of  the  stress  on  a  cross  section  OF,  perpendicular 
to  the  axis  of  the  cylinder,  may  be  determined  by  appljong  the  con- 
ditions of  equilibrium  to  the  portion  of  the  cylinder  on  either  side 
of  the  section.  The  resultant  of  the  internal  pressure  on  the  part 
on  one  side  of  the  section  will  evidently  be  a  force  of  magnitude 

whose  line  of  action  coincides  with  the  axis  of  the  cylinder.  This 
force  will  be  balanced  by  a  stress  uniformly  distributed  around  the 
circumference  at  the  section  OY.  If  we  denote  the  intensity  of 
this  stress  by  the  symbol  /i,  we  shall  have 


/i2ir(r  +  |)i=2>ir7^, 


from  which  we  obtain 

/i  =  1^  (very  nearly) (2) 

The  stress  intensity  f\  is  frequently  called  the  end  tension  in  the 
cylinder.  It  is  evident  that  its  value  is  not  affected  by  a  change 
in  the  shape  of  the  ends  of  the  cylinder  provided  they  are  strong 
enough  not  to  distort  appreciably  under  the  pressure.  A  com- 
parison of  equations  (1)  and  (2)  shows  that  in  any  thin  cylinder 

/  =  2/i (3) 

Since  there  are  no  shearing  stresses  on  the  sections  OX  and  OF, 
/  and  /i  are  principal  stress  intensities  and  the  resultant  stress 
intensity  on  any  other  plane  through  0,  containing  the  axis  OZj 
will  have  a  value  intermediate  between  them,  which  is  given  by 
the  expression 

p=(/,2cos«a+f  sin«a)*, (4) 

obtained  by  substituting  the  values  of  /  and  /i  in  equation  (3) 
(Art.  29). 


THIN  HOLLOW  SPHERE  81 

The  hoop  tensioii/is  therefore  the  greatest  stress  in  the  shell  of 
the  cylinder. 

The  above  formulae  will  evidently  apply  in  the  case  of  a  thin 
hoUow  cylmder  subjected  to  uniSarm  external  pressure,  the  outside 
radius  of  which  is  equal  to  r  and  thickness  equal  to  (,  the  normal 
stresses  on  the  different  sections  being  compression  instead  of 
tension. 

This  important  difference  between  the  two  cases  should  be 
noted,  however.  When  the  cross  section  is  not  an  exact  circle,  a 
uniform  internal  pressure  tends  to  make  the  section  circular,  while 
a  uniform  external  pressure  tends  to  increase  the  distortion  from 
the  circular  form,  collapsing  the  cylinder  completely  at  a  pressure 
intensity  much  smaller  than  the  internal  pressure  to  which  it  may 
be  subjected  without  failing. 

When  the  cylinder  is  subjected  to  uniform  internal  and  external 
yreeswree  simvUaneovsly  the  stress  intensity  on  any  section  can  be 
found  by  combining  the  stresses  due  to  the  pressures  taken  sepa- 
rately. If  we  let  r  =  the  mean  radius  of  the  shell,  pi  «  the  in- 
tensity of  the  internal  pressure  and  ps  =  the  intensity  of  the 
external  pressure,  the  resultant  intensity  of  the  stress  on  the 
longitudinal  section  will  be  very  nearly  equal  to 

/=^^V (6) 

and  the  resultant  intensity  of  the  stress  on  the  cross  section  per- 
pendicular to  the  axis  will  be  very  nearly  equal  to 

f,  =  (£l^ (6) 

66.  Thin  Hollow  Sphere.  —  When  a  spherical  shell,  whose 
thickness  is  small  compared  with  its  radius  is  subjected  to  a  uniform 
internal  pressurey  the  stress  on  any  section  through  the  shell  may 
be  considered  to  be  uniform.  The  intensity  of  the  stress  on  any 
meridian  section  of  the  shell  may  be  determined  by  applying  the 
conditions  of  equilibrium  to  the  forces  acting  on  the  hemisphere 
on  either  side  of  the  section. 

Let  r  »  the  inside  radius  of  the  sphere,  t  =  its  thickness,  p  » 
the  intensity  of  the  internal  pressure  and  /  —  the  intensity  of  the 
tension  on  a  meridian  section  through  the  shell.  The  resultant  of 
the  internal  pressure  on  the  hemisphere  may  easily  be  shown  to  be 
equal  to  p^, 

its  line  of  action  passing  through  the  center  of  the  sphere. 
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The  total  stress  on  the  meridian  section  of  the  shell  will  be  equal  to 


Hence 


/2ir(r  +  |)i  =  pirr«. 


_  W 


/  =  ^  (very  nearly).      .    .    .    (1) 


Formula  (1)  will  evidently  apply  when  the  sphere  is  subjected 
to  uniform  external  pressure,  r  representing  the  external  radius. 

The  difference  between  the  effects  of  internal  and  external 
pressures  when  the  shell  is  not  exactly  spherical  in  form  will  evi- 
dently be  similar  to  that  in  the  case  of  the  thin  hollow  cylinder  of 
non-circular  section.    (Art.  54.) 

When  the  sphere  is  subjected  to  uniform  internal  and  external 
pressure,  simvitaneoysly,  the  resultant  intensity  of  stress  on  any 
meridian  section  will  be  very  nearly  equal  to 


r  _  (Pi  "  P2)  r 


(2) 


where  pi=»  the  intensity  of  the  internal  pressure,  p8=  the  intensity 
of  the  external  pressure  and  r  =  the  mean  radius  of  the  shell. 


_J 


rzJ. 


Fig.  32. 


66.  Uniform  Shearing  Stress.  —  When  a  rivet,  or  bolt,  or  pin 
is  used  to  join  two  pieces  together  as  in  Fig.  (32)  the  intensity  of  the 
shearing  stress  on  the  section  AB  due  to  a  pull  P  is  ordinarily 
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assumed  to  be  uniform.  This  assumption  is  hardly  in  accord  with 
the  principle  stated  in  Art.  (53)  but  there  is  no  way  in  which  the 
exact  distribution  of  the  stress  on  the  section  can  be  fully  deter- 
mined. Hence,  if /•  »  the  average  intensity  of  the  shearing  stress^ 
due  to  the  pull  P,  d  ^  the  diameter  of  the  rivet,  A  =  the  area  (rf 
its  cross  section,  we  shall  have 

tcP 


P^f.A^f. 


and 


/.= 


(1) 

(2) 


The  rivet  shown  (Fig.  32)  is  said  to  be  subjected  to  single  shear. 

When  two  plates  are  joined  to  a  single  plate  by  a  rivet  as  shown 
in  Fig.  33  the  rivet  is  said  to  be  subjected  to  double  thear,  and  if 
the  rivet  is  of  the  same  dimensions  as  before 

TCP 


and 


P  =  2/.A=/. 


(3) 
(4) 


the  two  sections  AB  and  CD,  in  this  case,  being  subjected  to  a 
uniform  shearing  stress. 


Fig.  33. 

67.  Unifonn  Bearing  Pressure.  —  In  both  of  the  cases  dis- 
cussed in  Art.  (56)  it  is  customary  to  assume  that  the  pressure 
between  either  plate  and  the  rivet  is  uniformly  distributed  around 
the  semi-circumference  of  the  rivet,  there  being  no  shearing  stress 
at  the  surface  of  contact. 
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Hence  the  relation  between  the  intensity  of  the  pressiure  and  the 
resultant  pressure  on  the  surface  of  the  rivet  will  be  the  same  as  in 
the  case  of  the  circular  cylinder  subjected  to  uniform  external 
pressure  (Art.  54).  Therefore,  if  we  let  /.  =  the  intensity  of  the 
pressure  between  the  rivet  and  either  plate  (Pig.  32)  and  t  =  the 
thickness  of  each  plate,  we  shall  have 

P^fJd     .........    (1) 

and  p 


The  quantity  of  fc  is  usually  called  the  wiensity  of  the  hearing 
pressure  on  the  rivet.  When  the  rivet  is  under  double  shear  as 
shown  in  Fig.  (33),  if  we  let  t  =  the  thickness  of  the  middle  plate, 
the  intensity  of  the  bearing  pressure  will  be  represented  by  equation 
(2)  as  before.  If  the  two  outside  plates  are  of  equal  thiclaiess  ^i, 
the  intensity  of  the  bearing  pressure  between  the  rivet  and  the 
outside  plates  wiU  be  represented  by  the  expression 

68.  Riveted  Joints.  —  In  joining  together  the  plates  used  in 
the  construction  of  a  boiler,  or  tank,  and  in  fastening  the  joints  of 
steel  structures,  rivets,  or  in  some  cases  bolts,  are  employed.  In 
the  majority  of  cases  the  connection  is  made  in  such  a  manner  that 
the  forces  acting  between  the  parts  joined  together  produce  a  shear- 
ing stress  on  the  cross  sections  of  the  rivets.  When  the  line  of 
action  of  the  resultant  of  the  forces  acting  on  the  joint  passes 
through  the  center  of  gravity  of  the  combined  area  of  the  cross 
sections  of  all  the  rivets  in  the  joint,  it  is  customary  to  assume  that 
the  intensity  of  the  shearing  stress  on  all  the  rivets  is  the  same. 
This  assumption  is  practically  correct  for  simple  joints  with  one 
or  two  rows  of  rivets  but  an  analysis  of  the  stress  and  strains  will 
show  that  it  is  not  exactly  true  for  the  more  complicated  joints. 

In  the  design  of  any  riveted  joint,  it  is  necessary  to  determine 
(a)  the  proper  diameter  of  the  rivets;  (b)  the  spacing,  or  pitch,  of 
the  rivets;  (c)  the  distance  between  the  rivets  and  edge  of  the 
plate,  or  the  lap  of  the  joint  as  it  is  called;  (d)  the  distances  be- 
tween the  rows  of  rivets,  when  more  than  one  row  is  used. 

A  method  of  determining  these  quantities  in  a  few  simple  cases 
will  now  be  given.    In  each  case  we  will  let 
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/«  »  the  working  strength  in  shear  of  the  rivet  material, 
fc  =  the  greatest  allowable  intensity  of  bearing  pressure  be- 
tween the  plate  and  a  rivet, 
ft  =  the  working  tensile  strength  of  the  material  in  the  plate, 
d  =  the  diameter  of  a  rivet^ 
A  =  the  area  of  the  cross  section  of  a  rivet, 
t  =  the  thickness  of  the  plates  joined  together, 
p  =  the  pitch  of  the  rivets;  that  is,  the  distance  from  center  to 

center  of  the  rivets  in  any  one  row, 
I  =  the  lap;  that  is,  the  distance  from  the  center  of  a  rivet  to 

the  edge  of  the  plate, 
a  =  the  distance  between  the  rows  of  rivets,  when  more  than 
one  row  is  used. 

Case  L  The  simplest  type  of  a  joint,  used  for  connecting  two 
plates,  is  known  as  the  single  riveted  lap  joint  (Fig.  34),  in  which 
two  plates  are  lapped  together  and  connected  with  a  single  row  of 
rivets  spaced  at  equal  distances.  We  will  assume  that  the  joint 
is  subjected  to  a  imiform  stress;  that  is,  the  stresses  on  all  the 
rivets  are  equal. 


Fig.  34. 


If  such  a  joint  were  subjected  to  a  pull  sufficient  to  break  it 
apart,  the  manner  in  which  it  would  fail  would  depend  on  the  size 
and  spacing  of  the  rivets.  If  the  rivets  were  too  small,  or  were 
spaced  too  far  apart,  the  joint  would  fail  by  shearing  the  rivets. 
If  the  rivets  were  too  close  together  the  plate  would  tear  off 
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between  the  rivet  holes.  If  the  lap  were  too  small,  the  rivets 
would  break  through  the  edge  of  the  plate.  In  order,  therefore, 
that  the  joint  shall  be  as  strong  as  it  is  possible  to  make  it,  the 
strength  of  one  rivet  must  be  equal  to  the  strength  of  the  section 
of  plate  between  two  adjacent  rivets,  and  the  strength  of  the  plate 
in  front  of  a  rivet  must  be  equal  to,  or  greater  than,  the  strength  of 
a  rivet.  If  such  a  joint  were  pulled  apart  the  plate  between  the 
rivets  would  be  at  the  point  of  failure  when  the  rivets  broke  oflf, 
or  vice  versa,  provided  the  lap  were  made  great  enough  to  prevent 
the  rivets  from  breaking  through. 

When  subjected  to  its  working  load  the  relations  between  the 
working  stresses  in  the  rivets  and  the  plate  would  be  the  same  as 
those  between  the  stresses  at  breaking.  To  determine  the  dimen- 
sions we  therefore  proceed  as  follows: 

(a)  The  diameter  of  the  rivets  will  depend  on  the  thickness  of  the 
plate,  the  pitch  which  is  desirable  and  other  considerations.  The 
choice  of  the  diameter  will  usually  be  based  on  the  results  of  ex- 
perience rather  than  on  any  particular  formula. 

The  holes  in  the  plate  are  either  punched  or  drilled  larger  than 
the  size  of  the  rivets.  The  rivets  on  being  driven  expand  to  fill 
the  holes.  When  the  holes  are  drilled,  in  place  and  accurately  in 
line  the  diameter  of  the  rivets  when  driven  will  equal  the  diameter 
of  the  holes  and  in  making  computations  it  is  customary  to  use  the 
driven  diameter  of  the  rivet,  as  it  is  called. 

When  the  holes  in  the  plate  are  punched  out  roughly,  the  align- 
ment may  be  such  that  the  smallest  section  of  the  driven  rivet  will 
not  be  much  greater  than  the  section  of  the  rivet  before  driving. 
Hence  in  such  work  it  is  customary  to  use  the  original  or  nominal 
diameter  of  the  rivet  in  making  computations. 

Having  fixed  upon  the  diameter  to  use,  the  working  load  for 
a  rivet  in  shear  will  be  equal  to 

Tri=/^=^(Art.56) (1) 

and  the  allowable  bearing  pressure  will  be  equal  to 

Wi  =  fctd  {Art.  57) (2) 

To  find  the  diameter  of  the  rivet  required  to  make  the  shearing 
and  crushing  resistance  equal,  equate  (1)  and  (2)  and  we  obtain 

d  =  ^ (3) 
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It  is  evident  that  if  the  diameter  of  the  rivets  used  is  greater  than 
that  given  by  (3),  W^  <  Wi,  and  if  the  diameter  used  is  less  than 
the  value  ^ven  by  (3)  Wi  <  W2. 

Since  the  diameters  of  commercial  rivets  vary  by  sixteenths  of 
an  inch  and  practical  considerations  limit  the  sizes  which  can  be 
used,  the  diameter  of  the  rivets  selected  for  any  particular  joint 
will  seldom  agree  with  that  given  by  equation  (3).  Hence,  the 
working  load  per  rivet  must  be  the  smaller  of  the  quantities  TFi 
and  W2. 

(b)  The  pitch  of  the  rivets  may  now  be  determined  by  equating 
the  working  load  on  a  rivet  to  the  working  load  on  the  net  section 
of  the  plate  between  a  single  pair  of  rivet  holes.  This  will  evidently 
be  equal  to 

fi(p-d)t (4) 

^Hence,  if  TTi  <  Wi,  the  pitch  of  the  rivets  will  be  determined 

from  the  equation 

f.A  =fi{v-d)t; (5) 

and,  if  1^2  <  Wi,  the  pitch  will  be  determined  from  the  equation 

fctd=ft(p-d)t (6) 

(c)  When  steel  plate  is  used  the  lap  of  the  joint  may  be  deter- 
mined from  the  expression 

Z  =  0.007y  — +  0.5d.      .'  .    .'  .    .     (7) 

This  equation  must  for  the  present  be  regarded  as  empirical, 
the  value  of  W  being  the  smaller  of  the  values  Wi  and  ^^2. 

The  efficiency  of  a  riveted  joint  is  the  ratio  of  the  strength  of  the 
joint  to  the  strength  of  the  plate  of  which  the  joint  is  made.  The 
strength  of  the  joint  is  understood  to  be  the  minimum  resistance  of 
the  joint  to  failure.     Expressed  analytically 

^  .              minimum  resistance  of  section  of  width  p       .^v 
emaency  = 7-^ •      \p) 

K  the  joint  is  properly  designed  equation  (8)  reduces  to 

efficiency  =-^-^%::^'  =  ^^.     .     .     .     .  (8a) 

Case  II.  The  joints  shown  in  Figs.  (35)  and  (36)  are  known  as 
daukie  riveted  lap  Joints. 
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In  Fig.  (35)  is  shown  a  case  of  ^ig^ogme^tn^,  or  the  rivets  are  said 
to  be  staggered,  and  in  Fig.  (36)  the  riveting  is  known  as  chain 
riveting.    In  both  cases  the  net  section  of  plate  between  two  rivets 


Fia.  35. 


•<* 


^E 


-> 


<:E 


•^ 


-> 


Fig.  36. 


must  be  equal  in  strength  to  the  strength  of  two  rivet  sections  if 
the  joint  is  to  be  as  strong  as  possible. 

(a)  Having  chosen  a  diameter,  the  strength  of  a  single  rivet  will 
evidently  be  the  less  of  the  two  values  Wi  and  W%  (Case  I). 
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(b)  If  Wi  <  W%  the  pitch  will  be  obtained  from  the  equation 

2Tfi  =  2/^=/,(p-d)< (9) 

and  il[W2<Wi  the  pitch  will  be  obtained  from  the  equation 

2Wt  =  2fctd=ft(p-d)t. (10) 

(c)  The  lap  will  be  determined  from  equation  (7),  using  the 
smaller  of  the  two  values  of  Wi  and  TTj. 

(d)  Elither  of  the  joints  (Figs.  35-36)  will  be  sufficiently  strong 
if  the  distance  a  between  the  rows  of  rivets  is  equal  to  or  greater 

than  /  +  2* 

If  the  joint  is  properly  designed^  the  efficiency  will  evidently  be 
represented  by  equation  (8). 

Case  III.  In  Fig.  (37)  is  given  an  illustration  of  a  single  riveted 
bvtt  joirU,  in  which  two  plates  are  butted  together  and  joined  by 


Fig.  37. 


riveting  on  two  cover  plates,  whose  thickness  ^i  may  be  equal  to  or 

less  than  t,  the  thickness  of  the  main  plate,  but  never  as  small  as  x  • 

The  rivets  in  such  a  joint  are  subjected  to  double  shear  as  shown 
in  Fig.  (33). 
(a)  The  diameter  of  the  rivet  will  be  chosen  in  accord  with  the 
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considerations  stated  in  Case  I.    The  strength  of  a  single  rivet 
will  then  be  equal  to  the  less  of  the  values 

IF,  =  2/^=^  (Art.  56)      ....    (11) 
and 

IF. -/Jd  (Art.  57).    ■ (12) 

(b)  The  pitch  will  be  determined  by  placii^  the  smaller  of  the 
values  Wt  and  Wt  equal  to  /«  (p  -  d)  (.    Hence  if  IT.  <  TT* 

ir,.2/^=/.(p-d)( (13) 

and  if  TF*  <  Wt 

Wi=fM=A(j>~d)t (14) 


< 


(c)  The  lap  in  the  main  plate  will  be  determined  by  substituting 

the  smaller  of  the  values  Wi  and  Wt  in  equation  (7) ;  and  the  lap 

in  the  cover  plate  by  substituting  ti  for  t  and  the  smaller  of  the 

Wi         Wt 

—  -J     -  for  TF  in  the  same  equation. 


values  -^  and  - 


'22 

If  the  joint  is  properly  deedgned  the  theoretical  effidency  would 
evidently  be  determined  from  equation  (8),  as  before. 
Case  IV.    In  f%.  (38)  is  represented  a  double  riveted  huH  joint 
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with  chain  riveting.  The  rivets  in  such  a  joint  might  be  staggered 
as  in  Fig.  (36),  but  the  computation  of  the  dimensions  would  be  the 
same  as  for  the  joint  shown. 

(a)  Having  chosen  the  size  of  rivet  the  strength  of  a  single  rivet 
will  be  the  less  of  the  values  Wi  and  TF4. 

(b)  In  this  case  the  net  section  of  the  plate  between  two  rivets 
must  be  equal  to  the  strength  of  two  rivets,  hence  UWz  <Wi  the 
pitch  will  be  obtained  from  the  equation 

2Wz^4fA=ft{p-d)t (15) 

andifTr4<  Wz 

2WA^2fM^ft(p-d)t (16) 

(c)  The  laps  in  the  main  plate  and  in  the  cover  plate  will  be 
determined  by  the  same  equations  as  in  Case  III. 

(d)  The  distances  between  the  rows  will  be  determined  by  the 
same  rule  as  in  Case  II. 

If  properly  designed  the  eflSciency  will  be  given  by  the  same 
expression  (equation  8)  as  that  for  the  preceding  cases. 

In  each  of  the  preceding  four  cases  the  object  has  been  the  de- 
termination of  the  dimensions  of  the  strongest  possible  joint  of  a 
particular  type.  It  will  be  found  that  for  any  given  material  the 
strength  of  a  joint  of  any  one  type,  in  a  given  thickness  of  plate, 
will  be  varied ^by  changing  the  diameter  of  the  rivets. 

When  the  dimensions  of  a  joint  are  determined  in  accordance 
with  the  preceding  method  it  will  be  found  that  an  increase  in  the 
diameter  of  the  rivets  will  result  in  an  increase  in  efficiency  of  the 
joint  until  the  diameter  at  which  the  shearing  strength  of  a  rivet 
is  equal  to  the  allowable  bearing  pressure  upon  it  is  reached.  Any 
increase  beyond  this  will  not  give  an  increase  in  efficiency.  It 
will  also  be  found  that  for  any  given  diameter  of  rivet,  the  effi- 
ciency of  a  riveted  connection  will  increase  with  an  increase  in  the 
number  of  rows  of  rivets  used. 

The  joints  given  in  the  preceding  four  cases  represent  the 
simpler  types  used  in  the  construction  of  boilers,  tanks,  pipes, 
etc.  By  increasing  the  number  of  rows  of  rivets  and  varying  the 
numbers  of  rivets  in  the  different  rows,  joints  of  greater  strength 
than  any  of  these  can  be  made.  The  analysis  of  the  stresses  in 
such  cases  becomes  more  complex,  however,  and  will  not  be  under- 
taken here. 

Case  V.    One  other  tjrpe  of  joint  will  be  mentioned,  namely, 
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the  joint  used  in  fastening  together  two  parts  of  a  frame  structure 
when  the  rivets  are  placed  in  such  a  manner  that  the  stresses  on 
all  the  rivets  are  equal.  In  such  a  case  the  line  of  action  of  the 
resultant  of  the  forces  acting  on  the  joint  must  pass  through  the 
center  of  gravity  of  all  the  rivet  sections  combined. 

When  the  rivets  are  in  single  shear,  as  in  the  illustration  of  the 
plate  and  channel  connection  given  (Fig.  39),  the  strength  of  a 
rivet  in  single  shear  will  be  equal  to 

/.ird* 
=  __. 


M 


and  the  allowable  bearing  pressure  will  be  equal  to 
where  t  =  the  thinner  of  the  two  parts. 
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Fig.  39. 


The  strength  of  a  rivet  will  evidently  be  equal  to  the  smaller  of 
these  two  values  and  the  number  of  rivets  required  in  a  joint  will 
be  found  by  dividing  the  resultant  force  acting  on  the  joint  by 
this  quantity. 

On  account  of  the  dissimilar  cross  sections  of  the  parts  con- 
nected, the  spacing  of  the  rivets  in  such  a  joint  is  usually  made 
according  to  a  certain  standard,  the  standard  distances  between 
the  rivets  and  between  the  rivets  and  the  edge  of  the  plate  being 
based  on  the  results  of  theoretical  computations  and  data  from 
experiments. 
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The  method  of  determinmg  the  number  of  rivets  when  a  joint 
of  this  type  is  constructed  with  the  rivets  in  double  shear  is  self 
evident. 

In  practically  all  joints  of  this  kind  the  holes  in  the  members 
are  punched  and,  as  previously  indicated,  the  nominal  diameter 
of  the  rivets  should  be  used  in  making  computations. 

69.  Uniformly  Varying  Stress.  —  When  the  stress  on  a  plane 
surface  is  distributed  in  such  a  manner  that  the  intensity  at  any 
point  is  proportional  to  the  distance  of  the  point  from  a  straight 
line  in  the  plane  of  the  surface  the  stress  is  said  to  be  uniformly 
varying  (Art.  82,  Vol.  I).  Theoretically,  this  definition  will 
apply  to  a  normal  stress,  a  shearing  stress,  or  an  oblique  stress  with 
both  a  normal  and  a  shearing  component;  but  for  the  sake  of 
brevity  the  term  uniformly  varying  stresSy  unless  otherwise  desig- 
nated, will  be  taken  to  mean  a  uniformly  varying  normal  stress. 

Neutral  Axis,  —  The  straight  line  along  which  the  stress  in- 
tensity is  zero  is  called  the  nevJtral  axis  and  this  may  be  located 
either  within  or  outside  of  the  limits  of  the  surface. 

Resultant  Stress  and  Center  of  Stress.  —  If  the  area  is  referred  to 
the  rectangular  coordinate  axes  OX  and  OY,  with  OY  coinciding 
with  the  neutral  axis,  and  if  a  =  the  stress  intensity  at  a  unit  of 
distance  from  the  neutral  axis,  the  stress  intensity  at  any  point  in 
the  surface,  whose  coordinates  are  (x,  y),  will  be  equal  to 

p  ^ax (1) 

The  total  stress  on  the  surface  will  be  equal  to 

72=   IpdA^a  j  zdA  =  axoA,   ....    (2) 

where  xo  =  the  distance  from  the  neutral  axis  to  the  center  of 
gravity  of  the  surface. 

The  moment  of  the  resultant  stress  about  the  neutral  axis  will 
be  equal  to 

M—  JpxdA=aja?dA=aIy.    .    .    .    (3) 

where  /  =  the  moment  of  inertia  of  the  surface  about  the  neutral 
axis.    The  coordinates  of  the  center  of  stress  will  be 

M     JP^^      "1=^^       I  ,., 

*>  =  ;b  =  -7j =  —7 =  r;3'    •  •   W 

j  pdA       a  f  xdA 
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jpydA      a  jxydA       ^ 


I  pdA       a  I  xdA 

where  K  =  the  product  of  inertia  of  the  surface  with  respect  to 
the  X  and  Y  axes. 

It  is  evident  that  when  the  axes  OX  and  OF  are  principal  axes 
of  inertia  of  the  surface  (Art.  125,  Vol.  I),  yi  =  0  and  the  center 
of  stress  is  on  the  axis  OX, 

A  familiar  example  of  a  uniformly  varying  stress  is  that  of  a 
fluid  pressure  exerted  on  any  plane  submerged  surface.  In  such 
a  case  the  neutral  axis  of  the  stress  will  be  the  line  of  intersection 
of  the  plane  of  the  surface  with  the  surface  of  the  fluid  and  this 
line  may  form  a  boundary  of  the  surface  under  stress  or  it  may  he 
entirely  outside  its  limits.  The  center  of  stress  for  such  a  surface 
is  ordinarily  called  the  center  of  pressure. 

If  we  let  po  =  the  intensity  of  the  pressure  at  the  center  of 
gravity  of  a  submerged  surface  and  J©  =  the  moment  of  inertia  of 
the  surface  about  an  axis  through  the  center  of  gravity  parallel  to 
the  neutral  axis,  equation  (2)  may  be  written 

/2  =  poA (6) 

and  equation  (4)  will  reduce  to 

That  is,  the  resultant  pressure  on  any  submerged  surface  is  equal 
to  the  product  of  the  pressure  intensity  at  its  center  of  gravity  and 
the  area  of  the  surface;  and  the  distance  between  the  center  of 
pressure  and  the  center  of  gravity  is  equal  to  the  moment  of  inertia 
of  the  surface  about  an  axis  through  its  center  of  gravity,  parallel 
to  the  neutral  axis,  divided  by  the  moment  of  the  submerged  area 
about  the  neutral  axis. 

60.  Unif  ormly  Varjring  Stress  Whose  Resultant  is  a  Couple.  — 
A  uniformly  varying  stress  may  be  distributed  over  a  plane  sur- 
face in  such  a  manner  that  the  neutral  axis  lies  within  the  boundary 
of  the  surface,  the  stress  on  one  side  of  the  neutral  axis  being  ten- 
sion and  on  the  other  compression.  A  special  case  arises  when 
the  neutral  axis  passes  through  the  center  of  gravity  of  the  surface. 


UNIFORMLY  VARYING  STRESS 


95 


In  this  case  the  total  stress  on  the  surface  (equation  2,  Art.  59) 

becomes 

R  =  cujcoA  =0 (1) 

and  the  moment  of  the  stress  (equation  3,  Art.  59)  becomes 

M  =  aIo (2) 

Hence  the  resultant  of  a  uniformly  varying  stress,  the  neutral 
axis  of  which  passes  through  the  center  of  gravity  of  the  surface,  is 
a  couple.  The  magnitude  of  this  couple  is  represented  by  equation 
(2)  when  the  neutral  axis  is  a  principal  axis  of  inertia  of  the  surface. 
In  other  cases  the  value  of  M  given  by  equation  (2)  is  the  com- 
ponent couple  in  a  plane  perpendicular  to  the  neutral  axis,  ob- 
tained by  resolving  the  resultant  couple,  formed  by  the  stress,  into 
two  components  in  planes  respectively  perpendicular  and  parallel 
to  the  neutral  axis. 

This  may  be  proven  in  the  following  manner.  Let  the  plane 
surface  (Fig.  40)  be  subjected  to  a  uniformly  varjdng  stress,  YY 
being  the  neutral  axis  passing  through  the  center  of  gravity  0. 
Let  the  stress  above  the  neutral  axis  be  tension  and  below  it, 
compression. 


Fig.  40. 

Let  Rt  represent  the  magnitude  of  the  resultant  and  xi,  yt  the 
coordinates  of  the  center  of  the  tension  stress;  and  let  Re  represent 
the  magnitude  of  the  resultant  and  Xe,  ya  the  coordinates  of  the 
center  of  the  compression  stress.  Since  the  resultant  of  the  stress 
on  the  entire  surface  is  a  couple,  Rt  =  Re* 

The  sum  of  the  moments  of  the  tension  and  compression  stresses 
about  YY  will  be  equal  to 

M  =  R^t  +  Ro^c  =  a/o 
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and  this  quantity  will  evidently  be  equal  to  the  moment  of  the 
resultant  couple  formed  by  Rt  and  Re  when  yt  =  ye  (algebraically). 
When  yt  >  or  <  ye  the  couple  Af  =  oJo  wiU  evidently  be  the  com- 
ponent of  the  resultant  couple  acting  in  the  Y  plane. 
To  determine  when  yt  =  ye  we  have  from  equation  (5)  (Art.  59) 

K' 

where  K'  =  the  product  of  inertia,  with  respect  to  the  X  and  Y 
axes,  and  Xq'A'  =  the  moment,  about  the  axis  YY,  of  the  part  of  the 
surface  above  the  neutral  axis. 
Similarly, 

where  K"  =  the  product  of  inertia,  with  respect  to  the  X  and  Y 
axes,  and  x^'A"  =  moment,  about  the  axis  FF,  of  the  part  of  the 
surface  below  the  neutral  axis. 

When  the  axis  XX  is  an  axis  of  symmetry  of  the  surface  K!  = 
K"  =  0  (Art.  122,  Vol.  I)  and  hence  yt  =  yc  =  0,  which  holds 
true  whether  the  axis  FF  is  an  axis  of  symmetry  or  not. 

Since  the  axis  YY  passes  through  the  center  of  gravity 

Xo'A'  =  -  Xo"il" 

and  when  YY  is  an  axis  of  synmietry 

K'  =-  K''  (Art.  121,  Vol.  I), 

and  hence  ye  =  l/«,  which  evidently  holds  true  whether  the  axis 
XX  is  an  axis  of  symmetry  or  not. 

But  the  product  of  inertia  of  the  whole  surface,  with  respect  to 
the  axes  XX  and  YY,  will  be  equal  to 

K::y^K'  +  K"  (Art.  123,  Vol.  I). 
Hence,  in  both  of  the  above  mentioned  cases 

Kxy=  0, 

the  axes  XX  and  YY  being  principal  axes. 

Moreover,  for  a  surface  of  any  shape,  when  the  neutral  axis 
passes  through  the  center  of  gravity  and  is  one  of  the  principal 
axes,  Kxy  =  0  and  K'  —  —  K")  and  hence  yt  =  y^ 

Therefore,  when  a  plane  surface  is  subjected  to  a  uniformly  varying 
stress  J  if  the  neutral  axis  passes  through  the  center  of  gravity  and  is 
a  principal  axis  of  the  surface,  the  resultant  couple  formed  by  the 
stress  is  in  a  plane  perpendicular  to  the  nevJtral  axis. 
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61.  Problems.  —  Unifonn  and  Uniformly  Varjring  Stress. 

Problem  L 

A  solid  cylinder  of  ooncrete,  10"  diameter  and  30"  long,  is  subjected  to  an 
axial  load  in  compression  of  30,000  lbs.  Find  the  maximum  intensity  of  the 
compressive  stress  at  any  point  in  the  middle  portion  of  the  cylinder;  also  the 
maximum  intensity  of  the  shearing  stress  at  that  point. 

Problem  2. 

Find  the  required  thickness  of  a  steel  tube,  6"  inside  diameter,  which  is  to 
be  subjected  to  an  internal  pressure  of  400  lbs.  per  sq.  in.  Assume  the  work- 
ing strength  of  the  material  in  tension  to  be  8000  lbs.  per  sq.  in. 

Problem  8. 

Find  the  required  thickness  of  the  shell  of  a  cylindrical  boiler,  5  ft.  inside 
diameter,  if  the  boiler  is  to  be  subjected  to  an  internal  pressure  of  125  lbs.  per 
sq.  in.  and  the  efficiency  of  the  longitudinal  joint  in  the  shell  is  75  per  cent. 
Assume  the  working  strength  of  the  material  in  tension  to  be  8000  lbs.  per  sq. 
in.,  and  allow  ^"  for  corrosion. 

Problem  4. 

Find  the  safe  intensity  of  internal  pressure  for  a  hollow  sphere,  i"  thick  and 
12"  inside  diameter;  assuming  the  working  strength  in  tension  to  be  7500  lbs. 
per  sq.  in. 

Problem  5. 

Find  the  proper  values  for  the  pitch  and  laps  in  a  single  riveted  lap  joint  in 
}"  steel  plate,  made  up  with  {%"  rivets  in  {"  drilled  holes;  also,  find  the 
theoretical  efficiency  of  the  joint.  Use  the  driven  diameter  of  the  rivets  in 
making  calculations  and  assume  the  following  values  for  working  strengths: 
/,  =  11,000  lbs.  per  sq.  in.;  /«  =  22,000  lbs.  per  sq.  in.;  ft  «  15,000  lbs.  per 
sq.  in. 

Problem  6. 

Find  the  proper  values  for  the  pitch,  laps  and  distance  between  the  rows  of 
rivets  in  a  double  riveted  lap  joint  in  i"  steel  plate,  using  U"  rivets  in  J" 
drilled  holes;  also,  find  the  efficiency  of  the  joint.  Use  the  values  for  working 
strengths  given  in  Problem  (5). 

Problem  7. 

Find  the  proper  values  for  the  pitch  and  laps  in  a  single  riveted  butt  joint  in 
J"  steel  plate,  made  up  with  ^V"  cover  plates  and  J|"  rivets  in  J"  drilled  holes; 
also,  find  the  efficiency  of  the  joint.  Use  the  values  for  working  strengths 
given  in  Problem  (5). 

Problems. 

Find  the  proper  values  for  the  pitch,  laps  and  distance  between  the  rows  of 
rivets  in  a  double  riveted  butt  joint  in  J"  steel  plate,  made  up  with  t^"  cover 
plates  and  W"  rivets  in  {"  drilled  holes;  also,  find  the  efficiency  of  the  joint » 
Use  the  values  for  working  strengths  given  in  Problem  (5). 
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Problein  9* 

Solve  Problem  (6),  using  W'  rivets  in  I"  drilled  holes  instead  of  the  size 
given. 

Problem  10. 

Solve  Problem  (8),  using  H"  rivets  in  V  drilled  holes  instead  of  the  sise 
given. 

Problem  11. 

A  standard  4"  X  4"  X  ¥'  angle  is  fastened  to  i"  plates  at  each  end  with 
}"  rivets  and  acts  as  a  tension  member  in  a  frame.  How  many  rivets  should 
be  provided  at  each  end  if  the  total  tension  in  the  member  equals  60,000  lbs. 

Assume  f,  —  7500  lbs.  per  sq.  in.,  fe  «  15,000  lbs.  per  sq.  in. 

Problem  12. 

Two  standard  6"  X  6"  X  }"  angles  are  separated  by  }"  plates  and  riveted 
together  at  each  end  with  J"  rivets.  Angles  are  placed  symmetrically  relative 
to  the  plates.  How  many  rivets  should  be  provided  at  each  end  if  the  total 
compression  in  the  member  equals  105,000  lbs.  Assume /•  »  7500  lbs.  per  sq. 
in.,  /c  -  15,000  lbs.  per  sq.  in. 

Problem  18. 

Find  the  difference  between  the  original  cross  section  of  a  rod  4"  diameter 
and  the  area  of  the  cross  section  when  the  stress  intensity  is  12,000  lbs.  per 
sq.  in.  tension,  assuming  m  »  3.6  and  E  »  30,000,000  lbs.  per  sq.  in. 

Problem  14. 

Find  the  increase  in  the  internal  diameter  of  the  sphere  given  in  Problem  (4) 
when  subjected  to  the  allowable  internal  pressure,  assuming  that  E  >■ 
30,000,000  lbs.  per  sq.  in.  and  m  -  3.6. 

Problem  16. 

A  steel  tube,  2  ft.  inside  diameter  and  y  thick,  is  made  up  of  plates  riveted 
together  with  spiral  joints  running  at  45°  with  the  right  cross  sections  of  the 
tube.  The  joints  are  single  riveted  lap  joints  with  i"  rivets  in  ^"  punched 
holes.  Assuming  the  following  values  for  working  strengths,  /«  •■  10,000  lbs. 
per  sq.  in.,  fc  «  20,000  lbs.  per  sq.  in.,  ft  "  16,000  lbs.  per  sq.  in.,  find  the 
proper  pitch  of  the  rivets,  using  the  nominal  diameter  of  Uie  rivets  in  making 
calculations;  also,  find  the  safe  intensity  of  internal  pressure  on  the  tube. 
Assume  end  tension  in  all  cases,  that  is,  the  tube  is  closed  at  the  ends. 

Problem  16. 

Deduce  the  expressions  for  the  resultant  pressure  and  the  distance  of  the 
center  of  pressure  from  the  neutral  axis  for  each  of  the  sections  A,B,CfD,E 
(Fig.  41)  in  terms  of  the  dimensions  given.  The  neutral  axis  in  each  case  is 
represented  by  the  line  XX, 

Problem  17. 

Assuming  that  the  sections  (Fig.  41)  are  portions  of  a  vertical  surface  sub- 
jected to  water  pressure  and  that  the  line  XX  is  3  ft.  below  the  surface  of  the 
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water,  find  the  total  pressure  and  locate  the  oenter  of  pressure  on  each  surface. 
Let  A  =  6  ft.,  6  =  4  ft.  (except  for  E  when  6  V2  =  6  ft.).  Weight  of  one 
cubic  foot  of  water  »  62.5  lbs. 
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Fig.  41. 


Problem  18. 

Two  circular  gates,  A  and  B,  each  5  ft.  in  diameter,  are  subjected  to  water 
pressure.  The  surface  of  the  gate  A  is  vertical  and  that  of  the  gate  B  is  in- 
clined at  an  angle  (A  45^  with  the  vertical.  The  center  of  each  gate  is  at  a 
vertical  distance  of  6  ft.  below  the  surface  of  the  water.  Find  the  total  pressure 
and  the  distance  between  the  center  of  gravity  and  the  center  of  pressure  on 
each  gate  (Art.  59).    Weight  of  one  cubic  foot  of  water  »  62.5  lbs. 

Problem  10. 

A  reservoir  ABCD  (Fig.  42)  of  rectangular  cross  section  3'  X  8'  is  connected 
with  a  pip>e  E.  If  the  reservoir  and  pipe  are  filled  with  water  up  to  a  point  in 
the  pipe  4  ft.  above  the  level  of  AD,  find  the  resultant  pressure  and  the  center 
of  pressure  on  each  of  the  ends  AB  and  CD.  (Art.  59.)  Weight  of  one  cubic 
foot  of  water  =  62.5  lbs. 


Fig.  42. 

Problem  80. 

Solve  Problem  (19),  assuming  that  the  cross  section  of  the  reservoir  is  a  circle, 
8  ft.  diameter. 

Problem  21. 

In  Problem  (19),  assume  the  ends  AB  and  CD  to  be  hinged  at  A  and  D,  and 
find  the  horizontal  forces  acting  at  B  and  C,  respectively,  that  will  hold  the 
ends  in  place. 
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Problem  33. 

In  Problem  (19)  assume  the  ends  AB  and  CZ>  to  be  hinged  at  B  and  C  and 
find  the  forces  acting  at  A  and  D,  perpendicular  to  AB  and  CD,  respectively, 
that  will  hold  the  ends  in  place. 

Problem  23. 

FHnd  the  H  and  V  compoaents  and  the  point  of  application  of  the  resultant 
thrust  on  the  joint  CD  due  to  the  water  pressure  on  the  face  AC  and  the  weight 
of  masonry  of  cross  section  ABDC  (Fig.  43).  Weight  of  masonry  =  150  lbs. 
per  cu.  ft.    Weight  of  wat«r  =  62,6  lbs.  pee  on.  ft. 


Fio.  43. 

Problem  34. 

A  uniformly  varying  stress,  the  resultant  of  which  is  equal  to  10,000  lbs. 
is  distributed  over  a  square  section  10"  X  10",  in  such  a  manner  that  the 
center  of  stress  is  located  2"  from  the  centerof  gravity,  on  an  aids  of  symmetry 
parallel  to  the  side  of  the  square.     Find  the  maximum  intensity  of  the  stress. 

Problem  35. 

A  6"  X  12"  wooden  beam  is  supported  at  the  ends  and  is  subjected  to  a  total 
uniformly  distributed  load  of  8000  lbs.  Find  the  length  of  the  bearing  surface 
necessary  at  the  ends,  provided  the  greatest  intensity  of  compression  across 
the  grsin  does  not  exceed  150  lbs.  per  sq.  in.  by  each  of  the  following  assump- 
tions: (a)  Supporting  force  uniformly  distributed,  (b)  Supporting  force 
uniformly  varying  from  zero  intensity  at  the  end  of  the  beam  t^}  the  Tiftximum 
intensity  at  the  inside  of  the  support. 

Problem  36. 

A  uniformly  varying  stress  is  distributed  over  a  rectangular  section  (Fig.  44) 
in  sucb  a  manner  that  the  stress  below  the  neutral  axis  XX  is  tension  and  above 
it,  compression.  The  value  of  a  (Art.  59)  is  100  lbs.  per  sq.  in.  Find  the 
resultant  stress  and  the  c^ter  of  stress,  assuming  c  —  i",  d  —  12". 

Problems?. 

Solve  Problem  (28),  assuming  c  -  7",  d  =  V. 


Problem  38. 

Solve  Problem  (26),  aesuming  e  -  8",  d  -  8". 

Problem  tt. 
SoItb  Protriem  (26),  aaauming  c  =  V"  wd  d  -  V"- 
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Problem  90. 

A  uniformly  varying  normal  force  is  distributed  in  mich  a  manner  over  the 
plane  surface  (Fig.  45),  that  the  resultant  P  acts  on  the  axis  of  symmetry  XX. 
Find  the  extreme  limits  between  which  the  position  of  the  center  of  stress  may 
vary  under  the  condition  that  the  atrees  over  the  entire  surface  shall  be  oom- 


T 

.J. 
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Problem  81. 

Find  the  resultant  stress  and  the  codrdinates  Zi  and  ^i,  of  the  center  of 
stress,  on  each  of  the  surfaces  shown  (Fig.  46),  assuming  each  surface  is  sub- 
jected to  a  uniformly  varying  stress  with  XX  as  the  neutral  aids  and  the  stren 
intensity  a  -  100  lbs.  per  eq.  in.,  at  a  distance  unity  from  the  neutral  axis. 

Problem  S3. 

liind  the  resultant  of  the  stress  on  each  of  the  surfaces  shown  (Fig.  46), 
aaauming  each  surface  is  subjected  to  a  uniformly  varying  stress,  part  tension 
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and  part  compreesioa,  with  the  neutral  axis  parallel  to  XX,  through  the  center 
of  gravity  of  the  surface,  and  the  stress  ioteosity  a  •*  100  Iba.  per  sq.  in.,  &t  a 
distance  unity  from  the  neutral  ana. 


CHAPTER  IV. 
STRESSES  m  BEAMS. 

62.  Definitions.  —  When  a  bar  of  material,  straight  or  curved^ 
js  acted  upon  by  a  balanced  system  of  external  forces  which  are 
perpendicular  to  its  central  axis,  it  is  called  a  beam. 

The  forces  acting  on  such  a  bar  cause  the  straining  known  as 
flexure,  or  bending. 

When  the  external  forces  act  on  the  bar  obliquely,  the  com- 
ponents perpendicular  to  the  axis  will  cause  bending  and  in  many,, 
but  not  all,  cases  of  this  kind  the  bar  will  be  designated  as  a  beam, 
subjected  to  oblique  loading. 

In  some  cases  external  forces  acting  parallel  to  the  axis  of  the 
bar  will  produce  bending.  In  such  cases  the  bar  may  sometimes 
be  designated  as  a  beam,  but  more  frequently  not. 

In  both  of  the  last  mentioned  cases  the  components  of  the  force 
system  acting  along  the  axis  of  the  bar  will  cause  tensile  or  com- 
pressive stresses  in  combination  with  the  stresses  due  to  the 
bending;  with  the  exception  that,  when  the  system  of  external 
forces  is  so  arranged  that  it  can  be  resolved  iato  couples  acting  on 
the  ends  of  the  bar,  bending  only  will  result. 

It  is  our  object  in  this  chapter  to  discuss  the  stresses  produced 
in  straight,  or  very  nearly  straight,  bars  which  are  subjected  to 
bending  only. 

Since  a  beam  is  generally  placed  in  a  horizontal  position,  we 
shall  use  horizontal  beams  as  illustrations  although  it  will  be 
readily  seen  that  the  theory  will  apply  to  beams  placed  in  any 
position  whatever,  when  acted  upon  by  similar  force  systems. 
The  forces  acting  on  the  horizontal  beam  will  ordinarily  be  desig- 
nated as  loads  and  supporting  forces,  or  reactions. 

When  a  beam  is  balanced  over  one  support  (Fig.  47)  it  is  known 
as  a  cantilever  beam;  or,  when  it  is  held  by  supporting  forces  at  one 
end  (Fig.  48),  the  free  end  is  called  a  cantilever  beam. 

When  a  beam  rests  on  supports  at  the  ends  (Fig.  49)  it  may  be 

called  a  simple  beam.    When  it  is  securely  held  by  supports  at  both 

ends  (Fig.  50)  it  is  called  a  buiUnin  or  a  fixed  beam. 
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When  a  beam  is  acted  upon  by  terminal  couples  only  (Fig.  51), 
it  is  said  to  be  subjected  to  uniform  or  simple  bending. 

When  a  beam  is  supported  at  more  than  two  points  (Fig.  52),  it 
is  called  a  continuous  beam. 


/ 
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Fig.  47.  Fig.  48. 

In  the  simplest  form,  the  beam  in  any  one  of  the  above  mentioned 
cases  would  be  a  homogeneous  bar  of  material  of  a  imiform  cross 
section  of  any  one  of  a  variety  of  shapes. 

When  the  distance  between  supports  or  the  magnitude  of  the 
loads  is  large,  however,  it  becomes  necessary  to  use  a  large  rolled 
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Fig.  49.  Fig.  50. 
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section,  or  to  huiU  up  a  beam  by  riveting  together  rolled  sections 
of  different  shapes  and  plates. 

Such  beams  are  called  girders^  girder  beams,  plate  girders,  beam 
girders,  etc.,  according  to  the  size  of  the  beam  and  the  type  of 
cross  section. 

Ill 

n= rT     t      1       1 

Fig.  51.  Fig.  52. 

63.  Limitations.  —  Throughout  the  discussion  of  the  theory 
for  determining  the  stresses  due  to  bending  the  following  limita- 
tions will  be  imposed,  unless  otherwise  stated: 

(a)  The  material  of  the  beam  is  homogeneous  and  isotropic. 

(b)  The  beam  is  straight  and  of  uniform  cross  section  throughout. 

(c)  The  external  forces  are  in  equilibrium  and  are  applied  in 
such  a  maimer  that  they  can  be  considered  equivalent  to  a  system 
of  forces  acting  in  a  single  plane  which  will  be  known  as  the  plane 
of  loading. 
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(d)  The  plane  of  loading  intersects  every  cross  section  at  an 
axis  of  symmetry  and,  wherever  the  term  cross  section  is  used,  the 
section  at  right  angles  to  the  central  axis  is  to  be  understood. 

(e)  The  length  of  the  beam  is  large  in  proportion  to  the  greatest 
dimension  of  its  cross  section  and  the  difference  between  the  depth 
and  greatest  width  of  the  cross  section  is  not  excessive. 

In  order  to  fix  ideas  it  will  be  convenient  to  consider  a  beam  as 
being  made  up  of  a  bundle  of  fibers  parallel  to  its  central  axis, 
some  of  which  are  stretched  while  others  are  compressed  by  the 
bending,  and  the  terms  fiber  and  fiber  stress  will  be  frequently  used 
in  the  discussion.  This  will  not  mean  that  the  material  is  fibrous 
in  texture,  however,  for  it  will  be  seen  that  the  conception  of  a 
beam  as  being  composed  of  longitudinal  fibers  is  entirely  unneces- 
sary in  the  development  of  the  theory  of  stress.  Unless  specifi- 
cally stated,  the  weight  of  the  material  in  the  beam  itself  will  be 
neglected  throughout  the  discussion. 

64.  Unifonn  or  Simple  Bending.  —  Whenever  a  beam  is 
subjected  to  the  action  of  equal  and  opposite  couples,  at  its  ends 
only,  it  is  said  to  be  subjected  to  uniform  or  simple  bending.  Such  a 
case  is  represented  in  Fig.  (53),  the  terminal  couples  M  being  shown 
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Fig,  53. 


by  the  usual  convention  of  two  equal  and  opposite  parallel  forces, 
perpendicular  to  the  sections  on  which  the  couples  are  assumed  to 
act.  It  should  be  borne  in  mind,  however,  that  the  couples  M 
may  be  taken  to  represent  the  resultants  of  a  large  variety  of 
force  systems,  acting  at  the  sections  CD  and  EF, 

The  axes  of  reference  OX,  OY  and  OZ  are  so  chosen  that  OX 
coincides  with  the  central  axis  passing  through  the  centers  of 
gravity  of  the  cross  sections  of  the  beam;  OF  is  the  axis  of  sym- 
metry of  any  cross  section  AB  and  OZ  is  perpendicular  to  the  plane 
of  loading. 
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Since  the  beam  is  in  Equilibrium^  it  is  evident  that  the  resultant 
of  the  stress  on  the  cross  section  AB  must  be  in  equilibrium  with 
the  couple  M  acting  on  the  end  CD.  Hence  the  resultant  of  the 
stress  on  AB  must  be  a  couple,  which,  according  to  the  limitations 
imposed  (Art.  63),  will  be  equivalent  to  a  couple  acting  in  the  plane 
of  symmetry  XOY  (Fig.  53.) 

66.  Bending  Moment  and  Moment  of  Resistance  —  Simple 
Bending.  —  The  couple,  comprising  the  external  forces  acting  on 
the  part  of  the  beam  to  the  left  of  the  section  AB  (Fig.  53),  is  called 
the  bending  moment  at  the  section  AB  and  the  equal  and  opposite 
couple,  comprising  the  stress  on  the  section  ABj  is  called  the 
mxnnent  of  resistance  at  the  section  AB, 

It  is  evident  that  if  we  apply  the  conditions  of  equilibrium  to  the 
forces  acting  on  the  part  of  the  beam  between  the  section  AB  and 
the  right  hand  end  EFj  the  bending  moment  and  the  moment  of 
resistance  at  the  section  AB  will  be  couples  of  the  same  magnitude 
but  of  opposite  sign  to  those  obtained  above. 

It  is  customary,  therefore,  in  order  to  avoid  confusion  of  signs, 
to  denote  the  bending  moment  at  any  section  of  a  horizontal  beam 
as  positive  where  the  external  forces  act  in  such  a  manner  that  the 


Fig.  55. 

bending  is  as  shown  in  Fig.  (64),  and  as  negative  when  the  bending 
is  as  shown  in  Fig.  (55),  irrespective  of  the  sign  of  the  couple  ob- 
tained by  the  application  of  the  condition  of  equilibrium  to  the 
portion  of  the  beam  between  the  cross  section  AB  and  either  end. 

Since  in  the  case  shown  (Fig.  53)  the  bending  moment  will  be  the 
same,  whatever  the  position  of  the  cross  section  AB,  the  beam  is 
said  to  be  subjected  to  uniform  bending,  and  the  state  of  stress  on 
every  cross  section  must,  evidently,  be  the  same. 

It  is  hardly  necessary  to  state  that  the  application  of  the  condi- 
tions of  equilibrium  shows  that  the  stress  on  the  section  AB  has  no 
shearing  component  and  hence  the  moment  of  resistance  is  the 
resultant  of  a  normal  stress,  the  distribution  of  which  is  deter- 
mined by  the  theory  of  uniform  bending. 
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66.  Theory  of  Uiiif  onn  or  Simple  Bending.  —  In  the  ordinary 
theory  for  determining  the  distribution  of  the  stress  on  a  cross 
section  of  a  beam  bent  by  terminal  couples  (Fig.  53)  it  is  necessary 
to  make  the  following  assumptions,  based  upon  the  fact  that  the 
material  is  not  absolutely  rigid,  but  bends  sUghtly  under  the  action 
of  the  external  forces. 

(1)  That  plane  cross  sections  remain  plane  and  normal  to  the 
longitudinal  fibers  after  bending.  This  is  known  as  BemouiUi's 
assumption. 

(2)  That  the  material  obeys  Hooke's  law;  that  is,  the  stress 
intensity  is  proportional  to  the  strain  throughout  the  beam. 

(3)  That  every  longitudinal  fiber  is  free  to  extend,  or  contract, 
under  stress  as  if  separate  from  the  other  fibers  and  the  ratio  of 
stress  intensity  to  strain  is  the  same  in  every  fiber;  that  is,  Et  = 
Ec  =  E. 

The  beam  shown  (Fig.  53)  will  bend  slightly  under  the  action  of 
the  terminal  couples  M  into  a  curve,  as  illustrated  in  Fig.  (56).    It 
will  follow  from  the  first 
assumption   that  any  two  i 

parallel  cross  sections  AB  ' 

and  GH,  originally  at  a 
small  distance  I  apart,  will 
be  inclined  to  each  other 
and,  if  produced,  will  inter- 
sect along  a  line  perpen- 
dicular to  the  plane  of  load- 
ing whose  trace,  in  the  plane 
of  loading,  is  the  point  K, 
Since  the  bending  moments 
at  all  cross  sections  are 
equal,  the  distortion  of  the 
portion  between  the  cross 

sections  AB  and  GH  will  be  the  same,  in  whatever  part  of  the 
beam  the  sections  are  taken,  and  hence  all  such  pairs  of  sections 
will  intersect  along  the  line  perpendicular  to  the  plane  of  loading 
and  passing  through  the  point  K.  Therefore,  all  the  longitudinal 
fibers  of  the  beam  will  become  circular  in  form,  with  the  center  of 
curvature  at  K. 

The  fibers  near  the  top  of  the  beam  will  be  compressed  and  those 
near  the  bottom  elongated,  and  somewhere  between  there  will  be 
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a  layer  of  fibers  which  are  neither  compressed  nor  elongated. 
This  layer  is  called  the  neuiral  layer  and  its  trace  on  the  plane  of 
loading  is  represented  by  the  line  RS  .(Fig.  56)  called  the  neutral 
line.  Owing  to  the  symmetry  of  the  cross  section  and  the  loading; 
the  neutral  layer  evidently  has  the  form  of  a  circular  cylinder  with 
the  axis  passing  through  K. 

An  inspection  of  Fig.  (56)  will  show  that  the  elongations,  or  com- 
pressions, of  the  fibers  between  the  sections  AB  and  GH  are  pro- 
portional to  their  distances  from  the  neutral  fibers  NT  and  hence 
the  longitudinal  strains  (tensile,  or  compressive)  in  the  fibers  at  the 
intersection  of  any  cross  section  are  proportional  to  their  distances 
from  the  neutral  layer. 

Therefore,  it  will  follow  from  the  second  and  third  assumptions 
that  the  normal  stress  on  any  cross  section  is  uniformly  varying,  vriih 
the  neutral  axis  at  the  line  of  intersection  of  the  cross  section  and  the 
neutral  layer  of  the  beam. 

The  moment  of  resistance  being  a  couple  (Art.  65)  the  neutral 
axis  of  the  normal  stress  on  any  cross  section  must  pass  through  the 
center  of  gravity  of  the  section  (Art.  60)  and  hence  the  neutral  layer 
will  contain  the  central  axis  XX  (Fig.  53). 

The  moment  of  resistance  will  be  equal  to 

il/ =  a/ (Art.  60), (1) 

where  M  is  equal  in  magnitude  to  the  bending  moment,  a  =  the 
stress  intensity  at  a  distance  unity  from  the  neutral  axis  and  /  = 
the  moment  of  inertia  of  the  cross  section  about  the  neutral  axis. 
If  we  let  /  =  the  intensity  of  the  normal  stress  at  a  point  in  the 
cross  section  at  a  distance  y  from  the  neutral  axis, 


a.i 


(2) 

y 


and  therefore  the  expression 


/  =  ^^ (3) 


will  give  the  normal  intensity  of  stress  at  any  point  in  a  cross 
section  of  the  beam.  Since  the  value  of/  varies  as  the  value  of  y, 
the  greatest  intensity  of  the  normal  stress  will  occur  at  the  point, 
or  points,  in  the  cross  section  farthest  from  the  neutral  axis.    If 
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we  let  c  =  the  greatest  value  of  y,  the  greatest  intensiiy  of  the 
normal  stress  will  be  represented  by  the  expression 

f.-f (4) 

The  stress  intensity  /  is  frequently  called  the  fiber  stress  and  its 
value,  as  given  by  equation  (4),  the  outside  fiber  stress  in  the  beam. 

f^phasis  should  be  laid  on  the  fact  that  M  in  the  foregoing 
formulas  denotes  the  moment  of  resistance,  which  is  equal  in 
magnitude  and  of  opposite  sign  to  the  bending  moment  at  any 
given  section  and  hence,  if  we  follow  the  system  of  signs  previously 
adopted,  calling  y  positive  when  measured  upwards,  the  sign  off 
will  be  positive  when  the  normal  intensity  of  stress  is  tension  and 
negative  when  the  normal  intensity  is  compression. 

This  fact  will  be  important  in  the  development  of  the  theory  of 
flexure  (Art.  95)  but,  in  ordinary  computations  for  fiber  stresses 
it  will  be  unnecessary  to  take  the  signs  of  the  different  quantities 
into  account. 

If  the  resultant  of  the  tensile  stress  on  the  section  is  designated 

by  the  S3niibol  22 «,  and  the  resultant  of  the  compressive  stress  by 

Re  (Art.  60), 

Rt  =  Rc (5) 

and,  since  the  cross  section  is  symmetrical  with  respect  to  OF 
the  couple  formed  by  Rt  and  Re  is  in  the  plane  of  loading. 

Attention  may  again  be  called  to  Saint-Venant's  principle 
(Art.  53)  according  to  which  the  above  formulas  will  not  give 
correct  values  for  the  stress  intensities  at  sections  very  near  to  the 
ends  of  the  beam,  unless  the  terminal  couples  are  the  resultants  of 
stresses  distributed  over  the  ends  in  the  same  manner  as  the  stress 
on  the  middle  sections  of  the  beam. 

67.  Ordinary  Bending.  —  The  bar  bent  by  terminal  couples 
has  been  discussed  in  the  preceding  articles  as  representative  of  the 
simplest  type  of  bending.  Most  commonly,  bending  is  produced 
by  forces  acting  at  right  angles  to  the  central  axis  of  the  beam. 
Hence  we  shall  speak  of  flexure  produced  by  force  systems  acting 
in  this  manner  as  ordinary  bending j  in  distinction  from  the  less 
common  case  of  simple,  or  uniform,  bending. 

A  case  of  this  kind  is  represented  in  Fig.  (57),  in  which  we  have  a 
simple  beam  subjected  to  the  loads  TFi,  TTj,  Wz  and  supported  at 
the  ends  by  the  reactions  Ri  and  R2.    The  vectors  TTi,  /2i,  etc.,  are 
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to  be  taken  to  represent  the  resultants  of  forces  distributed  over 
small  portions  of  the  surface  of  the  beam,  which  can  be  treated 
as  concentrated  forces,  acting  in  the  plane  of  loading,  without 
introducing  any  appreciable  error  inthe  results  of  the  theory. 


secxioHA^ 


Fig.  57. 


As  in  the  case  of  simple  bending,  the  axes  of  reference  are  sa 
chosen  that  OX  coincides  with  the  central  axis  through  the  centers 
of  gravity  of  the  cross  sections,  OF  is  the  axis  of  symmetry  of  any 
cross  section  AB  and  OZ  is  perpendicular  to  the  plane  of  loading. 

The  stress  on  the  cross  section  AB  must  be  in  equilibrium  with 
the  forces  acting  on  the  portion  of  the  beam  to  the  left  of  the 
section,  but  in  this  case  it  will  be  found  that  the  resultant  of  the 
stress  on  A  B  is  not  ordinarily  a  couple,  simply,  but  is  made  up  of 
both  normal  and  shearing  components. 

Irrespectively  of  the  manner  of  distribution  of  the  stress  on  the 
section,  the  stress  on  each  element  dAy  of  the  cross  section  AB,  can 
be  resolved  into  a  normal  component  fdA  and  a  shearing  component 
8r  dAy  where  /  and  Sr  are  the  intensities  of  the  normal  and  shearing 
components. 

If  the  shearing  component  Sr  dA  is  not  vertical,  it  can  be  resolved 
into  a  vertical  component  s  dA  and  a  horizontal  component  Si  dA, 
where  s  and  Si  represent  the  vertical  and  horizontal  components, 
respectively,  of  the  resultant  shearing  stress  intensity  Sr.  Under 
the  limitations  imposed  (Art.  63),  either  5i  =  0  for  all  points  in  any 

cross  section  or  the  resultant  horizontal  shearing  stress  I  8\  dA  =  0, 

depending  on  the  shape  of  the  cross  section.    As  ordinarily  the 
intensity  8i  is  small  compared  with  the  other  components  it  is 
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neglected  and  the  vertical  component  s  only  is  taken  into  con- 
sideration. 

If  we  apply  the  conditions  of  equilibrium,  Sff  =  0,  2F  =  0 
and  £3f  =  0,  to  the  forces  acting  on  the  part  of  the  beam  to  the 
left  of  AB^  the  first  condition  will  give 

XH^ffdA^O (1) 

Therefore,  the  resultant  of  the  normal  stresses  on  the  elements 
of  the  cross  section  AB  is  a  couple. 
The  second  condition  of  equilibrium  will  give 

2jF  =  i2i-Tri-TF2-    TsdA  =0.     ...     (2) 

Solving  equation  (2)  we  obtain  the  value  of  the  resultant  of  the 
vertical  shearing  stress  on  the  cross  section  AB, 


I 


sdA^Ri-Wi-Wi (3) 


The  quantity  I  sdAia  called  the  shearing  stress,  or  the  resistance 

to  shear  at  the  section  AB. 

The  third  condition  of  equilibrium,  taking  the  axis  of  moments 
at  0  and  the  location  of  the  loads  as  indicated  (Fig.  57),  will  give 

X  M  =  Rix  -  Wi  (x  -  a,)  -  W2  (x  -  os)  -  ffydA  «  0.     (4) 

Solving  equation  (4)  we  obtain  the  value  of  the  resultant  couple, 
formed  by  normal  components  of  the  stress  on  the  elements  of  AB, 

ffydA==RiX-Wi{x-ai)-W2{x-ai).     .     .     (5) 

The  quantity    j  fydA  is  called  the  moment  of  resistance  at  the 

section  AB,  as  in  the  case  of  simple  bending  (Art.  65). 

If  we  resolve  the  forces  acting  on  the  part  of  the  beam  to  the  left 

of  AB  (Fig.  57)  into  equal  and  parallel  forces  acting  along  the  axis 

OY  and  couples  (Art.  48,  Vol.  I),  the  resultant  of  the  force  system 

will  ordinarily  be  found  to  comprise  a  single  force,  acting  along 

OY,  equal  to 

/2i-Tri-TF2  =  SF, (6) 

and  a  couple  equal  to 

Rix  -  Tf  1  (x  -  ai)  -  TF2  (a;  -  oa)  «  2F  (x  -  a),  •    .     (7) 
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where  SF  may  be  taken  to  represent  the  algebraic  sum  of  a  system 
of  any  number  of  vertical  forces  acting  to  the  left  of  AB  and 
HF  {z  —  a)  may  be  taken  to  represent  the  algebraic  sum  of  their 
moments  about  the  neutral  axis  of  AB. 

68.  Shearing  Force,  Bending  Moment  and  Moment  of  Re- 
sistance.— The  component  force  HF  (Art.  67),  acting  along  the  axis 
OYj  is  called  the  shearing  force  at  the  section  AB  and  the  component 
couple  2f  (x  —  a)  is  called  the  bending  momerd  at  AB,  Denoting 
the  former  quantity  by  S,  we  shall  have 

S  =  S/^ (1) 

and  denoting  the  latter  quantity  by  M,  we  shall  have 

ilf  =  2f  (x  -  a) (2) 

Hence,  in  the  case  of  a  beam  subjected  to  ordinary  bending,  the 
shearing  force  at  any  cross  section  vnll  he  equal  to  the  algebraic  sum  of 
the  vertical  forces  acting  on  (he  portion  of  the  beam  to  the  left  of  the 
section;  and  (he  bending  moment  at  any  cross  section  vnll  be  equal  to 
(he  algebraic  sum  of  (he  moments^  about  the  neutral  axis  of  the  section, 
of  the  forces  acting  on  the  portion  of  the  beam  to  the  left  of  the  section. 

It  is  evident  that  the  shearing  force  at  any  cross  section  will  be 
balanced  by  the  shearing  stress  on  the  section  and  that  the  bending 
moment  will  be  balanced  by  the  moment  of  resistance,  or  the  couple 
formed  by  the  normal  stress  on  the  section. 

The  magnitude  of  the  bending  moment  and  also  of  the  shearing 
force  at  any  section  AB  might  obviously  be  obtained  by  applying 
the  conditions  of  equilibrium  to  the  portion  of  the  beam  between 
the  section  and  the  right  hand  end;  but  the  sign  of  each  quantity 
would  be  opposite  to  that  obtained  by  the  application  of  the  con- 
ditions of  equilibrium  to  the  forces  acting  on  the  part  to  the  left 
of  the  section  if  the  usual  system  of  signs  for  couples  and  forces 
were  followed. 

Hence,  in  the  horizontal  beam,  the  sign  of  the  bending  moment  is 

S^.  s—      determined  by  the  manner  of  bending, 

as  in  the  case  of  simple  bending  (Art. 

65),  and  the  sign  of  the  shearing  force 

is  determined  by  the  manner  in  which 

"(b)  the  tendency  to  shear  is  exerted,  the 

^^*  ^'  shearing  force    at    any  action   being 

called  positive  when  the  tendency  is  as  shown  in  Fig.  (58a)  and 

negative  when  the  tendency  is  as  shown  in  Fig.  (58b). 
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It  is  evident  from  the  preceding  discussion  that  in  the  case  of 
ordinary  bending  the  stress  on  any  cross  section  will  be  comprised 
of  a  shearing  component  in  addition  to  a  couple  formed  by  the 
normal  stress,  whereas  in  the  case  of  simple  bending  the  couple 
formed  by  the  normal  stress  is  the  only  stress  component. 

69rf  Theory  of  Ordinary  Bending.  —  In  the  theory  for  deter- 
mining the  distribution  of  the  normal  stress  on  a  cross  section  of 
a  beam  subjected  to  ordinary  bending  it  is  customary  to  make  the 
same  assumptions  as  are  made  in  the  case  of  simple  bending 
(Art.  66).  A  more  exact  and  complex  analysis  of  the  relations 
between  stresses  and  strains  in  beams,  bent  by  transverse  loads, 
will  shjow  that  all  these  assumptions  are  not  exactly  correct  but 
that  the  results  obtained  by  the  ordinary  theory  in  all  cases 
coming  within  the  limitations  imposed  (Art.  63)  are  in  very  close 
agreement  with  those  obtained  by  the  more  exact  theory  and  also 
with  those  obtained  from  bending  experiments. 

It  is  evident  that  these  assumptions  will  affect  only  the  longi- 
tudinal strains  in  the  fibers  and  the  normal  components  of  the 
stress  at  any  section,  being  entirely  independent  of  the  strains  and 
stresses  due  to  shear.  Hence  the  normal  stress  on  any  cross 
section  will  be  distributed  in  the  same  manner  as  in  the  case  of 
simple  bending. 

Therefore,  if  we  fdlow  the  notation  adopted  in  that  case  (Art. 
66),  the  intensity  of  the  normal  or  fiber  stress  at  any  point  in  a 
cross  section  at  a  distance  y  from  the  neutral  axis,  through  its 
center  of  gravity,  will  be  equal  to 

/=^ (1) 

and  the  outside  fiber  stress  at  any  section  will  be  equal  to 

f  =  f   ' (2) 

The  observation  in  regard  to  the  sign  of  /  made  in  the  case  of 
simple  bending  will  apply  in  this  case  and  also  that  in  regard  to 
the  relative  position  of  the  couple,  formed  by  the  normal  stress,  and 
the  plane  of  loading. 

It  will  be  convenient  to  delay  the  discussion  of  the  theory  for 
determining  the  intensity  of  the  shearing  stress  at  any  section  of 
a  beam  until  later  (Art.  86),  with  the  conmient  here  that  in  beams 
of  the  simpler  types  the  greatest  intensity  of  the  shearing  com- 


114  APPLIED  MECHANICS 

ponent  of  the  stress  on  any  section  is  so  small  that  it  is  unnecessary 
to  take  it  into  account  in  making  computations  for  strength  or 
stability. 

Attention  may  again  be  called  to  the  application  of  Saint-Venant's 
principle  in  the  case  of  ordinary  bending.  Moreover,  in  some,  cases, 
it  will  be  found  necessary  in  making  computations  for  strength  to 
take  into  consideration  the  so-called  '^ocal  stresses"  due  to  the 
concentration  of  loads,  or  supporting  forces,  over  small  portions  of 
the  surface  of  the  beam  in  addition  to  the  stresses  due  to  bending. 

70.  Ordinary  Bending  under  Distributed  Loads.  —  In  the 
discussion  of  ordinary  bending  thus  far  we  have,  for  the  sake  of 
simplicity,  considered  the  forces  acting  on  the  beam  as  concen- 
trated at  single  points,  although  it  has  been  evident  that  the  forces 
were  actually  distributed  over  small  portions  of  the  surface. 

In  many  cases,  however,  the  loads  are  distributed  over  a  con- 
siderable portion  of,  or  over  the  entire  length  of,  the  beam.  When 
the  weight  of  the  beam  itself  is  to  be  taken  into  account,  it  evi- 
dently must  be  treated  as  a  distributed  load. 

Ordinarily  in  such  cases  the  supporting  forces  can  be  considered 
as  concentrated,  but  cases  sometimes  arise  in  which  the  supporting 
forces,  as  well  as  the  loads,  must  be  considered  as  distributed. 

The  stress  on  any  cross  section  of  such  a  beam  might  be  deter- 
mined to  a  very  close  degree  of  accuracy  by  dividing  the  loads  and 
reaction  on  the  part  of  the  beam  on  one  side  of  the  section  into  a 
number  of  equivalent  concentrated  forces,  as  indicated  in  Fig.  (59), 
where  the  load  is  represented  as  equivalent  to  a  force  distributed 
along  the  central  axis  of  the  beam  varying  in  intensity,  as  in- 
dicated by  the  ordinates  to  the  line  abc,  and  the  supporting  forces 
as  equivalent  to  forces  distributed  in  a  similar  manner,  with  in- 
tensities varying  as  the  ordinates  to  the  lines  ef  and  gh. 

The  load  on  the  portion  of  the  beam  to  the  left  of  any  section 
AB  may  be  divided  into  any  number  of  parts,  the  resultants  of 
which  are  represented  by  the  vectors  TTi,  1^2,  Wz,  etc.,  and,  when 
necessary,  the  supporting  force  may  be  divided*  into  similar  parts, 
represented  by  the  vectors  /2i,  etc.  The  stress  on  the  cross  section 
ABj  due  to  the  equivalent  system  of  concentrated  forces,  can  evi- 
dently be  obtained  by  the  method  already  given  and  the  accuracy 
of  the  result  will  depend  on  the  number  of  divisions  made  m  the 
distributed  load. 

In  many  cases  it  will  be  convenient  to  obtain  the  exact  values 
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of  the  shearii^  force  and  bending  moment,  at  a  cross  section  of  a 

beam  subjected  to  distributed  loads,  by  subdividing  the  loads  and 

reactions    into     elementary 

forces,  acting  on  very  small  "^       ' 

portions  of  the  beam,  and 

summing  up  by  the  methods 

of  integration. 

If  we  let  w  equal  the  re- 
sultant intensity  of  the  ex- 
ternal force  acting  at  any 
point  at  a  distance  x  from 
the  end  of  the  beam  (Fig. 
69);  that  is,  w  equals  the  re-  ""■  ™' 

sultant  intensity  of  the  load  and  supporting  force,  over  the  sup- 
port, and  of  the  load  only  between  the  supports,  the  value  of  the 
shearing  force  at  a  croea  section,  at  any  distance  Xi  from  the  end 
of  the  beam,  will  be  represented  by  the  expression 


-x:; 


wdx, (1) 


and  the  value  of  the  bending  moment  at  the  section  by  the  ex- 
pression 

M=  J""  J"\dx'dx (2) 

In  order  to  follow  the  system  of  signs  already  adopted  in  design 
nating  shearing  forces  and  bending  moments  (Art.  68),  it  is  evident 
that  w  must  be  taken  positive  when  representing  the  intensity  of  an 
upward  force  and  negative  for  the  intensity  of  a  downward  force 
acting  on  the  part  of  the  beam  to  the  left  of  any  cross  section. 

In  cases  in  which  the  value  of  w  is  constant  for  diEFerent 
portions  of  the  length  of  the  beam,  and  also  in  cases  in  which  the 
supporting  forces  can  be  considered  as  concentrated  and  the  value 
of  w  as  constant  for  different  portions,  or  for  the  entire  length,  of 
the  beam,  the  solution  of  equations  (1)  and  (2)  can  be  easily  made. 

Since  a  so-called  concentrated  load,  or  supporting  force  is  always 
6.  force  distributed  over  a  small  portion  of  the  length  of  the  beam, 
the  foregoing  analysis  will  evidently  apply  to  a  beam  which  is 
subjected  to  any  system  of  distributed  and  concentrated  loads  and 
equations  (1)  and  (2)  may  be  considered  as  the  general  equations 
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for  shearing  force  and  bending  moment,  of  which  equations  (1) 
and  (2)  (Art.  68)  are  special,  slightly  approximate,  forms. 

71.  Relation  of  Bending  MomentSi   Shearing  Forces  and 
Loads.  —  If  we  differentiate  equation  (2)  (Art.  70)  we  obtain 

f -/"^-«. (« 

and  a  second  differentiation  will  give 

d^M     dS  ,_. 

and  conversely,  integration  gives,  as  already  shown  (Art.  70), 

S=  fwdx (3) 


and 

M 


=  fsdx=-  J  Cwdxdx (4) 


The  foregoing  relations  between  loads  and  shearing  forces  and 
between  shearing  forces  and  bending  moments  are  of  great  im- 
portance in  computations  for  the  strength  and  stability  of  beams. 

Since  w  is  a  function  of  z  only,  it  is  evident  that  where  w  =  0  the 
value  of  S  wHl  he  either  a  maximum  or  a  minimum,  and  that  where 
S  =  0  the  value  of  M  wiU  be  either  a  rrujLximum  or  a  minimum. 

72.  Graphical  Representation  of  Loads,  Shearing  Forces  and 
Bending  Moments.  —  A  graphical  representation  of  the  values 
of  w,  S  and  M  for  a  typical  case  may  add  to  the  clearness  of  the 
statement  in  the  preceding  article.  Let  the  diagram  (Fig.  60a) 
represent,  in  the  conventional  manner,  the  loads  and  supporting 
forces  acting  on  a  simple  beam,  each  load  and  each  supporting 
force  being  uniformly  distributed. 

The  load  intensity  diagram  (Fig.  60b)  will  be  constructed  by 
plotting  ordinates  w,  equal  to  the  diflference  in  the  intensities  of  the 
load  and  supporting  forces  at  the  ends  of  the  beam  and  equal  to  the 
resultant  intensity  of  the  loads  in  the  portion  between  the  supports. 

If  we  divide  the  load  diagram  into  small  sections,  of  length 
Ax,  and  plot  the  ordinates  obtained  by  adding  together  the  suc- 
cessive increments  of  load  wAx  and  draw  a  line  through  the  ends 
of  the  ordinates  we  shall  obtain  the  shearing  force  diagram  (Fig. 
60c).  In  plotting  this  diagram  it  should  be  noted  that  an  upward 
force  acting  on  the  part  of  the  beam  to  the  left  of  the  section  will 
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tend  to  produce  a  positive  shear,  and  a  downward  force  a  negative 
*  shear  at  the  section,  while  the  reverse  is  true  for  the  forces  acting 
on  the  part  to  the  right  of  the  section. 
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Fig.  60. 


It  is  evident  that  the  ordinates  of  the  diagram  might  also  be 
obtained  by  plotting  values  of  the  integral . 


S 


t/z-O 


wdx 


(1) 


for  successive  values  of  Xi.  The  maximum  and  minimum  values 
of  Sf  that  is,  the  greatest  positive  and  negative  values,  will  occur 
at  the  cross  sections  of  the  beam  at  which  w  changes  sign.  If  the 
change  in  the  intensity  Wy  from  negative  to  positive  values  and 
vice  versa,  were  gradual  instead  of  abrupt,  the  maximum  and 
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minimum  values  of  S  would  evidently  occur  at  the  sections  where 
w  =  0. 

The  bending  moment  diagram  (Fig.  60d)  may  be  obtained  by 
dividing  the  shearing  force  diagram  into  small  sections,  of  length 
Ax,  and  plotting  the  ordinates  obtained  by  adding  together  the 
successive  increments  S^x  and  drawing  a  line  through  the  ends 
of  the  ordinates. 

The  ordinates  of  the  diagram  might  also  be  obtained  by  plotting 

the  values  of  the  integral 

Jr»i-xi 
'       Sdx (2) 

for  successive  values  of  xi. 

Still  another  method,  based  on  the  definition  of  the  bending 
moment  and  indicated  by  the  form  of  the  integral 


M 


I       wdxdx, (3) 

X— 0     «/x-0 

will  be  to  determine  the  ordinates  of  the  bending  moment  diagram 
directly  from  the  load  diagram  by  adding  the  moments  of  the 
forces,  acting  on  the  part  of  the  beam  either  to  the  right  or  the  left 
of  each  section,  about  an  axis  in  the  section.  In  this  case  an  up- 
ward force  acting  on  either  side  of  a  cross  section  will  evidently 
tend  to  cause  a  positive  bending  moment  and  a  downward  force  a 
negative  bending  moment  at  the  section. 

The  maximum  and  minimum  valv£9  of  the  bending  moment  wHl 
evidently  occur  at  the  sections  where  S  =  0,  or  where  the  value  of  S 
changes  sign. 

Ordinarily,  in  cases  like  the  one  just  described,  a  sufficiently 
accurate  solution  can  be  made  by  considering  the  reactions  and 
the  load  distributed  over  the  small  portion  of  beam  as  concen- 
trated forces  Riy  Rt  and  TTi,  acting  at  the  same  points  as  the 
resultants  of  the  supporting  forces  and  the  load. 

The  load  diagram  would  then  be  modified  to  the  form  shown 
(Fig.  60e).  Following  the  same  methods  of  procedure  as  before, 
the  shearing  force  diagram  would  take  the  form  (Fig.  60f)  and  the 
bending  moment  diagram  the  form  (Fig.  60g). 

The  equation  representing  the  value  of  S  at  any  cross  section 
at  a  distance  xi,  from  the  left  end  of  the  beam  (Fig.  6Qf)  would  be 
written  in  the  form 

wdx, (4) 

z«0 


s 
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for  all  sections  to  the  left  of  the  load  TTi,  and  in  the  form 

S^Ui-Tfi-   I'wdx, (5) 

for  all  sections  to  the  right  of  Wi. 

The  equations  representing  the  values  of  the  bending  moments 
at  the  same  sections  would  be  written  in  the  form 


M 


I       w  dxdx,     .    .    .    .    (6) 

for  sections  to  the  left  of  the  load  Wi,  and  in  the  form 

M  =  Rix  —  TFi  (x  —  ai)  —   /         /       wdxdx,     .    (7) 

«/s«0     t/x-0 

for  sections  to  the  right  of  Wi. 

It  is  important  to  note  that  in  writing  equations  (4)  to  (7)  in- 
clusive we  have  followed  the  method,  adopted  in  the  case  of  con- 
centrated loads  (Art.  67),  of  indicating  the  manner  of  the  shear 
and  the  bending,  which  the  reaction  and  the  loads  tend  to  produce, 
by  the  signs  of  the  terms  in  the  algebraic  equations  and  hence 
positive  values  would  be  substituted  for  both  upward  and  down- 
ward forces  in  making  the  solutions  of  these  equations. 

73.  Relations  of  Shearing  Forces  and  Bending  Moments  at 
Two  Different  Cross  Sections.  —  Let  AB  and  C^  represent  any 
two  cross  sections  of  a  beam  subjected  to  ordinary  bending  by  the 
action  of  a  system  of  both  distributed  and  concentrated  loads,  as 
indicated  (Fig.  61a). 
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The  forces  acting  on  the  portion  of  the  beam  between  AB  and 
CD  are  in  equilibrium  and  for  the  sake  of  clearness  may  be  repre- 
sented in  the  conventional' manner,  as  in  Fig.  61b,  where  the  couple 
Af  1  represents  the  resultant  of  the  normal  stress  and  Si  the  result- 
ant of  the  shearing  stress  acting  on  the  left  side  of  the  section  AB, 
and  the  couple  M^  represents  the  resultant  of  the  normal  stress 
and  St  the  resultant  of  the  shearing  stress  acting  on  the  right 
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side  of  CD.  We  will  let  w  equal  the  intensity  of  any  distributed 
load  between  the  sections. 

The  couples  Af  i  and  Mi  will  evidently  be  equal  in  magnitude  to 
the  bending  moments  at  the  two  sections,  which  will  both  be 
positive  if  the  resultants  of  the  normal  stresses  on  the  two  sections 
tend  to  rotate  in  the  directions  indicated.  The  resultant  shearing 
stresses  Si  and  S2  will  be  equal  in  magnitude  to  the  shearing  forces 
at  the  two  sections,  which  will  both  be  positive  if  the  shearing 
stresses  act  in  the  directions  indicated. 

Applying  the  condition  of  equilibrium  SF^  0  to  the  forces  act- 
ing (Fig.  61b),  we  have 

Xv^Si-Wz-WA-Jwdx-Si^-O.      .    .    (1) 

Solving  for  St  we  obtain 

Si=Si-Wt-WA-fwdx=Si-XW-fwdx,    .    (2) 

where  STT  =  TF3  +  TT*  +  etc.; 

that  is,  the  shearing  force  at  CD  is  equal  to  the  shearing  force  at 
AB  minus  the  vector  sum  of  the  loads  between  the  sections. 

Applying  the  condition  of  equilibrium  SAf  =  0,  taking  the  axis 
in  the  section  CD^  we  have 

^M  =  Ml  +  SiX  -  WiXz  -  WaA  -fjwdxdx  -  M,  =  0.       (3) 

Solving  for  ilf 2  we  obtain 

Ma  =  Ml  +  SiX  —  WiPCi  —  W4X4  —  /   I  wdxdx 

^Mi  +  SiX-^^Wx-  fjwdxdx,  ....     (4) 

where  JlWx  =  TFjiTs  +  TF4X4  +  etc. ; 

that  is,  the  bending  moment  at  CD  is  equal  to  the  bending  moment 
at  ABj  plus  the  moment  of  the  shearing  force  at  AB  about  an  axis 
in  CD,  minus  the  algebraic  sum  of  the  moments  of  the  loads  be- 
'  tween  the  sections  about  an  axis  in  CD. 

Solving  for  Si  we  obtain  an  expression  for  the  shear  at  any  section 
AB,  in  terms  of  the  bending  moments  at  two  sections  and  the  loads 
between  the  sections, 

^  J»f,-Mx,^^^  +  //"'^'^       .    .    (5) 

X  X 
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If  there  were  no  external  forces  acting  on  the  portion  of  the 
beam  between  the  sections,  equations  (2),  (4)  and  (5)  would  re- 
duce to 

52  =  Si, (6) 

M2  =  Mi  +  Six (7) 

^^^ilf^_-M., ^g^ 

X 

The  preceding  equations  afford  in  many  cases  a  convenient 
method  of  determining  the  variation  in  the  shearing  force  and 
bending  moment  from  section  to  section  of  a  beam. 

74.  Problems.  —  Shearing  Force  and  Bending  Moment.  — 
The  general  formulas  for  shearing  force  and  bending  moment  are 
most  easily  obtained,  in  any  case,  by  applying  the  rules  given  in 
Art.  (68).  The  magnitude  of  the  shearing  force  or  the  bending 
moment  at  any  section  of  a  beam  subjected  to  a  given  sjrstem 
of  loads  can  usually  be  most  readily  obtained  in  the  same  manner. 
The  convention  of  signs  for  positive  and  negative  values  (Art.  68) 
should  be  observed  in  any  case. 

There  are  certain  types  of  loading,  however,  of  which  the  follow- 
ing problems,  (1-9)  inclusive,  are  given  as  examples,  for  which  the 
algebraic  expressions  for  the  values  of  the  greatest  shearing  force 
and  bending  moment  will  be  convenient  for  reference.  The  dia- 
grams showing  the  location  of  the  loads  and  supporting  forces 
and  the  variation  in  the  magnitudes  of  the  shearing  forces  and 
the  bending  moments  are  given.  The  loads  W,  acting  over  small 
portions  of  the  surface,  and  the  reactions  are  considered  as 
concentrated  forces  and  all  distributed  loads  are  of  uniform 
intensity  w.  The  shearing  force  diagrams  are  represented  by 
dotted  lines  and  the  bending  moment  diagrams  by  full  lines  in 
each  case. 

Maximum  values  of  shearing  forces  and  bending  moments  are 
denoted  by  the  s3rmbols  So  and  Afo,  respectively. 

The  formulas  for  shearing  forces  and  bending  moments  in  the 
cantilever  beams  (Fig.  62)  and  (Fig.  63)  are  determined  by  dealing 
with  the  forces  acting  on  the  portion  of  the  beams  between  the 
section  and  the  free  end.  The  formulas  for  each  of  the  remaining 
cases  (Figs.  64-70)  are  obtained  by  dealing  with  the  forces  acting 
on  the  portion  to  the  left  of  the  section. 


122 


APPLIED  MECHANICS 


Problem  z. 
Cantilever  beam  with  a  concentrated  load  W  at  the  free  end  (Fig.  62). 
^ , iw         For  valueB  <rf  z  from  0  to  Z, 


I 


Fig.  62. 


8  ^W,     Af  «  -  IF  (f  -  a?). 

When  X  »  0  to  I, 

&  =  IF.      . 

When  X  =  0, 


Problem  2. 

Cantilever  beam  with  a  total  load  W  uniformly  distributed  over  the  entire 
length  (Fig.  63). 

Let  to  ~  the  intensity  of  the  distributed 
load. 
For  values  of  x  from  0  to  Z, 


/• 

t- 

^ 


i 


♦        110 I 


Fig.  63. 


S^wit-x), 

When  a;  =  0, 
5o  «  toZ  =  IF, 


M 


-^{I'xY. 


tD^ 


Wl 


Af  0  =  -  ^  =  -  ^ 


Problems. 

Simple  beam  with  a  concentrated  load  W  at  the  middle  of  the  span  (Fig. 
64). 


When  a;  =  o, 


Fig.  64. 


I 


A  =  iBi  =  -^• 


I 


For  values  of  x  from  0  to-, 


S 


w 

2' 


Whenx  =0to2, 
^  =  "2' 


Afo" 


Wl 


Owing  to  the  symmetry  of  the  loading  the  magnitudes  of  S  and  M,  for 
sections  between  the  load  and  the  right  hand  end,  can  evidently  be  obtained 
from  the  above  equations  by  letting  x  equal  the  distance  from  the  right  hand 
support  to  the  section. 
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Simple  beam  with  a  total  load  W  unifonnly  distributed  oirer  the  entire 
length  (Fig.  65). 

Let  tp  «■  the  intensity  of  the  distributed 
load. 

For  values  of  z  from  0  to  2, 


'-4P— >! 


Fig.  65. 


When  a;  »  0, 


When  «  =  5» 


^{2-*)' 


^"2  "T 


j^,      wP      Wl 


Problem  6. 

Simple  beam  with  a  single  oonoentrated  load  TT  not  at  the  middle  of  the  span 
(Fig.  66). 


FiQ.  66. 
When  X  B  a. 


Ri  «"  -T- ,        i2s 


TTa 


For  values  of  x  from  0  to  a, 


When  X  B  0  to  a, 


Affl 


TTob 


The  above  value  of  So  will  be  the  greatest  shearing  force  in  the  beam  when 
b  >  a.  When  a  >  b  the  greatest  shearing  force  will  occiur  at  sections  between 
the  load  and  the  right  hand  support  and  will  be  equal  to 


5o=  - 


Wa 

I 


The  value  of  the  bending  moment  at  any  section  between  the  load  and  the 
right  hand  support  may  evidently  be  obtained  by  taking  x  as  the  distance  of 
the  section  from  the  support  Rt  and  substituting  a  for  6  in  the  above  equation 
forAf. 
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Problem  6. 

Simple  beam  subjected  to  a  total  load  W  oonoentrated  at  two  points  at  equal 
distances  from  the  supports  (Fig.  67). 


FiQ.  67. 
For  values  of  x  from  (a  +  &)  to  {, 

^  —  y» 


When  X  =  Otoa, 


&-f 


«.=?• 


For  values  of  x  from  0  to  a, 


5  ~  yj 


For  values  of  x  from  o  to  (a  +  b), 

Wa 


5-0, 


W 


M^ 


2 


Also,  when  a:  «=  (a  +  6)  to  i, 

5o=  -^ 


When  X  =  a  to  (a  4-  W» 


TTa 


The  portion  of  the  beam  between  the  loads  is  evidently  subjected  to  uniform 
bending. 


Problem  7. 

Simple  beam  subjected  to  a  total  load  W,  uniformly  distributed  over  a  part 
of  its  length,  the  load  being  symmetrically  placed  with  respect  to  the  middle 
point  in  the  span  (Fig.  68). 

Let  w  =  the  intensity  of  the  distributed 
load. 


J,       wb      W 


^       uh      W 


For  values  of  x  from  0  to  a, 


ST  ^ 

M^^x. 


For  values  of  x  from  a  to  (a  +  b), 
5  =  li.  -  u?  (a:  -  a)  =  u;  f  a  -f  2  -  *)» 
M  =-^x  -  ^(x-ay^^[bx-{x-  a)«l. 
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For  values  of  x  from  (a  +  6)  to  I, 


When  X  «  0  to  a, 


5--^,       Af=f  (Z-x). 


'^"T  "  2" 


Also,  T^hen  x  =  (a  +  6)  to  Z, 


*^ "       2  ^       2 


When  3?  =  2 » 


Problem  8. 


Beam  overhanging  the  two  supports  equal  amounts  with  equal  concentrated 


W 
loadsy  at  the  ends  (Fig.  69). 


ft  =  y 


Fig.  60.  5  =  0, 

For  values  of  x  from  (a  +  I)  to  (Z  +  2  a). 


For  values  of  x  from  0  to  a, 
Q  W         j^  Wx 

For  values  of  x  from  a  to  (a  +  0> 

TTa 


Af  =  - 


iS  = 


IT 
"2' 


Af  «  -y(Z  +  2a-»). 


When  x  = 

Otoa, 

5o  = 

2 

Also,  when 

ix  =  (ZH-a)to(ZH-2o), 

5o  = 

IF 
2 

Whenx  = 

a  to  (o  +  0, 

Afo- 

Wa 

-'        2   ' 

The  portion  of  the  beam  between  the  supports  is  evidently  subjected  to 
uniform  bending. 
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Problem  9. 

Beam  overhanging  the  two  supports  equal  amounts  and  subjected  to  a^total 
load  Wf  uniformly  distributed  over  its  entire  length  (Fig.  70). 

i^ ^ ^  ^      Hr         J.  ^wb      W, 

^ — ^~^;  -   ^"'T'y'     ^"2    2 

I  ui.  i 

Pi         For  values  of  x  from  0  to  a, 
Y  5"—  tot,  M  ^  — 2"* 

TR,  For  values  of  x  from  a  to  (Z 

Fia.  70.  +  a), 

For  values  of  x  from  (I  +  a)  to  6, 

S  =  tc(6-a;),        M  =  -|(6-x)». 
When  a;  —  a, 

<So=— WW,  So' '^w  I -—ay 

Also,  when  x  =»  tf  +  a), 

The  magnitude  of  the  greatest  shearing  force  will  be  given  by  the  expression 
for  So,  when  a  >  -,  and  by  the  expression  for  jSo',  when  a  <  t* 


When  X  "a, 

• 

Afo-         2 

Also,  when  x  =  (I  +  a). 

Mo-         2 

When  «  =  2» 

1,,     wb/b       \     W  [h       \ 


The  magnitude  of  the  greatest  bending  moment  will  be  given  by  the  expres- 

b 
2 


sion  for  Afo',  when  a  <  =  (V2— 1),  and  by  the  expression  for  Mo,  when  a  > 


\  (^2  - 1). 
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Note,  —  When  constructiog  the  diagrams  it  is  of  importance  that  the 
following  relations  of  shearing  forces  and  bending  moments,  which 
have  been  brought  out  during  the  discussion  of  the  theory,  be  kept  in 
mind. 

When  a  beam  is  subjected  to  concentrated  forces  only,  the  shearing  force  has 
a  constant  value  and  the  bending  moment  a  uniformly  varying  value  at 
sections  between  any  two  adjacent  forces.  In  such  a  case  the  shearing  force 
Hif^gr^m  is  a  series  of  straight  lines,  parallel  to  the  central  axis  of  the  beam,  and 
the  bending  moment  diagram  is  a  series  of  straight  lines,  intersecting  on  the 
lines  of  action  of  the  external  forces.  It  is  therefore  necessary  to  determine 
the  values  of  the  shearing  forces  and  bending  moments  at  the  sections  at  the 
loads  and  supports  only  in  order  to  construct  the  diagrams. 

When  a  beam  is  subjected  to  uniformly  distributed  loads  only,  the  shearing 
force  has  a  uniformly  varying  value  for  any  portion  of  the  beam  over  which 
the  load  is  distributed  and  the  bending  moment  diagram  for  that  portion  is  a 
part  of  a  parabola,  the  axis  of  which  coincides  with  the  ordinate  through  the 
section  at  which  the  shearing  force  line  (extended  if  necessary)  crosses  the  axis. 
The  shearing  force  and  bending  moment  diagrams  for  portions  of  the  beam 
over  which  there  is  no  load  are  made  up  of  straight  lines,  similar  to  the  diagrams 
for  concentrated  loads. 

In  such  a  case,  after  having  determined  the  straight  lines  representing  the 
shearing  force  and  bending  moment  diagrams  for  the  portions  of  the  beam  over 
which  there  is  no  load  and  locating  the  vertex  of  the  parabola,  the  remainder 
of  the  bending  moment  diagram  can  be  constructed  by  the  use. of  a  graphical 
method  for  plotting  a  parabola. 

In  any  case,  since 

the  ordinates  of  the  shearing  force  diagram  may  be  taken  to  represent  the 
tangents  of  the  angles  of  slope  at  the  corresponding  points  in  the  bending 
moment  diagram  and  hence  the  form  of  the  shearing  force  diagram  will  alwa3r8 
show  wjiether  the  lines  in  the  bending  moment  diagram  are  tangent,'  or  inter- 
sect at  an  angle,  at  the  points  at  which  they  meet. 

For  example,  the  form  of  the  shearing  force  diagram  (Problem  7)  indicates 
that  the  parabola,  forming  the  middle  portion  of  the  bending  moment  diagram 
for  that  case,  is  tangent  to  the  straight  lines  forming  the  remainder  of  the  dia- 
gram. In  Problems  (3),  (5),  (6),  (8)  and  (9),  the  abrupt  change  in  the  value 
of  the  shearing  force,  between  the  sections  on  either  side  of  the  concentrated 
forces,  indicates  that  the  lines  of  the  bending  moment  diagrams  intersect  at 
an  angle  at  these  points. 

In  Problems  (2)  and  (9),  since  the  shearing  force  is  zero  at  the  ends  of  the 
beams,  the  axes  of  the  parabolas  representing  the  bending  moment  diagrams 
for  the  overhanging  portions  will  evidently  coincide  with  the  ordinates  through 
the  ends. 

It  should  be  borne  in  mind,  however,  that  in  the  five  last  mentioned  cases 
the  diagrams  are  slightly  approximate,  since  all  the  forces  are  really  distrib- 
uted over  small  portions  of  the  beams  (Art.  68)  and  that,  if  accurate  bending 
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moment  diagramB  could  be  constructod  for  each  oaae,  the]'  would  have 

no  Bharp  comers. 

In  the  (Xmstruction  of  diagrama 
for  more  complicated  syBtems  of 
loading  the  foregomg  relations  will 
be  found  to  have  additional  value. 
In  any  such  case  the  bending  mo- 
ment diagrams  for  each  portion  of 
the  beam  subjected  to  a  uniformly 
distributed  load  will  be  a  part  of  » 
parabola,  aad,  when  the  portion  does 
not  contain  the  section  of  zero  ahear, 
the  vertex  of  the  parabola,  of  which 
the  bending  moment  diagmm  is  & 
part,  can  easily  be  located  by  ex- 
tending the  straight  line,  repreaentr 
ing  the  shearing  force  diagram  for 
that  portion  of  the  beam,  until  it 
intersects  the  central  aids. 

ProblamlO. 

Given  a  beam  subjected  to  a  uni- 
formly distributed  load  of  600  lbs. 
(c)   Bending  Moment.  per  ft.  and  a  concentrated  load  of 

Fio,  71.  2O0O  lbs.,  supported  as  shown  {Fig. 

7  la): 

(a)  Find  the  suppmling  forces. 

(b)  Write  the  general  formulas  for  shearing  forces  and  bending  moments 
throughout  the  length  of  the  beam. 

(c)  Plot  the  shearing  force  diagram  and  determine  the  location  and  mag- 
nitude of  the  greatest  shearing  force. 

(d)  Plot  the  bending  moment  diagram  and  determine  the  location  and 
magnitude  of  the  greatest  bending  moment. 

Treat  the  supporting  forces  and  all  loads,  represented  by  single  vectors, 
as  concentrated  forces  and  neglect  the  wdght  of  the  beam. 

SfAiUion.  —  (a)  By  the  appUcation  of  the  conditions  of  equiUbrium  for  a 
system  of  parallel  forces  in  a  single  plane  we  obtain  £i  =  9040,  Rt  —  2560 
(very  nearly}. 

(b]  Fig.  (71a)  will  evidently  represent  the  load  diagram  for  the  beam, 
and,  if  we  let  x  =  the  distance  of  any  cross  section  from  the  left  hand  end  of 
the  beam  and  write  the  equations  for  shearing  forces  and  bending  moments, 
using  the  numerical  values  a{  the  external  forces  we  shall  have  four  sets  of 
equations,  as  follows: 

For  values  of  x  from  0  to  6, 

S  =  -600i, (1> 

Af--300a:' ■.    .    .     t2> 
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For  values  of  x  from  6  to  16, 

S  =  9040  -  600a;, (3) 

Jf  =  9040  (x  -  6)  -  300a;». (4) 

For  values  of  x  from  16  to  22, 

S  =  9040  -  9600  -  -560, (6) 

M  =  9040  (a?  -  6)  -  9600  (a?  -  8)  =  22,560  -  560«,    ...     (6) 

or,  if  we  determine  the  values  of  S  and  M  from  the  forces  acting  on  the  portion 
of  the  beam  between  a  cross  section  and  the  right  hand  end, 

S  =  -2560  +  2000  =  -560, (7) 

ilf  =  2560  (26- x) -2000  (22- »)  =22,560 -560 ».    .     .      (8) 

For  values  of  x  from  22  to  26, 

S  =  -2560, (9) 

Jf  =  2560  (26  -  a;) (10) 

(c)  The  shearing  force  diagram  will  be  made  up  of  straight  lines  and  the 
necessary  points  may  be  obtained  by  making  the  following  substitutions. 
When  X  =  0, 

5  =  0 (11) 

When  a;  =  6,  equation  (1)  gives 

S  =  -3600, (12) 

which  is  the  shearing  force  at  a  section  to  the  left  of  the  support  Ri, 
When  a;  =  6,  equation  (3)  gives 

iS  =  5440, (13) 

which  is  the  shearing  force  at  a  section  to  the  right  of  the  support  Ri. 
When  x  =  16  to  22,  the  shearing  force  has  the  constant  value 

S  =  -560  (equation  5) (14) 

When  X  =  22  to  26,  the  shearing  force  has  the  constant  value 

S  =  -2560  (equation  9) (15) 

'Plotting  these  values  the  shearing  force  diagram  (Fig.  71b)  can  be  con- 
structed. 

The  greatest  shearing  force  will  evidently  be  located  at  the  cross  section  just 
to  the  right  of  the  support  Ri  and  will  be  equal  in  magnitude  to 

5o  =  5440  lbs (16) 

Attention  may  again  be  called  to  the  abrupt  change  in  the  value  of  the 
shearing  force,  between  the  sections  to  the  left  and  right  of  support  Ri  and 
also  between  the  sections  to  the  left  and  right  of  the  load  of  2000  lbs.  and  that, 
if  the  actual  distribution  of  these  two  forces  were  taken  account  of,  the  change 
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in  the  shearing  force  from  the  one  value  to  the  other  would  be  a  gradual  <me 

in  each  case. 

The  shearing  force  is  evidently  zero  at  some  point  over  support  A  and  also 

at  a  point  at  a  distance 

X  »  15.07  ft. 

from  the  left  end  of  the  beam,  the  value  of  x  bmg  obtained  by  placing  the 
expression  for  S  (equation  3)  equal  to  sero. 

(d)  It  is  evident,  from  the  loads  on  the  beam  as  well  as  the  forms  of  the 
equations,  that  the  diagrams  of  the  bending  moments  represented  by  equa- 
tions (2)  and  (4)  will  be  parabolas,  with  the  axes  vertical,  and  that  the  diagrams 
of  equations  (6)  and  (10)  will  be  straight  lines. 

The  vertex  of  the  parabola  (equation  2)  will  evidently  be  located  at  the  point 

a?  =  0,        M  =  0 (17) 

When  X  —  6,  equation  (2)  gives 

M  =  -10,800, (18) 

and  by  computing  values  of  M  for  one  or  two  values  of  x  between  0  and  6  the 
necessary  ordinates  for  plotting  the  curve  may  be  obtained. 
When  a;  »  6,  equation  (4)  will  also  give 

M  =  -10,800. 

The  vertex  of  the  parabola  will  be  on  the  ordinate  through  the  section  of  aero 
shearing  force  at  the  distance  x  »  15.07  ft.  from  the  left  end  of  the  beam. 
When  X  =»  15.07,  equation  (4)  gives 

M  =  13,860 (19) 

When  X  »  16,  equation  (4)  gives 

M  =  13,600 (20) 

Since  the  bending  moment  changes  from  negative  to  positive  between  the 
values  2  «  6  and  x  »  16,  the  point  at  which  the  diagram  will  cross  the  axis 
XX  may  be  f oimd  by  placing  the  expression  for  M  (equation  4)  equal  to  zero 
and  solving  for  x,  whence  we  obtain 

X  =  8.28  ft. 

By  computing  values  of  M  for  one  or  two  additional  values  of  x  the  necessary 
ordinates  for  plotting  the  curve  are  obtained. 
When  XB  16,  equation  (6)  will  also  give  the  value 

M  =  13,600, 

and  when  x  ==  22,  equation  (6)  will  give 

M  =  10,240 (21) 

When  a;  »  22,  equation  (10)  will  also  give 

M  =  10,240, 
and  when  x  »•  26, 

Af  -  0 (22) 
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In  plotting  the  diagram  (Fig.  71c)  it  should  be  noted  that  the  form  of  the 
shearing  force  diagram  shows  that  at  the  point  x  »  16  the  parabola  and  the 
straight  line  are  tangent. 

The  greatest  bending  moment  is  evidently  located  at  the  cross  section  at  a 

distance 

X  -  15.07  ft. 

from  the  left  hand  end  of  the  beam  and  is  equal  in  magnitude  to 

JIfo  =  13,860  ft.  lbs (23) 

The  point  at  the  distance  x  —  8.28  ft.  from  the  left  end  at  which  Af  »  0  is 
called  a  paint  of  inflexion^  the  bending  moments  being  negative  at  sections  on 
one  side  of  the  point  and  positive  at  sections  on  the  other  side.  It  is  evident 
that  the  fiber  stress  is  zero  over  the  entire  cross  section  through  this  point. 

Problems  11-24. 

Note.  —  In  Problems  (11-24),  inclusive,  the  equations  for  shearing  forces, 
bending  moments,  the  shearing  force  and  bending  moment  diagrams  and  the 
values  of  the  greatest  shearing  force  and  bending  moment  are  to  be  deter- 
mined in  a  manner  similar  to  that  indicated  in  the  solution  of  Problem  (10). 
In  each  case  the  weight  of  the  beam  is  to  be  neglected  unless  otherwise  noted. 

m 

Problem  11. 

The  beam  (Fig.  72)  is  subjected  to  a  system  of  concentrated  loads. 


Fig.  72. 

Problem  12. 

The  beam  (Fig.  73)  is  subjected  to  a  system  of  concentrated  loads 
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Fig.  73. 


Problem  13. 

The  beam  (Fig.  74)  is  subjected  to  a  concentrated  load  of  10,000  lbs.  and  a 
uniformly  distributed  load  of  800  lbs.  per  ft. 
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Problem  14, 

Solve  Ftoblem  (13),  substituting  a  concentrated  load  of  1000  lbs.  for  the  load 
of  10,000  lbs. 

Problem  16. 
The  beam  (Fig.  75)  is  subjected  to  two  uniformly  distributed  loads. 


Fig.  74. 


Fig.  76. 


Problem  16. 

The  beam  (Fig.  76)  is  subjected  to  a  system  of  uniformly  distributed  and 
concentrated  loads  as  indicated. 
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Fig.  76. 


Problem  17. 
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The  beam  (Fig.  77)  is  subjected  to  a  system  of  uniformly  distributed  and 
concentrated  loads  to  indicated. 
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Fig.  77. 


Problem  18. 


The  cantilever  beam  (Fig.  78)  is  subjected  to  a  system  of  uniformly  distrib- 
uted and  concentrated  loads  as  shown. 
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PkoUemlS. 

The  beam  (Fig.  79)  is  sabjected  to  a  uniformly  distributed  load.  Assume 
that  the  reacti<Hi  is  also  uniformly  distributed  over  the  entire  length  of  the 
beam. 
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Unlf onnly  Distributed 

Fig.  79. 
Problem  20. 

The  beam  (Fig.  80)  is  subjected  to  a  load  over  a  part  of  its  length,  varying 
uniformly  in  intensity  from  0  to  1000  lbs.  per  ft. 

SohUion,  —  The  diagram  (Fig.  80a)  will  evidently  represent  the  load  dia- 
gram and  the  resultant  of  the  load  will  be  equal  to  5000  lbs.  acting  at  a  dis-^ 
tance  of  ^  ft.  from  the  left  end  of  the  beam. 

(a)  The  supporting  forces  will  be 

Ri  =  1111  lbs., 
A  =  3889  lbs. 

(b)  Let  X  B  the  distance  of  any  section  from  the  left  end.    Then  for  values 

of  X  from  0  to  5, 

S  =  1111, (1) 

M  =  1111 X (2) 

For  values  of  x  from  5  to  15, 


iS  =  1111  -  100  ^^^-TT^  =  1111  -  60  (X  -  5)«, 


M  =  1111  a;  -  100 


2 

(x  -  5)» 

6 


=  1111a; -y(x-5)«.  . 


(3) 
(4) 


(c)  For  values  of  x  from  0  to  5,  the  shearing  force  diagram  will  evidently  be 
a  straight  line,  the  shearing  force  having  the  constant  value'given  by  equation 


(1). 


S  -  1111.  . 
When  X  =  5,  equation  (3)  will  fdso  give 

S  =  nil. 

When  X  »  15,  equation  (3)  gives 

/S  «  -  3889. 


(5) 


(6) 
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Since  the  shearing  force  changes  from  positive  to  negative  between  the  values 
X  —  h  and  x  »  15,  the  distance  of  the  cross  section  of  zero  shear  from  the  left 
end  of  the  beam  can  be  determined  by  placing  the  value  of  S  given  by  equation 
(3)  equal  to  zero  and  solving  for  x,  whence  we  obtain  x  «  9.71  ft. 
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Fig.  80. 

The  shearing  force  diagram  for  this  portion  of  the  beam  is  evidently  a 
parabola  and  the  ordinates  for  two  or  three  additional  points  should  be  ob- 
tained in  order  to  determine  the  curve  (Fig.  80b). 

The  greatest  shearing  force  will  evidently  be  located  at  the  section  to  the 
left  of  Uie  right  hand  support  and  will  be  equal  to 

^  =  3889  lbs (7) 

(d)  For  values  of  x  from  0  to  5,  the  bending  moment  diagram  is  evidently  a 

straight  line  and  when 

X  =  0,       Jlf  =  0, (8) 

and  when 

a;  «  5,       M  =  6565 (9) 

r 

For  values  of  x  from  5  to  15,  the  bending  moment  diagram  is  a  curve  and  the 
maximum  value  will  occur  at  the  section  of  zero  shear,  where  x  «  9.71. 
When  X  «  5,  equation  (4)  wiU  give  the  same  value  as  equation  (2), 

M  =.  5555. 
When  X  »  9.71, 

M  =  9047 (10) 

When  «  -  15,        Af  -  0 (11) 
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By  computiDg  the  valuesof  M  at  two  or  three  additkoial  pointe  the  neceeaarjr 
ordin&tee  for  plotting  the  diagram  (Fig.  80c)  may  be  obtaiaed. 

The  greatest  bending  moment  will  evidently  be  located  at  the  section  fl.71  ft. 
distant  from  the  l^t  end  and  will  be  equal  in  magnitude  to 

(12) 


Mt  -  9047  ft.  Ibe. 


miTTTrmTITnT 


Flo.  81. 
Problem  SL 

The  beam  (Fig.  81)  is  subjected  to  a  distributed  load,  the  int«nBity  of  which 
varies  uniformly  from  400  lbs.  per  ft.  at  the  left  end  to  800  lbs.  pw  ft.  at  the 
right  end. 


Problem  S3. 

The  beam  (Fig.  S2)  is  subjected  to  a  distribut«dload,  the  intensity  of  which 
varies  uniformly  from  3750  lbs.  per  ft.  at  the  left  end  to  0  at  the  right  end. 


Problem  3S. 

The  beam  (Mg.  83)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  uniformly  from  0  at  the  supports  to  2000  lbs.  per  ft.  at  the  middle  cA 
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Problem  24. 

The  beam  (Fig.  83)  is  subjected  to  a  distributed  load,  the  intensity  of  which 
varies  uniformly  from  3000  lbs.  per  ft.  at  the  supports  to  0  at  the  middle  of 
the  span. 


Fig.  84. 


76.  Combining  Shearing  Force  and  Bending  Moment  Dia- 
grams. —  When  a  beam  is  subjected  to  a  system  of  two  or  more 
loads  the  shearing  force  and  bending  moment  diagrams  may  be 
determined  by  constructing  the  diagrams  representing  the  shearing 
forces  and  bending  moments  due  to  each  load  acting  alone  and 
then  combining  by  adding  together  the  ordinates.  In  certain 
cases  this  method  may  be  preferable  to  obtaining  the  diagrams  for 
the  entire  load  system  by  the  method  indicated  in  Art.  (72). 

Two  illustrations  of  its  application  in  comparatively  simple 
cases  follow. 

(a)  A  simple  beam  subjected  to  a  uniformly  distribuied  load  of 
intensity  w  and  two  concentrated  loads  Wi  and  W2  (Fig.  85a).  To 
avoid  confusion  the  diagrams  are  constructed  separately,  the 
shearing  force  diagram  being  shown  in  Fig.  85b  and  the  bending 
moment  diagram  in  Fig.  85c. 

The  shearing  force  diagram  for  the  load  W\  will  be  of  the  same 
general  form  as  that  for  the  beam  in  Problem  (5)  (Art.  74)  and  the 
ordinate  at  any  point  may  be  computed  by  the  formulas  given 
for  that  case.  The  diagram  is  shown  by  the  dotted  line  marked 
1  (Fig.  85b).  The  diagram  for  the  load  W2  is  of  the  same  t3npe  as 
that  for  the  load  Wi  and  is  shown  by  the  dotted  line  marked  2 
(Fig.  85b).  The  diagram  for  the  uniformly  distributed  load  is  of 
a  type  similar  to  that  for  the  beam  in  Problem  (4)  (Art.  74)  and  the 
ordinates  may  be  computed  by  the  formulas  given  for  that  case. 
The  diagram  is  shown  by  the  dotted  line  marked  3  (Fig.  85b). 

By  adding  the  ordinates  of  the  diagrams  1,  2  and  3  algebraically, 
the  shearing  force  diagram  for  the  entire  system  of  loads,  shown 
by  the  full  line  (Fig.  85b),  is  obtained. 
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Proceeding  in  the  same  manner,  the  bending  moment  diagrams 
for  the  loads  Wi  and  Wi,  of  the  same  general  type  as  the  diagram 
for  the  beam  in  Problem  (5)  (Art.  74)  and  shown  by  the  dotted  lines 
1  and  2  (Fig.  85c),  are  obtained;  and  the  bending  moment  diagram 
for  the  uniformly  distributed  load,  shown  by  the  dotted  line  marked 
3  (Fig.  85c),  will  be  of  the  same  form  as  that  for  the  beam  in 
Problem  (4)  (Art.  74).  The  values  of  the  ordinates  to  these  dia- 
grams may  be  computed  by  the  formulas  given  for  the  cases 
mentioned. 


Fia.  85.  Fig.  86. 

By  adding  the  ordinates  of  the  diagrams  1, 2  and  3,  algebraically, 
the  bentUng  moment  diagram  for  the  entire  system  of  loads,  shown 
by  the  full  line  (Fig.  85c),  is  obtained. 

(b)  A  catitilever  beam  subjected  to  a  uniformly  distriinUed  load  of 
inlensi^  w  and  two  concentrated  loads  Wi  and  Wj  (Fig.  86a). 

The  diagrams  for  this  case  are  constructed  in  the  same  manner 
as  those  for  Case  (a). 

In  the  shearing  force  diagram  (Fig.  S6b)  the  dotted  lines  1  and  2, 
representing  the  shearmg  force  dif^ams  for  loads  Wi  and  W2 
acting  separately,  are  of  a  form  similar  to  that  for  the  beam  in 
Problem  (1)  (Art.  74).    The  diagram  for  the  uniformly  distributed 
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load  is  represented  by  the  dotted  line  3,  of  a  form  similar  to  that 
for  the  beam  in  Problem  (2)  (Art.  74).  By  adding  the  ordinates, 
algebraically,  the  shearing  force  diagram  for  the  entire  load  system, 
represented  by  the  full  line,  is  obtained. 

In  the  bending  moment  diagram  (Fig.  86c)  the  dotted  line  1 
represents  the  bending  moment  diagram  for  load  TTi,  the  dotted  line 
2  that  for  load  W^  and  the  dotted  line  3  that  for  the  miif ormly  dis- 
tributed load.  These  are  similar  in  form  to  the  bending  moment 
diagrams  for  the  beams  in  Problems  (1)  and  (2)  (Art.  74)  and  by 
adding  the  ordinates,  algebraically,  the  diagram  for  the  entire 
load  system,  represented  by  the  full  line,  is  obtained. 

76.  Problems.  —  Combining  Shearing  Force  and  Bending 
Moment  Diagrams.  —  The  following  problems  will  serve  to 
iUustrate  the  methods  explained  in  Art.  (75). 
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Fig.  87. 
Problem  1. 

Construct  the  shearing  force  and  bending  moment  diagrams  for  the  beam 
subjected  to  concentrated  loads  as  shown  (Fig.  87)  by  constructing  the  dia- 
grams for  each  load  acting  separately  and  adding  the  ordinates.  Determine 
the  values  of  the  greatest  shearing  force  and  the  greatest  bending  moment. 
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Fig.  88. 
Problem  2« 

Construct  the  shearing  force  and  bending  moment  diagrams  for  the  beam 
subjected  to  the  concentrated  loads  shown  (Fig.  88)  by  constructing  separate 
diagrams  for  each  load  between  the  supports  and  for  the  loads  at  the  ends  act- 
ing together  and  adding  the  ordinates.  Determine  the  values  of  the  greatest 
shearing  force  and  the  greatest  bending  moment. 
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Problem  8. 

Construct  the  flhearing  force  and  bending  moment  diagrams  for  the  canti- 
lever beam  (Fig.  89)  by  constructing  the  diagram  for  each  load  acting  separately 
and  adding  the  ordinates.  Determine  the  greatest  value  of  the  shearing  force 
and  the  bending  moment. 
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Fig.  89. 

Problem  4. 

Solve  Problem  (1),  assuming  that  the  beam  is  subjected  to  a  uniformly  dis- 
tributed load  of  500  lbs.  per  ft.  in  addition  to  the  concentrated  loads  shown 
(Fig.  87). 

Problem  5. 

Solve  Problem  (2),  assuming  that  the  beam  is  subjected  to  a  uniformly  dis- 
tributed load  of  600  lbs.  per  ft.  in  addition  to  the  concentrated  loads  shown 
(Fig.  88). 

77.  Greatest  Outside  Fiber  Stress.  —  Section  Modulus,  -r 
The  relation  between  shearing  forces  and  bending  moments,  dis- 
cussed in  Arts.  (71-72),  is  of  great  importance  in  the  determination 
of  the  maximum  stress  intensity  in  a  beam  subjected  to  ordinary 
bending.  We  have  seen  that  the  greatest  intensity  of  the  normal 
stress  at  a  given  cross  section  is  at  the  point,  or  points,  farthest 
from  the  neutral  axis  (Art.  69)  and  is  equal  in  magnitude  to 

f-^ .  (1) 

For  a  beam  of  uniform  cross  section  the  value  of  y  is  evidently 

the  same  for  all  cross  sections.  Therefore,  the  value  of  /  wiU  vary 
as  the  value  of  M  and  the  outside  fiber  stress  at  the  section  at  which 
the  bending  moment  is  a  maximum  will  be  greater  than  that  at 
any  other  cross  section.  Its  value  is  known  as  the  greatest 
intensity  of  normal  stress,  or  ffie  greatest  outside  fiber  stress,  in  the 
beam. 
Since /oc  M,  the  bending  moment  diagrams  may  be  taken  to 
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represent  the  value  of  the  outside  fiber  stress  at  the  different 
cross  sections  of  a  beam  of  uniform  section,  by  simply  measuring 

the  ordinates  to  the  suitable  scale. 

c 
Section  Modulus.  —  The  reciprocal  of  the  quantity  -j  is  known 

as  the  section  modulus  of  the  beam.    When  the  value  of  /  is  ex- 
pressed in  (ins.)*  and  the  value  of  c  in  (ins.)  the  units  in  which  the 

valueof  the  section  modulus— is  expressed  will  evidently  be  (ins.)*. 

c 

78.  Graphical  Representation  of  the  Normal  Stress.  —  In  the 

discussion  of  the  theories  both  of  simple  and  of  ordinary  bending 

it  has  been  shown  that,  if  certain  limitations  are  imposed  (Art.  63) 

and  certain  assumptions  hold  true  (Art.  66),  the  normal  stress  on 

a  cross  section  of  a  beam  is  a  uniformly  varying  stress,  with  the 

neutral  axis  passing  through  the  center  of  gravity  of  the  section. 


/^.j^ 


b    B 
•fy- 


(b) 


± 


-4 


(a) 

SECTION  A-B 


(C) 


Fig.  90. 


at  right  angles  to  its  vertical  axis  of  symmetry,  and  that  the  re- 
sultant of  the  normal  stress  is  a  couple  in  the  plane  of  loading  per- 
pendicular to  the  neutral  axis  of  the  section  (Art.  60). 
Hence,  if  z  =  the  length  and  dy  =  the  width  of  an  elementary 
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strip  at  a  distance  y  from  the  neutral  axis  of  a  cross  section  AB  of 
a  beam  subjected  to  ordinary  bending  (Fig.  90),  the  total  normal 
stress  on  the  strip  will  be  equal  to 

fzdy  =  -j^zdy. 

The  stress  on  every  strip  above  the  neutral  axis  will  be  com- 
pression and  the  magnitude  of  the  resultant  of  the  compressive 
stress  on  the  cross  section  will  evidently  be  equal  to 


fzdy  =  -y-  /        yzdy,    .     .     .     . 

y»0  J-    «/yvO 


(1) 


where  t/i  =  the  distance  from  the  neutral  layer  to  the  outside 
fibers  under  compression. 

Similarly  the  magnitude  of  the  resultant  of  the  tensile  stress  on 
the  cross  section  will  be  equal  to 


fzdy  =  -Y  I        zydy,    .     .     .     . 

y«0  J-    t/yaO 


(2) 


where  t/2  =  the  distance  from  the  neutral  layer  to  the  outside  fibers 
under  tension. 
Since  the  resultant  of  the  entire  normal  stress  is  a  couple, 

r  =  C(Art.  66) (3) 

in  magnitude  and,  if  Ai  =  the  distance  between  the  center  of  the 
compressive  stress  and  the  center  of  the  tensile  stress  on  the 
section,  the  magnitude  of  the  moment  of  resistance  will  be  equal  to 

M  =  TAi  =  Chi (4) 

The  distribution  of  the  normal  stress  over  the  section  may  be 
represented  graphically  in  the  following  manner.  The  intensity 
of  the  normal  stress  at  any  point  r  in  the  cross  section,  at  a 
distance  y  from  the  neutral  axis  through  0,  may  evidently  be 
represented  by  the  ordinate  f  =  rs  (Fig.  90b),  from  the  trace 
AB  of  the  section  on  the  plane  of  loading,  to  a  straight  line  ab, 
intersecting  AB  a,tO  and  sloping  in  such  a  manner  that 

ila  =  ^(Art.  69). 

Compressive  stress  intensities  will  then  be  represented  by  ordinates 
to  the  right  of  AS  and  tensile  stress  intensities  by  ordinates  to  the 
left  of  AB,    The  product  fz  of  the  stress  intensity  and  the  width 
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of  the  cross  sectioD  at  any  point  r  will  be  a  quantity  which  we 
may  designate  as  the  aireaa  per  unit  of  depth  of  the  section  at  r.  A 
diagram,  constructed  (Fig.  90c)  with  each  ordinate  rt  equal  to 
the  value  of  fz  at  the  point  r,  will  represent  the  distribution  of  the 
nonnal  stress  above  and  below  the  neutral  axis. 


The  area  AOc  will  evidently  represent  the  magnitude  of  the 
resultant  compressive  stress 

and  the  distance  of  the  center  of  the  compressive  stress  from  the 
neutral  axis  will  be  equal  to  the  perpendicular  distance  between 
the  axis  XX  and  e,  the  center  of  gravity  of  AOc. 


Fig.  92. 


Similarly  the  magnitude  of  the  resultant  tensile  stress 

^-£>* 

will  be  represented  by  the  area  BOd  and  the  distance  of  u,  the 
center  of  gravity  of  BOd,  from  XX  will  be  equal  to  the  distance  of 
the  center  of  the  tensile  stress  from  the  neutral  axis. 

Hence  hi,  the  vertical  distance  between  the  centers  of  gravity  e 
and  u,  wiU  be  equal  to  the  arm  of  the  couple  formed  by  the  result- 
ants of  the  tenale  and  compressive  stresses. 
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It  is  evident  that  when  the  intensity  /  at  any  point  in  a  given 
cross  section  is  known  the  moment  of  resistance  M  of  the  section 
can  be  determined  by  an  analysis  similar  to  the  above  without 
using  the  moment  of  inertia  of  the  section.  Moreover,  since  the 
moment  of  resistance  is  represented  by  the  sum  of  the  moments  of 
the  areas  AOc  and  BOd  (Fig.  90c),  about  the  axis  XX,  or  any 
parallel  axis,  in  determining  its  magnitude  it  is  unnecessary  to 
determine  the  values  of  T  or  C. 


Similar  diagrams  representing  the  distribution  of  stress  when 
the  section  AB  is  a  rectangle,  a  circle,  an  I  section  and  a  J.  section 
are  shown  in  Figs.  (91-94).  In  each  case  the  depth  of  the  section 
is  equal  to  h  and  the  diagram  marked  (b)  represents  the  variation 
in  stress  intensity  over  the  section  and  the  diagram  marked  (c) 
the  distribution  of  the  total  stress. 


Fig.  94. 


In  the  case  of  the  rectangle  (Fig.  91)  2;  is  a  constant  and  hence 
the  areas  AOc  and  BOd  will  become  equal  triangles.  Therefore, 
the  arm  of  the  resultant  couple  will  be  equal  to 

In  each  of  the  other  cases  the  area  AOc  will  equal  the  area  BOd 
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and  the  value  of  hi  will  vary  according  to  the  shape  of  the  section, 
being  smallest  for  the  circle  and  greatest  for  the  I  section. 

The  preceding  discussion  will  evidently  apply  equally  as  well  in 
the  case  of  simple  bending  as  in  that  of  ordinary  bending. 

79.  Problems.  —  Moment  of  Resistance.  —  In  Problems  (1-5), 
which  follow,  find  the  moment  of  resistance  of  the  sections  by 
plotting  the  normeJ  stress  after  the  method  given  in  Art.  (78)  and 
check  the  results  obtained  by  using  the  formula  for  the  moment  of 
resistance 

c 
Solve  the  remaining  problems  by  the  latter  method  only. 

Problem  1. 

Given  a  wooden  beam  with  a  cross  section  4"  X  12",  find  the  moment  of 
resistance,  provided  the  greatest  allowable  fiber  stress  »  1000  lbs.  per  sq.  in. 

Problem  2. 

Given  a  romid  bar  4''  diameter,  find  the  moment  of  resistance,  provided  the 
greatest  allowable  fiber  stress  =  16,000  lbs.  per  sq.  in. 

Problem  8. 

Given  an  I-beam  with  a  cross  section  similar  to  Fig.  (93),  depth  =  8",  thick- 
ness of  web  =  i",  thickness  of  flanges  =  1",  width  of  flanges  =  4",  find  the 
moment  of  resistance  if  the  greatest  fiber  stress  =  16,000  lbs.  per  sq.  in. 

Problem  4. 

Given  a  T-beam  with  a  cross  section  similar  to  Fig.  (94),  width  of  flange  « 
4",  depth  5",  thickness  of  web  =  i",  thickness  of  flange  =  i",  find  the 
moment  of  resistance,  provided  the  greatest  allowable  fiber  stress  ^  16,000 
lbs.  per  sq.  in. 

Problem  6. 

Given  a  beam  with  a  square  cross  section  4"  X  4",  find  the  moment  of 
resistance,  when  the  plane  of  loading  coincides  with  a  diagonal  of  the  square, 
provided  the  greatest  allowable  fiber  stress  —  16,000  lbs.  per  sq.  in. 

Problem  6. 

In  a  built-up  plate  girder  the  web  plate  is  37"  X  i".  Find  the  moment  of 
resistance  of  the  cross  section  of  the  web  plate  provided  the  greatest  fiber  stress 
is  12,000  lbs.  per  sq.  in. 

Problem  7. 

In  Problem  (6),  assume  that  the  section  is  through  a  vertical  row  of }"  rivets 
spaced  3"  on  centers,  with  the  outside  rivets  2"  from  the  edges  of  the  plate. 
Find  the  moment  of  resistance  of  the  net  section,  provided  the  greatest  fiber 
stress  is  12,000  lbs.  per  sq.  in.  Assume  the  rivet  holes  to  be  i'^  larger  in  diam- 
eter than  the  rivets. 
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If  each  of  the  flanges  of  the  plate  girder  {^ven  in  Problem  (0)  are  made  up  of 
two  6"  X  4"  X  \"  angleB  find  the  moment  of  resietance  of  the  entire  aectioo 
assuming  the  greatest  fiber  etreea  is  12,000  lbs.  per  sq.  in.    Total  width  of 
flanges  -  12\". 
Problem  9. 

Solve  Problem  (8}  making  the  allowance  for  rivet  holes  called  for  in  Problem 
C7). 

80.  Bending  which  Produces  Stress  Intensities  above  the 
Elastic  Limit.  —  If  the  forces  acting  on  a  beam  are  large  enough, 
fiber  stresses  in  excess  of  the  elastic  limit  of  the  material  will  be 
produced  at  some  of  the  cross  sections.  Where  the  stress  intensity 
on  a  cross  section  exceeds  the  elastic  limit  the  second  assumption 
of  the  theory  evidently  will  not  hold  true  and  the  stress  will  not  be 
uniformly  varying  over  the  entire  section.  Hence,  in  such  a  case 
the  formulas  (Art.  69)  will  not  give  correct  values  for  the  normal 
stress  intensity  and  the  distribution  of  the  stress  over  a  cross 
section  will  be  different  from  that  illustrated  in  Art.  (78). 

If  we  hold  the  first  and  third  assumptions  (Art.  66)  to  be  correct 
when  the  fiber  stresses  exceed  the  elastic  limit,  the  general  form  of 
the  stress  intensity  diagram  for  cross  sections  which  are  symmetri- 
cal with  respect  to  the  horizontal  axis  through  the  center  of  gravity 
may  be  determined  from  the  8tres»«train  diagrams  for  the  material 
i  compression. 


{«) 


(6)  (0 

Fio.  95. 


For  example,  in  Fig.  (7)  (Art.  8)  are  given  the  stress-strain  dia- 
grams for  cast  iron  in  tension  and  in  compression.  These  dia- 
grams may  be  combined  to  represent  the  variation  in  stress 
tntenaty  over  a  rectangular  cross  section  AB  (Fig.  95)  by  plotting 
compreeave  stress  intensities  to  the  right  of  AB  and  tensile  stress 
intenMties  to  the  left,  as  in  the  diagrams  (Art.  78). 
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Since  cast  iron  does  not  follow  Hooke's  law  and  the  ratio  of 
stress  intensity  to  strain  for  a  tensile  stress  is  less  than  the  ratio 
for  a  compressive  stress  of  equal  intensity  (Art.  11)  the  line  ab  will 
be  a  curve  and  the  ordinate  Aa  will  not  be  equal  to  Eb,  as  would 
be  the  case  if  the  variation  in  stress  intensity  were  the  same  in 
tension  and  compression.  Owing  to  this  fact,  the  neutral  axis  of 
the  cross  section  will  not  pass  through  its  center  of  gravity  0,  but 
will  be  raised  above  it  to  some  point  Oi.  Since  the  section  is  rec- 
tangular the  location  of  Oi  must  be  such  that  the  area  AO\a  will  be 
equal  to  the  area  BO^.  If  the  diagram  representing  the  total 
stress  on  the  cross  section  (Fig.  95c)  is  plotted  in  the  same  manner 
as  in  Art.  (78),  the  area  AOiC  will  represent  the  total  compressive 
stress  and  the  area  BOid  the  total  tensile  stress. 

Diagrams  representing  the  distribution  of  the  normal  stress  on 
a  cross  section  of  a  bar  of  a  medium  grade  of  steel  of  rectangular 
cross  section  may  be  constructed  in  a  similar  manner.  Refer- 
ring again  to  Fig.  (7)  we  note  that  for  this  grade  of  steel  the 
elastic  limit  and  the  yield  point  in  compression  are  practically  the 
same  as  in  tension  and  that  the  ratios  of  stresses  to  strains  below 
the  elastic  limits  are  also  the  same  for  tension  and  compression. 
Hence,  if  a  stress  intensity  diagram  for  a  cross  section,  sym- 
metrical with  respect  to  a  horizontal  axis  through  its  center  of 
gravity,  is  constructed  with  compressive  stress  intensities  repre- 
sented by  ordinates  to  the  right  oi  AB  and  tensile  stress  intensities 


r-fr-r 


W0^ 


1/       •     ''^O 


//// 
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Fig.  96. 


by  ordinates  to  the  left  (Fig.  96),  the  two  parts  of  the  diagram 
AOa  and  BOh  will  be  equal  and  the  neutral  axis  will  pass  through 
the  center  of  gravity  0  of  the  section.  The  diagram  (Fig.  96c) 
representing  the  total  stress  on  the  section  may  be  constructed  in 
the  same  manner  as  before. 
It  should  be  noted  that  in  both  of  the  cases  represented  (Figs. 
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95  and  96)  the  resultant  of  the  compressive  stress  C  will  act 
through  the  center  of  gravity  of  the  area  AOc  and  the  resultant 
of  the  tensile  stress  T  through  the  center  of  gravity  of  the  area 
BOdj  that  C  ^  T  and,  if  Ai  =  the  vertical  distance  between  the 
centers  of  gravity  of  the  areas  AOc  and  BOd,  the  moment  of 
resistance  at  the  section  will  be  equal  to 

Jlf  =  TAi  =  Chi. 

It  is  evident  that,  for  a  given  value  of  M,  the  distance  hi  will  be 

less  than  if  the  stress  on  the  cross  section  were  uniformly  varying 

and  that  the  value  of  the  outside  fiber  stress,  if  computed  by  the 

formula 

.     Mc  , 

would  be  greater  than  the  actual  outside  fiber  stress  in  the  beam. 

Similar  diagrams  might  be  constructed  for  cross  sections  of 

different  shapes,  as  in  Art.  (78).    Similar  results  would  be  obtained 

in  each  case,  but  it  would  be  found  that  for  any  given  outside 

fiber  stress,  where  the  material  does  not  follow  Hooke's  law,  the 

difference  between  the  actual  intensity  of  stress  and  the  value 

given  by  the  formula 

Mc 

^       I 

would  vary  with  the  shape  of  the  cross  section. 

Since  under  a  working  load  a  material  like  steel  is  never  stressed 
beyond  the  elastic  limit  and  for  practical  purposes  a  material  like 
cast  iron  may  be  assumed  to  follow  Hooke's  law  for  stresses  below 
its  working  strength,  the  foregoing  discussion  is  of  value  merely 
in  showing  the  limitations  of  the  theory  of  bending. 

81.  Modulus  of  Rupture.  —  When  a  beam  is  loaded  to  the 
breaking  point,  the  value  obtained  by  the  application  of  the 
formula 

/=^ (1) 

at  the  section  of  greatest  bending  moment  is  called  the  transverse 
modulus  of  rupture. 

It  is  evident  from  the  preceding  discussion  (Art.  80)  that  the 
modulus  of  rupture  is  not  the  actueJ  maximum  outside  fiber  stress, 
which  always  is  less  than  the  value  given  by  the  formula. 
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Since  no  general  formula  can  be  obtained,  however,  which  will 
give  the  greatest  intensity  of  liber  stress  at  breaking  for  beams  of 
different  materials  and  cross  sections,  it  is  customary  to  use  the 
modulus  of  rupture  as  if  it  were  a  breaking  strength  and  to  obtain 
the  value  of  the  working  strength,  or  working  outside  fiber  stress, 
in  a  given  beam  by  dividing  its  modulus  of  rupture  by  a  proper 
factor  of  safety. 

When  used  in  this  w^y  formula  (1)  must  evidently  be  regarded 
as  an  empirical  formula  which  affords  a  means  of  comparison  of 
the  strengths  of  beams  of  different  materials  and  shapes. 

Emphasis  should  be  laid  on  the  fact,  brought  out  in  the  dis- 
cussion (Art.  80),  that  when  a  material  does  not  follow  Hooke's  law 
the  difference  between  the  value  given  by  formula  (1)  and  the 
actual  fiber  stress,  for  any  given  stress  intensity,  varies  with  the 
shape  of  the  cross  section.  Hence  the  modulus  of  rupture  will  not 
he  constant  for  all  beams  of  the  same  maierial  biU  different  values  vrill 
be  obtained  for  different  shapes  of  cross  section. 

The  analysis  given  (Art.  80)  shows  that  when  Hooke's  law  fails 
the  fibers  near  the  neutral  layer  carry  stress  intensities  which  are 
greater  in  proportion  to  the  intensities  at  the  outside  fibers  than 
if  the  stress  were  uniformly  varying.  Hence  beams  in  which  a 
considerable  portion  of  the  material  is  located  near  the  neutral 
layer,  like  round  or  square  bars,  show  a  higher  modulus  of  rupture 
than  beams,  like  the  I  beam,  in  which  the  larger  portion  of  the 
material  is  located  near  the  outside  layers. 

A  large  amount  of  experimental  data  is  obtainable  giving  values 
of  the  modulus  of  rupture  of  beams  of  all  the  common  materials 
and  cross  sections.  An  investigation  of  such  data  will  show  that 
definite  values  for  the  breaking  load  and  hence  of  the  modulus  of 
rupture  can  be  obtained  for  beams  which  are  composed  of  more  or 
less  brittle  materials.  Such  beams  ultimately  fail  by  the  fracture 
of  the  fibers  which  are  subjected  to  tension. 

When  a  bar  is  composed  of  a  more  ductile  material,  such 
as  a  medium  grade  of  steel,  it  merely  buckles  after  the  fibers  are 
stressed  beyond  the  yield  point  and,  if  the  ductility  is  great 
enough,  the  buckling  will  continue  as  the  load  increases  until  the 
bar  is  no  longer  a  beam  in  the  ordinary  sense.  In  such  a  case  no 
definite  value  can  be  obtained  for  the  modulus  of  rupture  and  it  is 
more  satisfactory  to  determine  the  working  strength,  by  making 
it  a  fractional  part  of  the  value  of  the  greatest  outside  fiber 
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stress  at  the  load  at  the  yield  point;  than  to  attempt  to  assign 
a  definite  value  for  the  modulus  of  rupture. 

82.  The  Design  of  Beams  for  Fiber  Stress.  —  Thus  far  we 
have  discussed  the  methods  of  determining  the  fiber  stresses  in 
beams  of  various  cross  sections,  when  the  loads  and  the  supporting 
forces  are  known. 

The  more  common  problem  in  practice  is  the  determination  of 
the  size  and  type  of  a  beam  to  use  when  the  loads  which  it  must 
carry  and  the  supporting  forces  are  known.  When  ordinary 
beams,  that  is,  beams  with  simple  (not  built-up)  sections,  are  used, 
the  solution  of  the  problem  is  comparatively  simple.  In  such 
cases,  after  the  loads  and  supporting  forces  have  been  determined, 
the  section  of  zero  shear  and  the  greatest  bending  moment  can  be 
found. 

The  formula  for  the  greatest  outside  fiber  stress  (Art.  77)  may 
be  written 

l  =  K  (1) 

whence  it  follows  that  the  section  modulus  of  the  beam  required 
to  carry  the  load  is  equal  to  the  quotient  obtained  by  dividing 
the  greatest  bending  moment  by  the  value  of  the  working  strength 
(the  maximum  allowable  fiber  stress)  for  the  material  in  the  beam. 
If  the  cross  section  of  the  beam  is  to  be  a  rectangle,  of  breadth  b 
and  depth  h,  the  value  of  the  section  modulus  will  be  equal  to 

^  =  ^ (2) 

CD  ^   ^ 

Hence  the  value  of  the  product 

6A«  =  ^ (3) 

can  be  determined  and  suitable  values  for  6  and  h,  required  to 
satisfy  the  equation,  can  be  found. 

The  values  of  the  section  modulus  -  for  all  of  the  standard 

c 

shapes  of  steel  beams  may  be  found  in  handbooks  pubUshed  by  the 

manufacturers.    Hence,  if  a  steel  beam  is  to  be  used,  it  is  only 

necessary  to  choose  from  the  list  of  suitable  sections  one  whose 

section  modulus  is  at  least  as  great  as  the  calculated  value. 

The  greatest  bending  moment  which  a  beam  of  any  given  cross 
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section  will  safely  cany  will  evidently  be  equal  to  the  product  of 
the  working  strength  of  the  material  and  the  section  modulus 

Mo=-^ (4) 

Having  obtained  the  value  of  Mo,  the  working  load  for  any  dis- 
tribution of  the  load  and  manner  of  supporting  the  beam  can  be 
found. 

83.  Problems.  —  Fiber  Stresses  in  Beams  of  Uniform  Sec- 
tion. —  Problems  involving  the  determination  of  fiber  stresses 
in  beams  may  be  divided  into  three  general  classes. 

First:  Where  all  the  loads,  the  supporting  forces,  the  dimensions 
of  the  beam,  including  the  span  and  cross  section,  are  given  and 
the  fiber  stresses  in  the  beam  are  to  be  determined.  To  obtain 
the  magnitude  of  the  greatest  fiber  stress,  the  section  of  greatest 
bending  moment  must  be  found. 

Second:  Where  all  the  loads,  the  supporting  forces  and  the  span 
are  given  and  the  type  and  dimensions  of  the  cross  section  are  to 
be  determined.  To  solve  such  a  problem  the  material  of  the  beam 
and  the  value  of  the  working  fiber  stress  for  the  type  of  cross  section 
to  be  used  must  first  be  decided  upon.  Then,  by  finding  the 
greatest  bending  moment  and  dividing  by  the  value  of  the  greatest 
allowable  fiber  stress,  the  required  value  of  the  section  modulus 
can  be  obtained  (Art.  82). 

Third:  Where  the  material  and  the  dimensions  of  the  beam, 
including  the  span  and  cross  section,  and  the  manner  of  loading  are 
given  and  the  greatest  allowable  load  is  to  be  determined. 

To  solve  such  a  problem  the  value  of  the  working  fiber  stress,  for 
the  material  and  the  type  of  cross  section,  must  first  be  decided 
upon.  The  magnitude  of  the  greatest  bending  moment  will  then 
be  equal  to  the  product  of  the  working  fiber  stress  and  the  section 
modulus,  and,  having  obtained  its  value,  the  greatest  allowable 
load  can  be  found. 

In  the  solution  of  any  problem  involving  the  determination  of 
the  stresses  in  a  beam,  a  rough  sketch,  at  least,  of  the  diagrams 
showing  the  variation  in  shearing  forces  and  bending  moments  will 
usually  aid  in  arriving  at  a  correct  solution. 

It  is  generally  most  convenient,  when  computing  the  values. of 
the  bending  moments  from  the  loads  on  the  beam,  to  use  ft.  lbs. 
for  units;  but  in  using  the  formulas  involving  fiber  stress  it  must 
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be  remembered  that  the  stress  intensities  are  practically  always 
expressed  in  lbs.  per  sq.  in.  and  values  of  the  section  modulus  are 
expressed  in  (ins.)'  and  hence  values  of  the  bending  moment  to  use 
in  these  formulas  must  be  reduced  to  in.  lbs. 

Problem  1. 

Find  the  greatest  -fiber  stress  in  a  wooden  beam,  of  croes  section  8"  X  W, 
eappaeted  at  the  ends  and  subjected  to  a  single  concentrated  load  of  6000  lbs.j 
at  a  difltanoe  of  6  ft.  from  the  left  hand  support.    Span  »  16  ft. 

Problem  2. 

A  fiooTi  supported  by  wooden  beams,  15  ft.  span,  spisiced  16  ins.  on  centers, 
is  designed  to  carry  a  total  uniformly  distributed  load  of  100  lbs.  per  sq.  ft.  of 
floor  area.  The  working  stress  of  material  is  1000  lbs.  per  sq.  in.  Which  of 
the  following  sections  would  be  suitable  to  use:  2"  X  10";  3''  X  10";  3"  X 
12";  4"  X  12"? 

SohUion,  —  The  total  uniformly  distributed  load,  supported  by  one  beam, 

will  equal 

^      15  X  16  X  100      o™,,. 
Jo ~  2000  lbs. 

The  greatest  bending  moment  will  be  equal  to 

Af,-^^=  ???2^<i5  =  3750  ft.  lbs.  -  45,000  in.  lbs. 

FcHT  a  rectangular  section  we  have 

,,,      6ilfo      6  X  45,000      -_rt  ,.     ., 

and  for  the  given  sections  we  have  the  following  values  for  5^: 

2"  X  10"  bh*  =  200  (ms.)», 

3"  X  10"  6A«  «  300  (ins.)», 

3"  X  12"  hf^  =  432  (ins.)», 

4"  X  12"  6A«  =  576f(ins.)». 

Hence  the  section  3"  X  10"  is  the  smallest  one  which  can  be  used. 

Problem  3. 

A  floor  is  supported  on  wooden  beams,  4"  X  12"  cross  section  and  16  ft. 
span,  spaced  3  ft.  on  centers.  Find  the  safe  uniformly  distributed  live  load 
per  sq.  ft.  of  floor  area,  provided  the  greatest  allowable  fiber  stress  is  1200  lbs. 
per  sq.  in.  Assume  the  dead  load,  including  the  weight  of  the  beams,  to  be 
equal  to  25  lbs.  per  sq.  ft.  of  floor  area. 

Solution.  —  The  section  modulus  of  the  beams 

/      bh*      4  X  12  X  12      ^,,     ,, 

-  «»  -^  *= ;; =  96  (ms.)'. 

c        6  6  ^      ^ 

The  greatest  allowable  bending  moment, 

Afo  »/-  "  1200  X  96  =  115,200  in.  lbs.  »  9600  ft.  lbs. 

c 
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Transposing  the  formula  for  the  greatest  bending  moment  in  terms  of  a  uni- 
formly distributed  load  (Problem  4,  Art.  74)|  we  obtain  for  the  value  of  the 
total  load  on  a  single  beam, 

8Mo      8X9600 


Tr  = 


4800  lbs. 


I  16 

Since  each  beam  supports  a  floor  area  of 

3  X  16  =  48  sq.  ft., 

the  total  load  per  sq.  ft.  of  floor  area  will  be  equal  to 

4800 


48 


»  100  lbs. 


and  the  net,  or  live  load,  will  be  equal  to 

100  -  25  »  75  lbs.  per  sq.  ft. 

Problem  4. 

A  standard  12"  I  beam,  weighing  40  lbs.  per  ft.,  is  subjected  to  a  uniformly 
distributed  load  of  2000  lbs.  per  ft.  in  addition  to  its  own  weight.  Find  the 
greatest  fiber  stress.    Span  =  20  ft.    /  —  269  (ins.)^ 

Problem  6. 

Find  the  section  modulus  of  the  timber  beam  which  would  be  required  to 
support  the  loads  given  in  Problem  (14)  (Art.  74).  Assuming  the  working 
strength  of  the  material/  =  1200  lbs.  per  sq.  in.,  select  a  suitable  cross  section 
from  the  following  list  of  sizes:  4"  X  12";  6"  X  12";  8"  X  12";  6"  X  16"; 
8"  X  16";  10"  X  16". 

Problem  6. 

Find  the  section  modulus  of  the  steel  I  beam  which  would  be  required  to 
support  the  loads  given  in  Problem  (16)  (Art.  74).  Assume  the  working 
strength  of  the  material  /  =  14,000  lbs.  per  sq.  in. 

From  a  manufacturers'  handbook  select  a  suitable  section. 


400  ibs-  per  ft. 

i 

I 

t 

r 

1^ 

1 
1 
1 

H         ' 

Ri 

0" 

R. 

2^*1 


Fig.  97. 

Problem  7. 

A  steel  T  beam  is  subjected  to  a  uniformly  distributed  load  of  400  lbs.  per  ft. 
as  shown  (Fig.  97).  The  total  depth  of  the  section  is  5",  the  width  of  the 
flange  is  4"  and  the  thickness  of  the  metal  is  }"  in  both  the  stem  and  the  flange. 
Distance  of  center  of  gravity  from  back  of  flange  «  1.57".  Moment  of  inertia 
about  neutral  axis  »  10.5  (ins.)^.  Find  the  greatest  fiber  stresses,  in  tension 
and  in  compression. 
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Problems. 

A  floor  is  supported  by  wooden  beams,  of  cross  section  3''  X- 10",  placed 
2  ft.  on  centers,  with  a  span  of  12  ft.  The  weight  of  the  floor  is  10  lbs.  per  sq.  ft. 
Find  the  miiformly  distributed  live  load  which  can  be  placed  on  the  floor, 
assuming  a  working  strength  /  —  1000  lbs.  per  sq.  in. 

Problem  9. 

A  wooden  beam,  of  cross  section  4"  X  10",  with  a  span  of  12  ft.,  fails  under 
a  breaking  load  of  12,000  lbs.  concentrated  at  the  middle  of  the  span.  Find 
the  modulus  of  rupture  of  the  beam. 

Problem  10. 

Find  the  section  modulus  of  the  steel  I  beam  required  to  support  the  loading 
given  in  Problem  10  (Art.  74).  Assume  a  working  strength  /  —  16,000  lbs. 
persq.  in. 

From  a  manufacturers'  handbook  select  a  suitable  section. 

Problem  11. 

A  wooden  beam,  of  cross  section  6"X  8",  with  a  12  ft.  span,  is  subjected  to 
a  concentrated  load  W,  at  a  distance  of  4  ft.  from  one  support.  Assuming  a 
working  strength  /  »  1000  lbs.  per  sq.  in.,  find  the  greatest  allowable  value 
of  TF. 

Problem  12. 

Find  the  greatest  allowable  value  of  W  if  the  beam  given  in  Problem  (11)  is 
subjected  to  an  additional  uniformly  distributed  load  of  200  lbs.  per  ft. 

Problem  13. 

A  6"  steel  I  beam  (Fig.  98)  is  subjected  to  a  uniformly  distributed  load. 
Find  the  allowable  value  of  the  intensity  t^,  if  the  working  strength  of  the 

material  is  assumed  to  be  12,(XX)  lbs.  per  sq.  in.    The  value  of  -  =7.3  (ins.)'. 

c 


w  lbs.  per  ft. 
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Fig.  98. 


Problem  14. 

Solve  Problem  (13),  assuming  that  two  additional  loads  of  2(X)0  lbs.  each  are 
concentrated  at  the  ends  of  the  beam. 

Problem  16. 

Solve  Problem  (13),  assuming  that  the  support  Ri  is  moved  to  the  left  end  of 
the  beam. 
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Problem  16. 

Solve  Problem  (14),  aasuming  that  the  support  A  is  moved  to  the  left  end  of 
the  beam. 
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Fig.  99. 

Problem  17. 

A  floor,  designed  to  cairy  a  uniformly  distributed  load  of  300  lbs.  per  sq.  ft., 
is  supported  on  wooden  bcaeuns  of  6"  X  12"  cross  section,  with  a  span  of  14  ft. 
Find  the  proper  spacing  of  the  beams,  center  to  center,  assuming  a  working 
strength  of  1200  lbs.  per  sq.  in. 
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Fig.  100. 


Problem  18. 


Find  the  allowable  span  for  a  10"  steel  I  beam,  -  =24.4  (ins.)',  when  sub- 
jected to  a  uniformly  distributed  load  of  1000  lbs.  per  ft.,  assuming  a  working 
strength  of  15,000  lbs.  per  sq.  in. 


BEAMS  OF  VARYING  CROSS  SECTION  155 


Problem  19. 


Two  standard  I  beams  are  placed  side  by  side  and  act  as  a  single  beam.  If 
the  beams  are  supported  at  the  ends  and  loaded,  as  shown  (Fig.  99),  find 
which  of  the  following  sections  will  be  suitable  to  use,  provided  the  greatest 
allowable  fiber  stress  is  12,000  lbs.  per  sq.  in.  The  section  modulus  ^for  a  10" 
I  beam  is  31.7  (ins.)';  a  12"  is  53.5  (ins.)';  a  15"  is  81.2  (ins.)>  and  an  18"  is 
88.4  (ins.)». 

Problem  20. 

A  floor,, designed  to  carry  a  total  uniformly  distributed  live  load  of  200  lbs. 
per  sq.  ft.,  \a  constructed  aroimd  an  opening  as  shown  (Fig.  100).  Assuming 
that  the  weight  of  the  floor  itself  is  80  lbs.  per  sq.  ft.,  find  the  section  moduli  of 
the  steel  I  beams  required  for  the  beams  AB,  CD,  EF  and  OH.  The  working 
strength  »  16,000  lbs.  per  sq.  in.  From  a  manufacturer's  handbook  select 
the  lightest  section  that  will  be  suitable  in  each  case. 

Problem  21. 

The  sides  of  a  rectangular  wooden  tank,  10  ft.  deep,  are  constructed  of 
horizontal  planks  supported  by  wooden  uprights  AB,  placed  5  ft.  from  center 
to  center.  The  uprights  are  supported  by  horizontal  braces  Ri  and  Rt,  as  shown 
(Fig.  101).  Find  the  size  of  timber  required  for  the  uprights  AB  to  support 
the  sides  when  the  tank  la  full  of  water.  Assume  the  working  strength  of  the 
material/  »  800  lbs.  per  sq.  in.  and  the  weight  of  the  water  =  62.5  lbs.  per 
cu.  ft. 

84.  Beams  of  Varying  Cross  Section.  —  Throughout  the  dis- 
cussion of  the  theory  of  bending  thus  far  we  have  imposed  the 
limitation  that  the  cross  section  of  the  beam  is  uniform  throughout 
its  entire  length. 

It  is  customary  to  assume  that  the  theory  of  bending  will 
apply  when  the  different  cross  sections  of  a  beam  vary  in  size 
and  shapO;  provided  each  section  is  symmetrical  with  resect  to 
the  plane  of  loading  and  the  other  limitations  imposed  (Art.  63) 
still  hold. 

In  other  words,  when  the  shape  of  a  beam  varies  under  the  above 
conditions,  the  stress  intensity  on  any  cross  section  is  assumed  to 
vary  in  the  same  manner  as  if  the  beam  were  of  uniform  section 
throughout  and  hence  the  outside  fiber  stress  at  any  cross  section 
will  be  given  by  the  formula 

.__Mc 

where  -  is  the  section  modulus  for  the  section, 
c 
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Since  the  value  of  -  will  vary  through  the  length  of  the  beam  it  wiU 

c 
follow  thai  the  value  of  the  greatest  ovlside  fiber  stress  will  not  neces- 
sarily occur  at  the  section  of  greatest  bending  moment.  If  the  section 
at  which  the  outside  fiber  stress  is  a  maxinium  cannot  be  located 
by  an  inspection  of  the  beam  and  its  loading,  the  values  of  /  at 
a  number  of  different  sections  can  be  obtained,  and,  if  necessary^ 
a  diagram  of  the  ovlside  fiber  stresses  at  the  different  cross  sections 
can  be  plotted.  The  greatest  outside  fiber  stress  can  then  be 
determined  from  the  plot. 

An  exact  determination  of  the  maximum  value  of/  can  evidently 
be  made,  when  both  the  bending  moment  and  the  section  mod- 
ulus at  any  section  can  be  expressed  in  terms  of  the  distance  x 
of  the  section  from  the  end  of  the  beam,  by  differentiating  and 
placing  the  derivative  equal  to  zero. 


Fig.  102. 


The  usual  object  of  making  a  beam  of  varying  cross  section  is 
the  saving  of  material  and  weight  and  in  some  cases  the  improve- 
ment of  the  appearance.  When  beams  are  made  of  cast  metal  it 
is  a  simple  matter  to  make  the  patterns  conform  to  any  desired 


oooo    oooooooooooooooooooo 
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Ri 


Fia.  103. 


Rf 


shape.  Forged  beams  can  also  be  made  in  a  like  manner.  It 
evidently  would  not  be  practicable,  however,  to  vary  the  section 
of  a  rolled  beam  and  hence  the  simple  types  of  steel  beams  are 
always  made  of  uniform  section. 

In  the  case  of  large  built-up  girders  a  saving  in  weight  can  be 
made  by  varying  the  depth  of  the  web  as  indicated  (Fig.  102),  or  by 
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varying  the  cross  sections  of  the  flanges  as  indicated  (Fig.  103)^  or 
by  varying  the  dimensions  of  the  web  and  flanges  together. 
All  beams  of  varying  cross  section  should  be  so  designed  that  the 

section  at  which  the  value  of  -  is  a  maximum  is  the  section  at  which 

c 

the  bending  moment  is  greatest  and  all  other  sections  should  be  so 
proportioned  that  the  value  of  the  outside  fiber  stress  at  any  one 
of  them  will  not  be  greater  than  the  outside  fiber  stress  at  the  sec- 
tion of  greatest  bending  moment. 

86.  Beams  of  ITnif orm  Strength.  —  A  beam  of  uniform  strength 
is  one  in  which  the  size  of  the  cross  section  is  varied  in  such  a 
manner  that  the  outside  fiber  stress  is  constant  throughout  the 
beam,  that  is 

/  =  -y  =  a  constant. 

Hence  the  values  of  the  section  moduli  for  the  different  cross 
sections  of  such  a  beam  must  vary  directly  as  the  values  of  the 
bending  moments,  that  is 

-ocM. 
c 

A  beam  which  exactly  fulfills  this  condition  is  an  impossibility, 
since  the  condition  makes  no  allowance  for  the  shearing  stress  which 
occurs  at  or,  more  correctly,  near  the  section  of  zero  bending 

moment  where  the  value  of  -  must  evidently  be  zero. 

c 

For  example,  if  the  beam  supporting  a  load  evenly  divided 

between  two  points,  equidistant  from  the  supports  (Fig.  104),  is  to 

be  designed  as  a  beam  of  uniform  strength  with  a  rectangular 

cross  section  throughout,  the  value  of  -  may  be  varied  by  varying 

c 

the  breadth  only,  or  by  varying  the  depth  only,  or  by  varying  both 

dimensions  together. 

If  we  choose  the  first  method,  letting  h  =  the  depth  of  each 

cross  section,  it  is  evident  from  the  form  of  the  bending  moment 

diagram  that,  between  the  cross  sections  C  and  D,  the  value  of 

-  =  -^-  =  -r  =  a  constant, 

CD/ 

and  hence  the  breadth  6i  will  be  constant.  Between  the  support 
Ri  and  the  cross  section  C  the  value  of  the  bending  moment  at 
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any  section  will  be  proportional  to  the  distance  of  the  section 
from  the  support  and  hence 

/     bh>     M      „ 

w 

where  iC  =  a  constant  =  ^' 


Fig.  104. 


Hence 


h  =  -j^  X  =  Kix, 


6K 


where  Ki  =  -^r  =  *  constant,  and  therefore  the  breadth  6  will 


vary  uniformly  from  0,  at  the  support,  to  6i,  at  the  cross  section  C. 
In  order  to  resist  the  shearing  stresses  at  sections  near  the  support 
the  cross  section  would  have  to  be  widened  as  indicated  by  the 
dotted  lines.  If  this  is  done  at  each  end,  the  remainder  of  the 
beam  can  be  designed  to  satisfy  the  condition  for  a  beam  of  uniform 
strength. 

It  may  be  noted  that,  if  the  distribution  of  the  supporting  force 
Ri  were  taken  into  account,  the  value  of  b  would  be  zero  at  the  left 
side  of  the  support  but  not  zero  at  the  right  side.  Unless  the 
supporting  force  were  distributed  over  a  considerable  distance,  how- 
ever, the  bending  moment  at  the  right  side  of  the  support  Ri  would 
be  so  small  that  the  value  obtained  for  b  would  not  be  great  enough 
to  make  the  section  suflSiciently  large  to  stand  the  shearing  stress. 


PROBLEMS  159 

and  the  end  of  the  beam  would  still  have  to  be  widened  out  as 
indicated. 

In  a  similar  manner  the  beam  might  be  designed  with  the  cross 
sections  of  uniform  width  and  varying  depth,  or  with  both  dimen- 
sions varying. 

The  forms  of  beams  of  uniform  strength  to  carry  other  load 
systems  can  be  determined  in  the  same  manner  as  above. 

86.  Cross  Sections  of  Equal  Strength.  —  If  the  cross  section 
of  a  beam  is  designed  in  such  a  manner  that 

Vi      ft 

where  j/c  =  the  distance  of  the  outside  fibers  in  compression  from 
the  neutral  layer,  yt  ~  the  distance  of  the  outside  fibers  in  tension 
from  the  neutral  layer,  fc  —  the  working  strength  of  the  material 
in  compression  and  ft  =  the  working  strength  of  the  material  in 
tension,  the  beam  is  said  to  have  a  cross  section  of  equal  strength. 

Owing  to  the  fact  that  the  modulus  of  rupture  of  a  beam  is  not 
the  same  as  the  breaking  strength  of  the  material  in  either  ten- 
sion or  compression  (Art.  81)  and,  furthermore,  varies  for  different 
cross  sections,  it  is  impracticable  to  obtain  values  for  the  working 
strengths  fc  and  ft,  in  both  compression  and  tension,  sufficiently 
•definite  to  m^ke  the  design  of  a  cross  section  of  equal  strength 
of  any  value  except  in  a  very  limited  way. 

In  the  design  of  steel  beams  and  girders  it  is  customary  to 
make  the  cross  sections  symmetrical  with  respect  to  the  neutral 
axis,  although  this  results  in  making  the  tension  side  stronger 
than  the  compression  side  of  the  beam.  Practically  it  is  found 
to  be  better  economy  to  do  this  than  to  attempt  to  vary  the 
values  of  ye  and  yt. 

87.  Problems.  —  Fiber  Stresses  in  Beams  of  Varying  Sec- 
tions. — 

Problem  1. 

A  circular  shaft  is  tapered  as  shown  in  Fig.  (105).  Plot  a  bending  moment 
diagram  and  a  diagram  showing  the  variation  in  the  outside  fiber  stress  in  the 
shaft  due  to  a  load  of  400  lbs.  at  the  center  of  the  span.  Find  the  greatest 
fiber  stress. 

Problem  2. 

Plot  the  bending  momoit  diagram  and  the  diagram  of  outside  fiber  stress 
for  the  shaft  given  in  Problem  (1),  taking  into  acooimt  the  weight  of  the  shaft, 
aasuming  the  weight  of  the  material  equals  0.3  lbs.  per  cu.  in. 
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Problem  8. 

Deduce  the  expression  for  the  diameter  d,  at  any  point  at  a  distance  x  from 
the  support,  for  a  circular  shaft  designed  as  a  beam  of  uniform  strength,  sup- 
ported at  the  ends  and  subjected  to  a  load  W  at  the  center  of  the  span.  Let 
I  B  the  length  of  the  span  and  neglect  the  weight  of  the  shaft. 


Fig.  105. 


Problem  4. 

Sketch  a  plan  showing  the  variation  in  breadth  h  of  the  cross  sections  of  a 
cantilever  beam  of  uniform  strength  subjected  to  a  single  concentrated  load  W 
at  the  free  end,  all  the  cross  sections  of  the  beam  being  rectangular  and  of 
uniform  depth  h.  Let  I  —  the  length  of  the  beam  and  neglect  its  weight. 
Deduce  the  expression  for  the  value  of  h  at  any  cross  section  in  terms  of  Xy 
the  distance  of  the  section  from  the  load  W. 

Problem  6. 

Sketch  an  elevation  showing  the  variation  in  depth  of  the  cross  sections  of 
cantilever  beam  of  imiform  strength  subjected  to  a  single  concentrated  load 
W  at  the  free  end,  all  the  sections  of  the  beam  being  rectangular  and  of  uni- 
form breadth  b,  letting  I  =  the  length  of  the  beam  and  neglecting  its  weight. 
Deduce  the  expression  for  the  value  of  h  at  any  cross  section  in  terms  of  x,  the 
distance  of  the  section  from  the  load  W. 

Problem  6. 

Solve  Problem  (4),  replacing  the  concentrated  load  W  with  a  uniformly  dis- 
tributed load  of  intensity  w  extending  over  the  entire  length  of  the  beam. 

Problem  7. 

Solve  Problem  (5),  replacing  the  concentrated  load  W  with  a  uniformly  dis- 
tributed load  of  intensity  w  extending  over  the  entire  length  of  the  beam. 

Problem  8. 

Show  that  the  sketches.  Problems  (4)  and  (5),  will  represent  a  half  plan  and 
half  elevation,  respectively,  of  a  beam  of  uniform  strength  supported  at  the 
ends  and  subjected  to  a  concentrated  load  2  IF  at  the  middle  of  the  span,  the 
length  of  the  span  being  2 1. 
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88.  Longitudinal  Shearing.  —  Whenever  a  beam  is  subjected 
to  ordinary  bending,  shearmg  stresses  are  produced  on  different 
longitudinal  sections  through  the  beam.  The  common  method 
of  determining  the  intensity  of  the  shearing  stress  at  any  point  in 
a  longitudinal  section,  parallel  to  the  neutral  layer,  is  the  following: 

Let  AB  and  CD  be  any  two  cross  sections,  at  a  small  distance 
X  apart  (Fig.  106),  of  a  beam  subjected  to  ordinary  bending.  Let 
the  axis  OX  coincide  with  the  central  axis  of  the  beam,  OY  coincide 
with  the  axis  of  symmetry  of  the  cross  section  AB  and  OZ  coincide 
with  the  neutral  axis  oiAB  and  let  y^  =  the  distance  of  the  neutral 
layer  from  the  top  of  the  beam.  Let  mn  be  the  trace  on  the  plane 
of  loading  and  gk  the  trace  on  a  cross  section  of  any  longitudinal 
plane  parallel  to  the  neutral  layer  of  the  beam  at  a  distance  yi. 


L X ♦- 
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Fig.  106. 


The  prism  ACnm,  bounded  by  the  outside  surface  of  the  beam, 
the  longitudinal  plane  mn  and  the  two  cross  sections,  will  be  in 
equilibrium  under  forces  acting  upon  it  and,  if  we  apply  the  con- 
dition of  equilibrium  Sff  =  0,  it  is  evident  that  the  total  shearing 
stress  on  the  longitudinal  plane  mn  will  be  equal  to  the  diflference 
of  the  resultants  Ri  and  Ri  of  the  normal  stresses  on  the  ends  of 
the  prism.  Hence,  if  we  let  s  =  the  average  intensity  of  the 
shearing  stress  on  mn  and  6  =  gk,  the  width  of  the  section  mn,  we 
shall  have 

sbz  =  Ri-  Ri (1) 

Let  Ml  =  the  bending  moment  at  the  section  AB  and  M2  =  the 
bending  moment  at  the  section  CD,  Then,  if  the  outside  fiber  stress 
does  not  exceed  the  elastic  limits  the  resultant  of  the  normal  stress  on 
Am  will  be  equal  in  magnitude  to 


fidA  =  -7-  I       yzdy, 


(2) 
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where  /  =  the  moment  of  inertia  of  the  cross  section  and  z  =  the 
length  of  an  elementary  strip  of  width  dy,  parallel  to  the  neutral 
axis. 

The  resultant  of  the  normal  stress  on  Cn  will  be  equal  in  magni- 
tude to 

ft  =  ^  /       yzdy (3) 

yz  dy  —  the  moment  of  the  portion  degk  of  the  cross 

section  (between  its  intersection  gk  with  the  longitudinal  layer  and 
the  top  of  the  beam)  about  the  neutral  axis  and,  if  we  denote  the 
value  of  this  moment  by  the  letter  Q,  we  shall  have 

fii  =  7^Q (4) 


and 


ft  =  ^*<2.    . (6) 


Substituting  these  values  in  equation  (1)  we  have 


^x^^i^Q     .......    (6) 

and  solving  for  a  we  obtain 

Mt-M,Q 
*  ~        X       bl ^^^ 

When  there  care  no  external  forces  acting  on  the  portion  of  the  beam 
between  the  sections  AB  and  CD 

^^^»  =  S  (Art.  73), 

where  S  =  the  shearing  force  at  either  section.  Therefore  in  that 
case  equation  (7)  reduces  to 

"^■. w 

3f 2  —  Af  1 
and,  since  the  value  S  = will  be  the  same  whatever  the 

value  of  X,  it  will  follow  that  the  shearing  stress  on  the  plane  mn 
will  be  uniformly  distributed,  so  long  as  there  are  no  external 
forces  acting  on  the  portion  of  the  beam  between  m  and  n. 

When  external  forces  act  on  the  portion  of  the  beam  between  m 
and  n,  the  shearing  stress  on  the  longitudinal  plane  will  not  be 
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uniform,  and  to  determine  its  intensity  at  any  point  we  may  take 
the  two  sections  AB  and  CD  intersecting  the  longitudinal  layer 
near  that  point  at  a  very  small  distance  dz  apart,  in  which  case  the 
difference  of  the  bending  moments  JIf 2  —  Mi  will  become  equal  to 
dM.  Proceeding  in  the  same  manner  as  before,  we  obtain  in 
place  of  equation  (7) 

^    dx  hi    br ^^^ 

In  either  case  the  product  sb  of  the  stress  intensity  and  the 
width  of  the  longitudinal  section  will  represent  a  quantity  which 
may  be  called  the  longitudinal  shearing  stress  per  unit  of  length  of 
the  beam.    If  we  represent  the  value  of  this  quantity  by 


Z  =«6, 


equation  (9)  will  reduce  to 


Z  =  ^ (10) 


An  inspection  of  equations  (9)  and  (10)  will  show  that  for  any 
longitudinal  section  the  values  of  both  s  and  Z  will  vary  as  the 
value  of  S  and  hence  the  maximum  values  of  s  and  Z  will  occur  at 
the  intersection  of  the  longitudinal  section  with  the  cross  section 
at  which  the  shearing  force  is  a  maximum. 

Also,  if  the  shearing  stresses  on  different  longitudinal  sections 
at  the  points  of  intersection  with  a  given  cross  section  are  com- 
pared, the  section  on  which  the  value  of  Z  will  be  the  greatest  is  the 
one  for  which  Q  is  a  maximum,  which  is  evidently  the  neutral 
layer. 

For  ordinary  types  of  beams  the  value  of  s  will  be  a  maximum 
on  the  neutral  layer  also,  but  it  is  possible  that  the  value  of  6 
may  vary  in  such  a  manner  that  the  maximum  intensity  of  the 
longitudinal  shearing  stress  will  occur  on  some  other  layer  than 
the  neutral  layer. 

It  follows  that  the  greatest  value  of  the  longitudinal  shearing  stress 
per  unit  of  length  of  a  beam  will  occur  on  the  neutral  layer  at  its 
intersection  with  the  cross  section  at  which  the  shearing  force  is  a 
maximum  and,  ordinarily,  the  maximum  intensity  of  longitudinal 
shear  will  occur  at  the  same  place. 
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When  the  cross  section  of  a  beam  is  a  rectangle  of  breadth  b  and 
depth  h,  the  greatest  values  of  a  and  Z  will  be  equal  to 

bh    h 


*      bl 


S 


and 


2     4 
*  12 


3  S 
2bA 


(11) 


z-*-|f. 


(12) 


It  should  be  observed  that  equation  (1)  may  be  written  in  the  form 

Zx  =  R2-'  Ri (13) 

and,  if  a  longitudinal  section  which  is  not  a  plane  is  taken  through 
a  beam  subjected  to  ordinary  bending,  an  equation  in  this  form  will 
result  from  the  application  of  the  condition  of  equilibrium  ^H  =  0 
to  the  forces  acting  on  the  prism  bounded  by  the  longitudinal 
section,  the  outside  surface  and  two  cross  sections  of  the  beam,  at 
a  distance  x  apart. 

Two  cases  of  this  kind  are  represented  in  Fig.  107,  the  line  gck 
(Fig.  107b)  being  taken  to  represent  the  intersection  of  an  irregular 


(a) 


(b) 


(c) 


Fig.  107. 


longitudinal  section  of  a  rectangular  beam  with  a  given  cross 
section  and  the  line  gck  (Fig.  107c)  being  taken  to  represent  the 
intersection  of  a  longitudinal  section  between  the  parts  of  a  built- 
up  girder  with  a  given  cross  section. 

If  Z  is  taken  to  represent  the  average  shearing  stress  per  unit  of 
length  of  the  longitudinal  section  between  the  two  cross  sections, 
equation  (13)  will  evidently  apply  in  either  case  and,  by  following 
the  same  method  of  reasoning  as  was  used  in  the  previous  case. 


INTENSITY  OF  THE  SHEARINO  STRESS  165 

it  may  be  shown  that  the  value  of  Z  for  any  loading  will  be  given 
by  equation  (10). 

The  intensity  of  the  shearing  stress  will  not  be  imif orm  across 
the  section,  however,  as  in  the  case  when  the  longitudinal  section 
is  a  plane  section. 

The  determination  of  the  value  of  Z  where  the  longitudinal 
section  is  not  a  plane  is  of  importance  in  the  calculation  of  the 
stresses  on  the  connecting  rivets  of  a  built-up  beam,  or  girder. 
For  example,  if  the  angles  (Fig.  107c)  are  connected  to  the  web 
plate  by  a  single  row  of  rivets,  spaced  at  a  distance  p  on  centers, 
the  total  stress  carried  by  one  rivet  will  be  equal  to  the  total  shear- 
ing stress  on  the  longitudinal  section  gck  between  one  pair  of  rivets. 
Hence,  if  the  value  of  Z  is  constant,  the  total  stress  per  rivet  will 
be  equal  to 

W  =  pZ  =  p^ (14) 

If  Z  is  not  constant  the  average  value  between  the  cross  sections 
at  two  adjacent  rivets  may  be  taken. 

Similar  computations  for  other  types  of  riveted  connections  may 
easily  be  made. 

It  is  important  to  observe  that  the  value  of  R2  —  Ri  (equation 
1)  will  have  the  same  sign  for  all  longitudinal  sections  between 
any  two  given  cross  sections  of  a  beam  and  hence  the  directions  of 
the  resultant  shearing  forces  on  all  longitudinal  sections  between 
two  cross  sections  will  be  the  same. 

Therefore,  the  shearing  stresses  on  every  longitudinal  section  inter^ 
seating  a  given  cross  section  toill  have  the  same  direction. 

89.  Intensity  of  the  Shearing  Stress  on  a  Cross  Section  of  a 
Beam.  —  In  the  discussion  of  the  case  of  ordinary  bending 
(Arts.  67-68)  we  have  shown  that  the  resultant  of  the  shearing 
stress  on  any  cross  section  of  a  beam  is  equal  in  magnitude  to  the 
shearing  force  at  the  section  or  that 


/ 


sdA=S (1) 


In  order  to  completely  determine  the  stress  on  any  cross  section 
it  is  evidently  necessary  to  know  the  value  of  the  intensity  s  at 
every  point  in  the  section. 

It  has  been  shown  that  when  a  body  is  under  stress  the  intensi- 
ties of  the  component  shearing  stresses  at  any  point  on  two  planes 


166  APPLIED  MECHANICS 

at  right  angles,  in  directions  parallel  to  the  third  coordinate  plane, 
are  equal  (Arts.  24  and  49). 

Therefore  the  intensity  of  the  vertical  shearing  stress  at  any  point 
in  a  cross  section  of  abeam  will  be  equal  to  the  intensity  of  the  shearing 
stress  on  a  longiCtjuiinal  section,  parallel  to  the  neutral  layer,  cutting 
the  cross  section  at  that  point. 

Hence  the  formula  for  the  intensity  of  the  shearing  stress  at  any 
point  in  a  plane  longitudinal  section, 

'-%■■: <^) 

will  give  the  vertical  shearing  stress  intensity  at  the  same  point  on 
a  cross  section  and  the  formula 

Z  =  a6  =  ^ (3) 

will  represent  a  quantity  which  may  be  called  the  intensity  of  the 
shearing  stress  per  unit  of  depth  of  the  section. 

It  will  follow  from  the  relation  of  the  shearing  stresses  on  any 
two  planes  at  right  angles  (Art.  24)  that,  since  the  directions  of 
the  shearing  stresses  on  all  longitudinal  sections  intersecting  a  given 
cross  section  are  the  same,  the  direction  of  the  vertical  shearing 
stress  at  every  point  in  a  cross  section  will  be  the  same. 

Therefore,  at  any  section  at  which  the  value  of  S  =  0  the  value 
of  «  =  0  at  every  point,  and  at  any  cross  section  where  S  <  0  the 
value  of  s  will  vary  with  the  value  of  Q,  being  greatest  in  magni- 
tude at  the  neutral  axis,  ordinarily,  and  zero  at  the  top  and  bot- 
tom of  the  section. 

If  the  cross  section  of  a  beam  is  a  rectangle,  of  breadth  b  and  depth 
h,  the  value  of  Q  for  any  point  at  a  vertical  distance  y  from  the 
neutral  axis  of  a  cross  section  will  be  equal  to 

and  substituting  this  value,  together  with  the  value  of  /,  in  equa- 
tion (2),  we  obtain  for  the  intensity  of  the  shearing  stress 

«  =  -^^V^  =  ^.(A*-4l/«).    ...    (6) 


GRAPHICAL  REPRESENTATION  167 

It  should  be  noted,  as  a  result  of  the  foregomg  theory  and  the 
theory  for  determining  the  fiber  stress  (Art.  69),  that,  at  every 
cross  section  at  which  S  =  0,  the  stress  intensity  is  zero  at  the 
neutral  axis  and  the  stress  at  every  other  point  in  the  section  has 
a  normal  component  only;  also  that,  at  every  cross  section  at 
which  S^O  the  stress  at  the  top  and  bottom  of  the  section  has 
a  normal  component  only,  the  stress  at  the  neutral  axis  a  shearing 
component  only  and  the  stress  at  every  other  point  in  the  section 
has  both  a  normal  and  a  shearing  component. 

In  the  foregoing  discussion  of  the  manner  of  distribution  of  the 
vertical  shearing  stress  on  a  cross  section  of  a  beam,  subjected  to 
ordinary  bendmg,  no  mention  has  been  made  of  a  harizorUal 
shearing  component  on  any  cross  section  (Art.  67).  If  such  a  com- 
ponent exists  at  any  point  in  a  cross  section  there  must  also  be  a 
shearing  stress  of  equal  intensity,  in  a  horizontal  direction,  on  a 
vertical  longitudinal  plane  through  the  point  (Art.  49)  and  also, 
in  order  to  have  equilibrium,  the  resultant  of  the  horizontal  shear- 
ing stress  on  the  entire  cross  section  must  be  zero. 

In  a  homogeneous  beam  of  rectangular  section  there  will  be  no 
horizontal  shearing  stresses  on  vertical  longitudinal  planes  and 
hence  no  horizontal  shearing  components  on  the  cross  sec- 
tions. 

On  cross  sections  of  certain  types,  however,  horizontal  shearing 
components  will  exist.  For  example,  according  to  the  theory  of 
longitudinal  shearing,  there  will  be  horizontal  shearing  stresses  on 
vertical  longitudinal  sections  through  the  flanges  of  an  I  beam 
and  hence  there  will  be  horizontal  shearing  components  on  the 
cross  sections  through  the  flanges.  The  intensities  of  these  com- 
ponents will  be  so  small,  however,  that  the  determination  of  the 
manner  of  their  distribution  is  of  no  practical  value.  The 
web  of  the  I  beam  may  be  considered  to  be  subjected  to  plane 
stress. 

90.  Graphical  Representation  of  the  Shearing  Stress.  —  If 
the  values  of  the  shearing  stress  intensity  at  different  points  of  a 
rectangular  cross  section  are  laid  off  as  ordinates  from  the  trace 
AB,  of  the  cross  section  on  the  plane  of  loading  (Fig.  108b),  and  a 
line  be  drawn  through  the  ends  of  the  ordinates,  a  diagram  showing 
the  intensity  s  of  the  shearing  stress  at  all  points  in  the  cross  section 
will  result. 

If  each  ordinate  of  the  diagram  for  s  is  multiplied  by  the  width 
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of  the  section  at  that  point ,  the  ordinates  for  a  diagram  repreeenting 
the  value  Z  (Fig.  lOSc)  will  be  obtained. 

It  is  evident  from  the  form  of  the  equations  (Art.  89)  that  the 
curves  AcB  and  AdB,  representing  the  values  of  s  and  Z,  re- 
spectively, will  be  parabolas  with  then*  axes  coinciding  with  the 
central  axis  XX  of  the  beam. 


(b) 
Fig.  108. 


The  area  AdB  (Fig.  108c)  will  evidently  represent  the  value  of 
the  resultant  shearing  stress  on  the  section 


8  =  JsdA=  flzdy. 


The  diagrams  for  s  and  Z  for  an  I  section  (Fig.  109)  are  con- 
structed in  the  same  way  as  those  for  the  rectangular  section. 


It  should  be  noted  that  a  lai^  portion  of  the  resultant  shearing 
stress,  represented  by  the  area  AdB  (Fig.  109c),  acts  on  the  cross 
section  of  the  web  of  the  beam  and  that  an  approjdmately  correct 
value,  for  the  greatest  intensity  of  the  shearing  stress  may  be 
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obtained  by  dividing  the  resultant  shearing  stress  by  the  area  of 
the  cross  section  of  the  web,  that  is 

S 


8  = 


ilweb 


(approx.) (2) 


Similar  diagrams  may  be  constructed  to  represent  the  distribu- 
tion of  the  shearing  stress  on  other  shaped  cross  sections  as  was 
done  to  represent  the  distribution  of  the  normal  stress  (Art.  78). 

91.  Problems.  —  Longitudinal  Shearing  Stresses  in  Beams.  — 
The  following  problems  will  serve  to  illustrate  a  few  applications 
of  the  theory  of  longitudinal  shearing  in  beams. 

Problem  1. 

The  vertical  shearing  force  on  a  given  section  of  a  6''  X  12"  beam  is  4800 
lbs.  Find  the  longitudinal  shearing  force  per  miit  of  length  ~  vertical 
shearing  force  per  imit  of  depth,  also  the  intensity  of  the  longitudinal  shearing 
stress  on  the  horizontal  plane  =  the  intensity  of  the  shearing  stress  on  the 
vertical  plane,  at  the  neutral  axis  and  at  points  1",  2",  3",  4",  5"  and  6"  from 
the  neutral  axis. 

SoltUion,  —  By  use  of  equations  (3),  (4)  and  (5)  (Art.  80)  the  results  given  in 
the  following  table  can  be  easily  obtained.  In  the  case  of  the  rectangular  cross 
section  the  least  amount  of  work  will  be  involved  if  the  values  of  9  are  obtained 
first  by  the  use  of  Equation  (5) .  The  values  of  Z  can  then  be  readily  found  and 
it  is  unnecessary  to  compute  the  values  of  Q.  For  other  cross  sections,  how- 
ever, the  simplest  solution  will  be  made  by  finding  the  values  of  Q,  Z  and  s  in 
the  order  given. 


y     ^^ 

.     SQ 

Points. 

Q  (in».)» 

^-  / 

•- W 

Ibe.  per  in. 

lbs.  per  sq.  in. 

Neutral  axis 
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105 

583 
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3 
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4 

60 

333 
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5 

33 
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30.5 

6 

0 

0 

0.0 

SO 
Plot  the  values  of  Z  and  8  and  show  that  the  area  under  the  Z  »  -~  line 

represents  4800  lbs. 

Problem  2. 

If  the  outside  fiber  stress  on  the  section  given  in  Problem  (1)  is  600  lbs.  per 
sq.  in.  find  the  magnitude  and  direction  of  the  resultant  of  the  normal  and 
shearing  intensities  of  the  stress  on  the  cross  section  at  the  neutral  axis  and  at 
points  2f',  4"  and  6",  from  the  neutral  axis. 
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Problem  3. 

Find  the  greatest  intensity  of  the  longitudinal  shearing  stress  in  the  beam 
given  in  Problem  (1)  (Art.  76).    Assume  a  cross  section  8"  X  16' 


if 


Problem  4. 

The  shearing  force  at  a  cross  section  of  a  wooden  beam,  6"  X  12",  is  8000 
lbs.    Find  the  maximum  intensity  of  the  shearing  stress  on  the  section. 

Problem  6. 

Make  diagrams  showing  the  intensities  of  the  shearing  stress  at  different 
points  in  the  cross  section  given  (Problem  4);  also  make  a  diagram  showing 
the  distribution  of  the  total  shearing  stress. 

Problem  6. 

A  beam  of  10"  X  12"  rectangular  cross  section  is  supported  at  the  ends  and 
is  subjected  to  a  uniformly  distributed  load,  including  its  own  weight,  of  1000 
lbs.  per  ft.  of  length.  If  the  span  is  20  ft.,  find  the  total  longitudinal  shearing 
force  at  the  neutral  layer  between  sections  4  ft.  and  6  ft.  from  one  support. 

Problem  7. 

A  total  load  W  is  divided  equally  between  two  points  equidistant  from 
the  middle  of  a  6"  X  12"  wooden  beam  having  a  12  ft.  span,  supported  at  the 
ends.  Find  the  magnitude  of  W  and  the  distance  of  the  points  of  application 
from  the  middle  of  the  span,  provided  the  conditions  that  maximum  intensity 
of  longitudinal  shearing  stress  =  100  lbs.  per  sq.  in.  and  the  maximum  fiber 
stress  =  1200  lbs.  per  sq.  in.  are  both  satisfied. 

Problem  8. 

Find  the  magnitude  of  the  total  load  W  which  the  beam  (Fig.  110)  will  sup- 
port when  the  greatest  intensity  of  the  longitudinal  shearing  stress  is  100  lbs. 
per  sq.  in.    Assume  the  cross  section  of  beam  to  be  4"  X  12". 


*^ 
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800  lbs.  per  ft. 
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Fig.  110. 


Problem  9. 

The  beam  shown  (Fig.  Ill)  is  built  up  by  bolting  foiur  wooden  planks,  2"  X 
8",  together  with  f"  bolts  placed  in  pairs  (Fig.  1 1  lb),  the  spacing  from  center  to 
center  of  the  pairs  being  8".  Find  the  magnitude  of  the  greatest  shearing 
stress  on  the  bolts.  Assume  a  pair  of  bolts  at  each  end  section  in  lines  of 
action  of  Ri  and  Rt, 
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Problem  10. 

The  dimensioDS  of  the  cross  section  of  a  stoadard  15"  I  beam  are  approxi- 
mately those  shown  in  Fig.  (112).  Assuming  that  the  resultant  shearing  stress 
on  the  cross  section  is  25,000  lbs.,  calculate  the  intensities  of  the  shearing  stress 
at  the  neutral  axis  and  at  points  2",  4",  6^"  and  7}"  distant  from  the  neutral 
axis.  Plot  a  diagram  showing  the  variation  in  the  shearing  stress  intensity; 
also  plot  a  diagram  showing  tlie  distribution  of  the  total  shearing  stress  on  the 
section.    Calculate  the  percentage  of  the  total  shear  taken  by  the  web. 
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Fig.  111. 


Problem  11. 
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Determine  the  average  value  of  the  shearing  stress  intensity  on  the  cross 
section  given  (Problem  10),  assuming  that  the  total  stress  is  uniformly  dis- 
tributed over  the  cross  section  of  the  web  only- 


Problem  12. 
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Fig.  112 


A  plate  girder,  of  the  cross  section  shown  (Fig.  113),  is  made  up  of  a  web 
plate  36"  X  J",  4  angles  6"  X  3J"  X  i",  and  2  flange  plates  12"  X  i".  The 
span  »  30  ft.  The  rivets  are  f "  diameter.  The  girder  is  subjected  to  a 
uniformly  distributed  load  of  4000  lbs.  per  ft.  Assuming  that  the  allowable 
stress  intensities  are/t  »  8000  lbs.  per  sq.  in.,  fe  »  16,000  lbs.  per  sq.  in.,  com- 
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puted  for  the  nominal  diameter  of  the  rivetSi  find  the  allowable  spacing  of  the 
rivets  near  the  ends  of  the  girder. 
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Fig.  113. 


SdtUion,  —  The  moment  of  inertia  of  the  section  with  respect  to  the  neutral 
axis  1-1  may  be  easily  determined  and  will  be  foimd  to  be  equal  to 

I  -  10,880  (ins.)* 
The  resistance  of  a  rivet  to  single  shear  will  be  equal  to 

Wi  =/.^  =  3640  lbs. 

and  the  resistance  to  double  shear 

IT,  =  2/.^  =  7080  lbs. 

The  allowable  bearing  pressure  of  a  rivet  in  }"  plate  will  be  equal  to 

TF,  =  /^d  =  6000  lbs. 

In  computing  the  spacing  near  the  supports  we  will  use  the  maximum  valu<; 

of  the  shearing  force 

S  =  60,000, 

assuming  that  the  value  is  constant  for  a  small  distance  near  the  support. 
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This  appronmation  will  make  the  computed  stresses  on  the  rivets  slightly 
greater  than  the  actual  stresses. 

Web  RweU.  —  If  we  let  p  =  the  pitch  of  the  rivets,  the  total  stress  carried 
by  one  rivet  will  be  equal  to 

^  X  p  (Art.  88) 

and  this  quantity  must  not  be  greater  than  the  allowable  load  on  a  rivet. 
The  value  of  Q  will  evidently  be  equal  to 

Q  =  12XiX18iH-2X4X  17.3  =  25(/(ins.)« 

„  SQ         60000X260         .^^ 

Hence  p-^  -p       1088O       "  ^  ^^' 

Since  the  web  rivets  are  in  double  shear  and  the  resistance  to  double  shear 

is  greater  than  the  allowable  bearing  pressure,  the  allowable  load  per  rivet  will 

be  equal  to 

TF,  =  6000 

.*.  p  1380  =  6000 

and  solving  for  p  we  obtain 

p  =  4.35". 

Flange  Rivets.  —  Let  pi  =  the  pitch  of  the  rivets.    Since  the  rivets  will  be 

placed  in  pairs  on  either  side  of  the  web  the  total  stress  carried  by  one  pair  of 

rivets  will  be  equal  to 

SQi 


where 

Oi- 

PiX   y^  , 
12  X  J  X  18J  =  111  (in8.)» 

Hence 

PiX 

SQi      60000X111^       ^,0-. 
/    =       10880       P^-^12p,. 

Since  the  rivets 
be  equal  to 

are  in  single  shear  the  allowable  load  on  a  pair 

2  Wi  =  7080 
/.  612  pi  =»  7080 

of  rivets  will 

and  solving  for  pi 

we  obtain 

Pi  =  11.6". 

It  is  customary  in  a  girder  of  this  type  to  make  the  pitch  of  the  flange  rivets 
the  same  as  that  of  the  web  rivets  and  the  foregoing  solution  shows  that,  when 
a  single  row  of  web  rivets  is  used,  these  rivets  will  carry  the  greatest  stress. 

The  solution  might  have  been  made  by  computing  the  values  of  /  and  Q  for 
the  net  section  of  the  girder,  at  a  cross  section  through  the  centers  of  the  rivets, 
by  deducting  the  area  of  the  rivet  holes.  The  results  obtained  by  this  method 
would  differ  little,  however,  from  those  given  above. 

Problem  13. 

A  built-up  beam  is  made  by  riveting  a  plate,  10"  X  }",  to  each  flange  6f  a 
standard  20"  I  beam,  weighing  80  lbs.  per  ft.  The  moment  of  inertia  of  the 
I  beam  about  its  neutral  axis  »  1466  (ins.)^.  The  built-up  beam  is  supported 
at  the  ends  and  a  total  load  W  is  concentrated  at  two  points  dividing  the  span 
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into  thirds.  Find  the  magnitude  of  IF,  provided  the  maximum  fiber  stress  in 
the  built-up  beam  is  14,000  lbs.  per  sq.  in.  If  there  are  two  lines  of  }"  rivets 
in  each  flange  and  the  spacing  of  the  rivets,  along  the  beam,  is  6"  on  centers, 
find  the  total  load  duried  by  each  rivet  due  to  longitudinal  shearing.  Assume 
the  span  —  30  ft.  and  neglect  the  weight  of  beam.  Use  the  net  section  through 
the  rivet  holes  in  making  all  calculations,  allowing  1"  for  the  diameter  of  the 
rivet  holes. 

92.  Principal  Stresses  in  Beams.  —  In  the  course  of  the  pre- 
ceding discussion  the  formulas  for  the  intensities  of  the  normal 
and  shearing  components  of  the  stress  at  any  point  in  a  cross 
section  at  right  angles  to  the  axis  of  a  beam  have  been  obtained. 
Hence,  if  required,  the  resultant  intensity  of  stress 

Pr  =  VM^ (1) 

at  any  point  in  a  cross  section  can  be  determined. 

fbccept  for  the  compressive  stresses  due  to  the  external  forces 
acting  on  the  beam,  which  may  ordinarily  be  neglected  (Art.  53), 
the  stress  on  any  longitudinal  section  has  been  shown  to  consist 
of  a  shearing  component  only,  the  intensity  of  which  can  easily  be 
determined. 


FiQ.  114. 

The  intensities  of  the  stress  components  on  two  planes  at  right 
angles  through  any  point  being  known,  the  principal  planes  of 
stress  and  the  intensities  of  the  principal  stresses  (Art.  28)  at  the 
point  can  always  be  determined  in  any  case  in  which  a  beam  is 
subjected  to  plane  stress. 

For  example,  Si  AB  (Fig.  114)  represents  any  cross  section  of  a 
rectangular  beam,  of  breadth  h  and  depth  A,  at  which  the  shearing 
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force  and  bending  moment  are  equal  to  S  and  JIf ,  respectively,  the 
normal  stress  intensity  at  any  point  Oi  at  a  distance  y  from  the 
neutral  axis  will  be  equal  to 

.My_  12  My  ,«. 

^""T""6A^ ^^^ 

and  the  shearing  stress  intensity  at  the  point  wiU  be  equal  to 

both  of  which  quantities  are  represented  as  positive. 

The  shearing  stress  intensity  on  the  horizontal  plane  through  Oi 
also  will  be  given  by  equation  (3). 

Hence  the  principal  stress  intensities  at  Oi  will  be  equal  to 

ni=^  +  ^V/H^T?(Art.32)     ....     (4) 
and 

n2=^-iVfH^4^; (6) 

and  the  angles  a  between  the  coordinate  axes  and  the  normals  to 
the  principal  planes  of  stress  can  be  determined  from  the  equation 

tan  2  a  =  y  (Art.  32) (6) 

An  inspection  of  equations  (4)  and  (5)  will  show  that  rii  is  the 
intensity  of  a  tensile  stress  and  nz  that  of  a  compressive  stress. 

The  eUipse  of  stress  at  the  point  Oi  can  be  constructed  with  the 
vectors  rii  and  n2  as  semi-major  and  semi-minor  axes. 

The  planes  of  maximum  shear  through  Oi  will  make  angles  of 
45°  with  the  principal  planes  and  the  intensities  of  the  shearing 
stresses  on  these  planes  will  be  equal  to 

«i  =  ^^^  (Art.  31) (7) 

At  the  intersection  of  the  cross  section  and  the  neutral  layer  the 

above  equations  reduce  to 

ni  =  +8 (8) 

W2  =  -« (9) 

tan2a  =  oo (10) 

Therefore  the  principal  stresses  at  this  point  are  equal  in  magni- 
tude and  of  opposite  sign  and  the  principal  planes  of  stress  make 
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angles  of  45^  with  the  coordinate  axes  (Art.  32),  the  cross  section 
and  the  neutral  plane  being  in  this  case  the  planes  of  maxiTniim 
shear.    The  ellipse  of  stress  at  0  is  evidently  a  circle. 

At  the  bottom  and  the  top  of  the  cross  section  s  =  0;  and  hence 
the  outside  fiber  stresses  are  principal  stresses  at  the  points  B  and 
A.  There  being  no  stress  on  the  horizontal  planes  at  B  and  A^  the 
ellipse  of  stress  becomes  a  straight  line  in  each  case. 

Since  there  is  no  shearing  stress  at  any  point  in  a  cross  section 
at  which  the  bendmg  moment  is  a  maximum,  the  section  is  a 
principal  plane  of  stress  at  every  point  through  which  it  passes 
and  hence  the  fiber  stress  at  any  point  in  the  section  is  greater  than 
the  stress  intensity  on  any  other  plane  through  the  point. 

In  general,  therefore,  when  a  cross  section  of  a  beam  is  sub- 
jected to  combined  shearing  and  normal  stresses  the  planes  of 
principal  stress  through  diflFerent  points  in  the  cross  section  are 
inclined,  one  at  an  angle  a  and  the  other  at  an  angle  90°  +  a,  with 
the  section  and  the  value  of  a  will  vary  from  zero,  at  points  farthest 
from  the  neutral  axis  of  the  section,  to  a  maximum  of  45°,  at  points 
on  the  neutral  axis.  The  magnitude  of  the  maximum  principal 
stress  intensity  for  all  the  points  located  in  a  given  cross  section 
will  be  found  to  be  greatest  at  points  which  are  farthest  from  the 
neutral  axis,  except  that,  in  cases  where  the  bending  moment  at 
the  section  is  suflSciently  small,  the  greatest  intensity  of  the  princi- 
pal stress  will  occur  at  points  on  the  neutral  axis  or  at  points 
between  the  neutral  axis  and  the  outside  of  the  section,  depending 
on  the  shape  of  the  section. 

In  simple  types  of  beams  it  will  be  found  that  the  greatest 
principal  stress  intensity  at  any  point  near  the  cross  section  at 
which  the  bending  moment  is  zero  is  much  less  than  that  at  the 
outside  fiber  stress  at  the  section  at  which  the  bending  moment  is 
a  maximum.  In  such  a  beam,  therefore,  the  value  of  the  maximum 
outside  fiber  stress 

is  greater  than  the  stress  intensity  on  any  plane  passing  through 
any  other  point  in  the  beam. 

In  the  design  of  more  complex  built-up  beams,  however,  the 
determination  of  the  principal  stresses,  after  the  manner  indicated 
above,  at  points  in  other  sections  than  the  section  of  the  greatest 
bending  moment,  will  be  found  to  be  necessary. 
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93.  Problems.  —  Stresses  in  Beams.  —  Principal  Stresses.  — 
Problem  1. 

A  standard  24''  I  beam,  80  lbs.  per  ft.,  is  supported  at  the  ends  and  carries,  in 
addition  to  its  own  wei^t,  a  single  concentrated  load  of  34,000  lbs.  at  the 
center  of  the  beam.  Span  —  20  ft. 
ii  »  2087.2  (ins.)^  Section  modu- 
lus =  173.9  (ins.)».  Cross  section  = 
23.32  sq.  in.  (Fig.  115). 

Find  the  following  quantities,  for 
points  on  the  neutral  axis  and  at  4", 
'8",  10.86"  and  12"  from  the  neutral 
axis  at  each  of  the  following  sections, 
viz.,  (1)  Just  to  right  of  left  hand 
support,  (2)  i  of  span  from  left  hand 
support,  (3)  Just  to  the  left  of  the 
single  concentrated  load  W: 

(a)  The  intensity  /  of  the  normal 
stress  on  the  cross  section; 

(b)  The  intensity  «  of  the  vertical 
shearing  stress  on  the  cross  sec- 
tion; 

(c)  The  angles  oi  and  on  that  the 


i    I 


Detail: 
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Fig.  115. 


normals  to  the  principal  planes  of 
stress  make  with  the  axis  of  the  beam; 

(d)  The  principal  stress  intensities  ni  and  ns. 

Solution.  —  The  values  of  the  shearing  forces  and  bending  moments  for  the 
sections  (1),  (2)  and  (3)  will  be  the  following: 

(1)  S  =  17,800  lbs.  Af  =  0. 

(2)  S  =  17,600  lbs.      M  =  531,000  in.  lbs. 

(3)  S  =  17,000  lbs.      M  -  2,088,000  in.  lbs. 

(a)  and  (b).    By  use  of  the  formulas  /  =  -y-  and  «  =*  tt  the  values  of  /  and 
s  given  in  the  following  table  may  be  readily  obtained. 


Normal  and  Shearing  Stress  Intenbitieb 
(Pounds  per  square  inch) 


Sectbn  1. 

SectioD  2. 

Sections. 

Points. 

Q  (in8.)» 

/ 

B 

/ 

9 

/ 

s 

0 

101.4 

0 

-  1730 

0 

-1710 

0 

-1651 

4 

97.4 

0 

-1661 

-  1017 

-  1642 

-4,000 

-1586 

8 

85.4 

0 

-  1456 

-2035 

-  1440 

-8,000 

-1390 

10.86 

71.9 

0 

-  1226 

-2762 

-  1212 

-10,860 

-  1171 

12.0 

0.0 

0 

0 

-3052 

0 

-12,000 

0 
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(c)  The  angles  made  by  the  principal  axes  of  stress  with  the  axis  of  the  beam 
may  be  calculated  from  the  formula, 

tan  2  a  =  -jr ,  , 

and  the  following  results  obtained. 


Angles  Made  by 

THE  Principal  Axes 

Pninta. 

Seotioiil. 

Section  2. 

Section  3. 

tti 

«» 

«i 

Of 

«! 

«f 

0 

46° 

135° 

46° 

135° 

46° 

135° 

4 

45° 

135° 

36°  24' 

126°  24' 

19°  13' 

109°  13' 

8 

46° 

135° 

27°  23' 

117°  23' 

9°  35' 

99°  35' 

10.86 

46° 

135° 

20°  38' 

110°  38' 

6°  7' 

96°  7' 

12.0 

•  •  •  • 

•  •  *  • 

0° 

90° 

0° 

90° 

(d)  The  principal  stress  intensities  may  be  computed  from  the  formulas, 


ni-^  +  ^V/«  +  4««, 


«.='^-^V>  +  4««. 


Principal  Stresses 
(Pounds  per  square  inch) 


Section  1. 

Section  2. 

Section  3. 

Points. 

1 

Hi 

rh 

«i 

rh 

n,          1              n. 

0 

-  1730 

1730 

-1710 

1710 

-1,651 

1651 

4 

-1661 

1661 

-2227 

1211 

-4,553 

553 

8 

-1456 

1456 

-2781 

746 

-8,235 

235 

10  86 

-1226 

1226 

-3218 

456 

-  11,000 

137 

12.0 

0 

0 

-3042 

0 

-12,000 

0 

Problem  2. 

From  the  results  given  for  Problem  (1),  make  a  sketch  showing  the  position 
of  the  principal  axes  of  stress  and  the  general  form  of  the  ellipse  of  stress  for 
each  of  the  points  given;  and  also  for  the  points  symmetrically  located  on  the 
opposite  side  of  the  neutral  layer  of  the  beam. 

Problem  3. 

From  the  results  given  for  Problem  (1),  compute  the  following: 

(a)  The  percentage  of  the  total  shearing  stress,  on  the  cross  section,  taken  by 
the  web  and  flanges,  respectively; 

(b)  The  percentage  of  the  total  moment  of  resistance  of  the  section  taken  by 
the  web  and  flanges,  respectively; 
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(c)  The  average  intensity  of  the  vertical  shearing  stress  in  the  web,  assuming 
that  all  the  shear  is  taken  by  the  web  and  that  the  stress  is  uniformly  dis- 
tributed; 

(d)  The  average  intensity  of  the  shearing  stress  actually  carried  by  the  web. 

Problem  4. 

A  wooden  beam  8"  X  12"  cross  section  is  supported  at  the  ends- and  sub- 
iected  to  a  uniformly  distributed  load,  including  its  own  weight,  of  600  lbs. 
per  ft.  Span  » 16  ft.  Find  the  following  quantities,  for  points  on  the  neutral 
axis  and  at  2",  4",  and  6"  from  the  neutral  axis  at  each  of  the  following  sec- 
tions, viz.,  (1)  Just  to  right  of  left  hand  support,  (2)  i  span  from  left  support, 
(3)  i  span  from  left  support,  (4)  At  the  middle  of  the  span: 

(a)  The  intensity  of  the  normal  stress  on  the  cross  section; 

(b)  The  intensity  of  vertical  shearing  stress  on  the  cross  section; 

(c)  The  angles  made  by  the  principal  axes  of  stress  with  the  axis  of  the 
beam; 

(d)  The  principal  stress  intensities. 

Problem  6. 

From  the  results  obtained  in  Problem  (4) ,  make  a  sketch  showing  the  position 
of  the  principal  axes  of  stress  and  the  general  form  of  the  ellipse  of  stress  for 
each  of  the  points  given  and  also  for  points  symmetrically  located  on  the  oppo- 
site side  of  the  neutral  layer  of  the  beam. 


K- 


I 


-a*:; 


6^^'^'^yy/7XAZC^///yy/y^jL 


-^ 


DelAU: 

I-91MLfi^ilis5 

S-eiOiOinB* 


Fig.  116. 

Problem  6. 

A  standard  30"  Bethlehem  Girder  Beam,  200  lbs.  per  ft.  (Fig.  116),  with  a 
30  ft.  span,  is  supported  at  the  ends  and  loaded  uniformly.  l\  »  0150  (ins.)^. 
Section  modulus  »  610  (ins.)*.  Area  of  cross  section  »  58.7  sq.  ins.  Total 
load  including  weight  of  beam  «  200,000  lbs.  Find  the  following  quantities, 
for  points  on  the  neutral  axis  and  at  6",  13.4"  and  15",  from  the  neutral  axis 
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at  each  of  the  following  sections,  viz.,  (1)  Just  to  the  right  of  left  support,  (2) 
}  span  from  left  hand  support,  (3)  i  span  from  left  hand  support,  (4)  the 
middle  of  the  span: 

(a)  The  intensity  of  the  normal  stress  on  the  cross  section; 

(b)  The  intensity  of  vertical  shearing  stress  on  the  cross  section; 

(c)  The  angles  that  the  principal  axes  of  stress  make  with  the  axis  of  the 
beam; 

(d)  The  principal  stress  intensities. 


CHAPTER  V. 

THE  DEFLECTION  OF  BEAMS. 

94.  Flexure  of  Beams.  —  In  the  preceding  chapter  the  theory 
of  bending,  as  applied  to  the  determination  of  the  stress,  has  been 
discussed  without  reference  to  the  stiffness,  or  the  ability  of  a  beam 
to  resist  flexure.  The  importance  of  this  property  is  well  recognized 
in  the  design  of  floor  beams  and  other  members  in  structures  and 
machines,  where  it  is  necessary  to  limit  the  amount  of  bending, 
or  to  limit  the  maximum  deflection  of  a  beam  to  a  certain  small 
fractional  part  of  its  length. 

In  the  discussion  of  the  theory  of  flexure,  as  applied  to  the  deter- 
mination of  the  deflection  of  beams,  we  shall,  as  in  the  previous 
chapter,  use  horizontal  beams  as  illustrations  although  it  will  be 
clearly  evident  that  the  formulas  derived  will  apply  in  any  case 
where  a  beam  is  subjected  to  transverse  loads,  whatever  its  posi- 
tion may  be. 

The  theory  is  a  continuation  of  the  theory  for  determining  fiber 
stress  (Arts.  66  and  69),  and  is  based  on  the  same  assumptions  and 
subject  to  the  same  limitations.  The  results  obtained  will  be 
approximate  so  far  as  the  assumptions  made  are  inexact  (Art.  69), 
but  the  amount  of  the  error  in  any  case,  coming  within  the  limita- 
tions imposed,  will  be  slight. 

96.  Differential  Equation  of  the  Elastic  Curve.  —  The  straight 
line  passing  through  the  center  of  gravity  of  every  cross  section  of 
a  beam  before  it  is  bent  is  called  the  axis  of  the  beam.  After  bend- 
ing occurs  this  line  takes  the  form  of  a  continuous  curve  which  is 
commonly  known  as  the  elastic  curve  of  the  beam.  The  curve  will 
evidently  be  the  same  as  the  trace  of  the  neutral  layer  (Art.  66)  on 
the  plane  of  loading.  All  straight  lines,  or  fibers,  parallel  to  the 
axis  of  the  beam  before  bending,  will  become  curves,  parallel  to  the 
elastic  curve,  after  bending  takes  place.  The  differential  equa- 
tion of  the  elastic  curve,  referred  to  rectangular  coordinate  axes, 
may  be  obtained  as  follows: 

Let  the  sketch  (Fig.  117)  represent  the  form  taken  by  a  beam 
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which  is  bent  under  the  action  of  transverse  loads,  or  by  terminal 
couples,  or  by  a  combination  of  both. 

Let  OX  and  OF  be  a  pair  of  rectangular  coordinate  axes^  with 
the  origin  at  one  end  of  the  beam  and  OX  coinciding  with  the 
position  of  the  axis  of  the  beam  before  bending. 


Fig.  117. 


Let  AB  represent  any  cross  section  intersecting  the  elastic  curve 
at  a  point  whose  coordinates  are  (x,  v)  and  GH  a  cross  sectipn 
at  such  a  small  distance  from  AB  that  the  portion  of  any  fiber 
between  the  two  sections  can  be  considered  circular  in  form. 

At  the  cross  section  AB  let  M  =  the  bending  moment,  /  =  the 
moment  of  inertia  of  the  section  about  the  neutral  axis,  /  =  the 
normal  stress  intensity  at  any  point,  at  a  distance  y  from  the  neu- 
tral axis,  and  e  —  the  extension  in  the  fiber  intersecting  the  section 
at  this  point.  Let  r  =  the  radius  of  curvature  of  the  elastic  curve 
between  AB  and  GH  and  E  =  the  modulus  of  elasticity  of  the 
material. 

No  extension  in  the  neutral  layer  will  be  caused  by  the  bending, 
since  the  normal  stress  intensity  is  zero  at  the  neutral  axis  of  every 
cross  section.  Hence,  if  we  let  I  =  the  distance  between  the  sec- 
tions AB  and  GH  before  bending,  the  length  of  the  portion  of  the 
elastic  curve  between  the  sections  after  bending  will  be  equal  to  I 
and  the  length  of  any  fiber  at  a  distance  y  from  the  neutral  layer 
will  be  equal  to  i  +  cJ.    Therefore, 

1  +  el  _r  +  y 
I  r~ 

and 


r 


(1) 
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From  the  third  assumption  of  the  theory  (Art.  66)  we  obtain 

e=|, (2) 

and  by  equating  (1)  and  (2) 

r^Ei' ^^^ 

which  gives  us  the  relation  between  the  ciurvature  of  the  elastic 
curve  and  the  fiber  stress  at  any  section. 
From  the  formula  for  fiber  stress  we  obtain 

^  =  -       .         .  (4) 

and  subfltituting  in  equation  (3), 

r~  EI ^^' 

From  the  Differential  Calculus, 

In  ordinary  cases  -p  is  so  small,  when  compared  with  unity,  that 

higher  powers  than  the  first  may  be  neglected,  without  appreciable 
error,  hence 

J=S (') 

By  equating  (5)  and  (7)  we  obtain 

dx"     EI' ^®^ 

which  is  the  differential  equation  of  the  elastic  curve  from  which 
the  general  equation  for  any  case  may  be  obtained,  provided  M 
and  /  can  be  expressed  in  integrable  terms  of  the  variable  x. 

It  should  be  noted  that  the  quantity  M  in  equation  (8)  repre- 
sents the  value  of  the  bending  moment  at  any  cross  section  and 
that  the  signs  of  bending  moments  adopted  for  horizontal  beams 

(Art.  64)  are  in  agreement  with  the  sign  of  the  derivative  -t-j  ,  if  the 

usual  convention  of  signs  of  the  horizontal  and  vertical  coordinates 
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X  and  V  is  followed.    Also,  since  the  sign  of  the  moment  of  resistance 

// 

—  is  always  opposite  to  the  sign  of  the  bending  moment,  equation 

If 

(4)  should  be  written 

f  _M 

~y~  I' 

if  algebraic  signs  are  to  be  used  and  M  is  taken  to  represent  the 
bending  moment.  This  equation  is  in  accord  with  the  system  of 
signs,  if  y  is  positive  when  measured  upward  and  a  tension  stress 
is  called  plus  (Art.  66). 

96.  Slope  and  Deflection  from  the  Elastic  Curve.  —  If  at  any 
section,  distant  x  from  the  origin  (Fig.  117),  we  let  i  =  the  angle, 
in  radians,  which  the  tangent  to  the  elastic  curve  makes  with  the 
horizontal,  we  have,  when  i  is  small  throughout  the  length  of  the 
curve, 

-T-  =  tan  1  =  1  (very  nearly). 

This  quantity  is  called  the  angle  of  slope,  or  usually  the  slope, 
simply,  of  the  elastic  curve  at  the  point  x  distant  from  the  origin. 
It  is  evident  that  one  integration  of  equation  (8)  (Art.  95)  will 
give  the  equation  for  the  slope  and  a  second  integration  will  give 
the  equation  for  the  deflection  at  any  point  on  the  curve.  Hence, 
for  the  slope 

and  for  the  deflection, 

V  =  j  idx=   I  j  -pjdx dx. (2) 

It  should  be  observed  that  when  the  convention  of  signs  adopted 
in  the  preceding  article  is  followed,  the  value  of  v,  as  determined 
from  the  equation  of  the  elastic  curve,  will  be  negative  when  the 
deflection  is  downward  and  positive  when  the  deflection  is  upward; 
also  that  the  sign  of  i  will  be  in  accord  with  the  usual  sign  for  a 
positive  or  negative  angle. 

If  the  beam  is  of  uniform  section,  I  will  be  constant  and  M  must 
be  expressed  in  terms  of  x  in  order  to  perform  the  integration. 

If  the  beam  is  of  nonuniform  section,  /  will  be  variable  and  must 
be  expressed  in  terms  of  x,  as  well  as  Af . 


'I 


..  <' 


',     L  t 
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Under  the  limitations  imposed  (Art.  63),  the  theory  of  flexure 
applies  to  beams  of  uniform  cross  section  only,  but  it  is  customary 
to  use  the  equations  to  a  limited  extent  for  determining  the  de- 
flection of  beams  of  varying  section.  Unless  otherwise  stated  the 
deduction  of  formulas  will  be  limited  to  cases  where  the  cross 
sections  are  uniform. 

In  such  cases  equations  (1)  and  (2)  may  be  written 

EIi=fMdx (3) 

and 

EIv  =  Elfidx  ^^J/m  dx  dx.      .     (4) 

If  we  substitute  the  following  value  of  the  bending  moment, 
obtained  from  equation  (8)  (Art.  95), 

dx^ 
in  equations  (1)  and  (2)  (Art.  71),  we  obtain 

and 

<»-s-«s (« 

If  w  is  constant,  or  a  known  integrable  function  of  x,  the  general 
expressions  for  S,  M ,  i  and  v  at  any  cross  section  of  a  beam  may 
evidently  be  found  by  one,  two,  three  and  four  integrations  of 
equation  (6).  If  the  integration  is  made  without  using  limits,  a 
constant  must  be  added  at  each  integration,  each  constant  being 
determined  from  some  condition  of  the  problem. 

Usually  the  first  two  integrations  can  be  omitted  and  the 
equations  for  slope  and  deflection  obtained  by  expressing  3f  as  a 
function  of  x  and  integrating  equations  (1)  and  (2). 

In  all  cases  in  which  the  foregoing  equations  will  apply,  the 
bending  will  be  slight  and  sufficient  accuracy  will  be  obtained  if 
the  length  of  the  elastic  curve  and  its  projection  on  the  OX  axis  are 
assumed  to  be  equal.  In  other  words  the  change  in  the  distance 
between  the  end  sections  of  a  beam  as  well  as  that  between  any 
other  two  cross  sections  due  to  the  curvature  will  be  neglected. 
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97.  General  Fonnulas  for  Slope  and  Deflection.  —  Unifonn 
Bending.  —  In  this  case  the  value  of  ilf  is  constant  and,  for  beams 
of  uniform  cross  section, 

~  =  iBTr  =  a  constant, (1) 

r      EI  '  ^  ^ 

and,  therefore,  the  elastic  curve  is  a  circle. 

If  {  =  the  length  of  the  beam  and  the  origin  is  taken  at  the  left 
end,  the  integration  of  equation  (3)  (Art.  96)  will  give 


Eli-^  M  Cdx  =  Mx  +  c, 


(2) 


where  c  is  the  constant  of  int^ration;   and  the  integration  of 
equation  (4)  (Art.  96)  will  give 


EIv 


/Mx^ 
idx—  -^ — h  ex  +  Ci,    .    .     .     •     (3) 


where  Ci  is  the  second  constant  of  integration.    The  values  of  the 
constants  will  be  obtained  for  two  cases. 


Fig.  118. 

'    (a)   When  the  bending  takes  pUicesoihcAthfic^ 

at  both  ends  qf  the  beam  (Fig.  118).  —  In  this  case  the  deflection 

r  *  0    when    x  —  0 

and  also 

i;  —  '  J    when    x  ^  L 

Applying  the  first  condition  to  equation  (3);  we  obtain 

Ci  =  0 

and  appljring  the  second  condition  to  the  same  equation, 

^      AfP 


+  d 


and  hence 


c  —  — 


m 

2 
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Substituting  the  values  of  e  and  ci  in  (2)  and  (3),  we  have  for  the  general 
formulas  for  slope  and  deflection, 

Eli^Mi^x^^y    .    . (4) 

and 

(5) 


EIv  =  ^  (a^  -  Ix). 


An  inspection  of  equation  (4)  will  show  that  the  greatest  slope  occurs  where 

X  a  0,  or  X  a-  ;,  and,  if  we  represent  its  value  where  x  -^  0  by  the  symbol  to,  we 

shall  have 

Ml 


to  «  - 


2EI 


(6) 


dv 


Since  ^  *"  3Z  >  the  greatest  deflection  will  evidently  occur  where  i  «  0,  or  when 

X  »  ^ ,  which  is  also  evident  from  the  fact  that  the  curve  is  a  circle;  and,  if  we 

represent  its  value  by  the  symbol  tH>,  we  shall  have 

MP 


8^7' 


(7) 


the  negative  sign  indicating  that  the  deflection  is  downward  when  M  is  positive 
and  upward  when  M  is  negative. 


Fig.  119. 

(b)   When  the  beam  la  fixed  in  direction  at  one  end,  ae  a  cantilever  beam  eub-' 
jeded  to  uniform  bending  (Fig.  110).  —  In  this  case  the  slope 

i  —  0    when    x  «  0 
and  hence,  from  equation  (2), 

c  =  0; 
also  the  deflection 

»  =■  0    when    x  —  0 

and  hence,  from  equation  (3), 

ci  -0. 

Substituting  the  values  of  c  and  ci  in  (2)  and  (3),  we  obtain 

EIi  =  Mx ,    (8) 

and 

ijir        Mi^  ,^. 

EIv^-^ (9) 

for  the  general  equations  for  slope  and  deflection. 
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The  maximnm  values  evidently  occur  when  x  »  Z;  and  hence 

••  =  17 (10) 

and 

In  this  case  the  deflection  is  evidently  downward  when  M  is  negative  and 
upward  when  M  is  positive. 

98.  General  Formulas  for  Slope  and  Deflection.  —  Ordinary 
Bending.  —  When  a  beam  is  subjected  to  ordinary  bending  by 
transverse  loads,  the  curvature  of  the  elastic  curve  varies  from 
point  to  point  throughout  its  entire  length  except  in  cases  where 
the  loading  is  such  that  the  bending  moment  over  a  portion  of  the 
beam  is  constant.  In  such  cases  the  curvature  will  evidently  be 
constant  throughout  the  portion  subjected  to  uniform  bending 
and  variable  for  the  remainder  of  the  length  of  the  beam. 

In  this  article  the  general  formulas  for  slope  and  deflection  for 
.  beams  of  uniform  cross  section,  subjected  to  some  of  the  simpler 
types  of  loading,  will  be  deduced.  The  values  of  the  greatest  slope 
to  and  of  the  greatest  deflection  vq  will  also  be  found.  For  simple 
loading  the  sections  of  the  beam  at  which  the  slope  and  deflection 
have  maximum  values  can  be  determined  by  inspection.  When 
the  loading  is  more  complex,  the  condition  that  the  slope  is  always 
zero  at  a  maximum  or  minimum  point  on  the  elastic  curve  will 
enable  us  to  determine  the  points  of  greatest  deflection;  and  the 
condition  that  the  bending  moment  is  equal  to  zero  at  points  on 
the  elastic  curve  at  which  the  slope  is  a  maximum  will  enable  us  to 
determine  the  points  of  greatest  slope. 

In  every  case,  if  the  load  is  distributed,  W  =  the  total  load  and 
w  —  the  load  per  unit  length.  In  each  case  the  position  of  the 
loads  and  supporting  forces,  the  length  of  the  span  I  and  other 
required  dimensions,  as  well  as  the  general  form  of  the  bending 
moment  diagram,  are  indicated  by  the  accompanying  sketch. 
The  effect  of  the  weight  of  the  material  in  the  beam  upon  the  slope 
and  deflection  is  neglected. 

(a)  Cantilever  heanij  single  concentrated  load  at  the  free  end  (Fig.  120).  —  The 
bending  moment  at  any  section,  at  a  distance  x  from  the  origin,  will  be  equal  to 

M  =  -  TT  (Z  -  x) (1) 

Substituting  this  value  in  equation  (3)  (Art.  96)  and  integrating,  we  obtain 

Eli^  fMdx^  -Wfii"x)dx=  -wllx-jS  +  c    .    .    (2) 
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and,  by  substituting  in  equation  (4)  tArt.  96)  and  integrating, 
Elv^El  Jidx^  -  W  J (ix  -  ^\  dx  +  c  fdx 

"-^(¥-1)+^+^' 


(3) 


To  obtain  the  constants  c  and  Ci,  observe  that,  when 

x  =  0,        %  —  0    and    v  —  0, 

Therefore  c  »  0  and  ci  —  0  and  the  general  formulas  for  the  slope  and  deflec- 
tion at  any  point  in  the  elastic  curve  reduce  to 


and 


Wx 
Eli I^(2Z-x) 


(4) 


(5) 


Fig.  120. 


Fig.  121. 


Evidently  both  the  slope  and  deflection  will  be  greatest  at  the  free  end  of 
the  beam,  when  x  —  l,  and  hence 


and 


to  =  - 


Vo  =  - 


2  El 

Wl* 
ZEl 


(6) 


(7) 


(b)  Cantilever  beavif  single  concentrated  load,  not  at  the  free  end  (Fig.  121).  — 
In  this  case  the  elastic  curve  of  the  portion  of  the  beam  between  the  fixed  end 
and  the  load  W  will  be  represented  by  an  equation  of  the  same  form  as  (5),  in 
the  preceding  case,  and  the  portion  between  the  load  and  the  free  end  will  be  a 
straight  line,  having  the  direction  of  the  tangent  at  the  point  in  the  curve  under 
the  load  W. 

Therefore,  by  substituting  a  for  Z  in  (4)  and  (5),  we  obtain 


and 


Eli=  -^(2a-x) 


(8) 


(») 
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the  equationa  for  the  slope  and  deflection  when  x  <  a.    When  x  «  a 


Eli  ="  - 


TFa* 


and    EIv  =  — 


TTo* 


and  hence  the  straight  line  between  the  load  and  the  free  end  may  be  repre- 
sented by  the  equation 


EIv  = ^ TT-  (x  —  a)  = 2-  (3  X  —  a). 


2 


6 


(10) 


At  the  free  end,  evidently, 


and 


«o  = 


t^  =  - 


2EI     '    ' 
6EI 


TroM2o-f  3b) 
QEI 


(11) 


(12) 


(c)  Cantilever  beam,  load  uniformly  distributed  over  Ua  entire  length  (Fig.  122). 
—  The  total  load  W—  u>l  and  the  bending  moment  at  any  section,  at  a  distance 
X  from  the  origin,  will  be  equal  to 


M=-^(Z-x)«--~(P-2Zx  +  x«), 


(13) 


FiQ.  122. 


Proceeding  as  before: 

E/t-  -U(p-2te  +  x«)4x=-  |(px-W  +  J^       .    (14) 


and 


the  constants  of  integration  being  zero  in  each  case. 

The  greatest  slope  and  deflection  will  both  occur  at  the  free  end  when  x  ^l, 

and  hence 

wl*  TFP^ 


lo  =  - 


and 


«(=  - 


wl* 
8JB/' 


6  El 

sEr 


(16) 


(17) 
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(d)  Simple  beam,  single  concentrated  load  at  center  of  span  (Fig.  123).  —  The 

W 
supporting  forces  wiU  each  be  equal  to  -^  and  the  bending  moment  at  any 

flection,  between  the  origin  and  the  load,  wiU  be  equal  to 


(18) 


3f  = 

w 

-  -ttX 

V 

I 

2                         

W 

7                          . . .  ^ 

LTTTnTfMi..L 

lilfUnimJ 

Fig.  123. 


Hence,  lor  values  of  x  between  0  and  ^,  the  slope  equation  will  be 


Wj^ 


Eli-^fxdx        ^ 
and  the  deflection  equation  will  be 

Elv  -'^fx^dx^cjdx 


+  e 


(19) 


Wx* 
12 


+  CX  +  Ci. 


(20) 


To  determine  the  constants  c  and  Ci,  observe  that  the  elastic  curve  will  be 
symmetrical  with  respect  to  the  line  of  action  of  W  and  hence  i  »  0  when 

X  —  ^,  and  therefore  (10)  gives 


WP 
16  ' 


Also,  since  v  »  0  when  x  »  0,  equation  (20)  gives  Ci  »  0.    Substituting  these 
values  in  (19)  and  (20)  we  obtain  the  general  formulas  for  this  case. 


and 


«/i-2(^_J) (21)   • 

Since  the  elastic  curve  is  synunetrical  with  respect  to  the  middle  point, 
•equations  (21)  and  (22)  may  be  applied  to  determine  the  slope  and  deflection  at 
any  point,  between  the  load  W  and  the  right  hand  support  i2s,  by  letting  x  *■ 
the  distance  of  the  point  from  Rt  instead  of  its  distance  from  jRi. 

The  maximum  deflection  will  evidently  occur  at  the  middle  of  the  beam  and 
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the  TnayimnTn  slope  at  the  support;  hence,  substituting  x  =  0  in  (21),  we  obtain 


to  »=  - 


I  . 


16^/ 


(23) 


and,  substituting  x  »  ;r  in  (22), 


»o  =  - 


(24) 


Each  half  of  the  elastic  curve  will  be  of  the  same  general  form  as  the  curve 
for  the  cantilever  beam  (Case  a)  and  equations  (23)  and  (24)  may  be  easily 
obtained  by  substituting  the  proper  values  in  (6)  and  (7). 

(e)  Simple  beam,  load  uniformly  distributed  over  its  entire  length  (Fig.  124). 

—  The  total  load  W  «■  wl.    Hence  the  supporting  forces  Ri  ^  Rt—  -^  and  the 
bending  moment  at  any  distance  z  from  the  origin  is  equal  to 


--.         wl  W7?        W  ,,  .V 


(26) 


RpT 


Fig.  124. 
Hence,  for  all  values  of  x  between  0  and  {, 

£/i-|/(to-*«)<fa-|(^-f)+c '(26) 

^Z„=.H;(?^-f)^  +  c/^-j(?f-S)  +  cx  +  ..   .     (27) 

To  determine  c  and  Ci,  observe  that  from  the  synmietry  of  the  elastic  curve 
i  =  0  when  a?  =  5  and  hence,  from  (26), 


and 


c  =  — 


wf} 
24' 


and  also  that  v  »  0  when  x  =  0  and  hence,  from  (27), 

ci  =0. 

Substituting  these  values  in  (26)  and  (27)  the  general  equations  for  slope 
and  deflection  are 

(28) 


w 


^/i-^(6Zx»-4x»-Z»)  . 


•    •    •    •     • 
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and 


to 


(29) 


Evidently  the  magnitude  of  the  slope  will  be  greatest  at  the  ends  and  the 
deflection  will  be  greatest  at  the  middle  of  the  span. 
Substituting  x  »  0  in  (28),  we  obtain 

^'  ^  (30) 


to  =  - 


likewise,  by  substituting  x  »  2, 


24  EI 


wZ» 


24  EI 


WP 

^"24EI      24EI 

the  only  difference  being  that  of  the  sign. 


Substituting  x  »  ^  in  (20)  we  have 

5wl* 


vo  =- 


384^7 


5Wl* 
3S4E7 


(31) 


(0  Simple  heaMy  single  concentrated  Uxid  not  at  the  center  (Fig.  125).  —  The 

Wb  Wa 

supporting  forces  will  be  equal  to  Ri  —  -j-  and  Rt  >■  -j- .    Assume  a  >  6. 

Wh 
Then,  for  values  of  x  from  0  to  a,  Af  »  -y-  z. 


Fig.  125. 


Substituting  in  the  differential  equation  and  integrating 


Eli^^a^  +  e 


and 


EIv 


21 

62 


+  ex  H-  Ci, 


(32) 


(33) 


If  we  observe  that  v  »  0  when  x  »  0,  equation  (33)  gives  Ci  ^  0.  The 
constant  c,  however,  cannot  be  determined  at  this  stage  in  the  solution  but,  if 
we  let  ii  B  the  undetermined  slope  at  the  origin  0,  it  is  evident  that  i  »  ii 
when  X  »  0  and  hence  c  »  Elii. 
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Therefore,  equations  (32)  and  (33)  may  be  written 

Eli^^+glii (34) 

and 

EIv^^  +  BIiiX (35) 

For  values  of  z  from  a  to  Z, 

M  =  — I IT  (x  —  a); 

and,  substituting  in  the  differential  equation  and  integrating, 

^/i-^-J(x-a)«+c (36) 

and 

Eit;-^-^(x-a)«  +  ctf:  +  c, (37) 

Sinoe  the  elastic  curve  is  continuous  at  the  point  x  «  a,  we  may  determine 
the  constants  ct  and  Ct  from  the  conditions  that  when  x  ^  a  the  values  of  the 
slope,  given  by  equations  (34)  and  (36),  are  identical  and  the  values  of  the 
deflection,  given  by  (35)  and  (37),  are  also  identical. 

Hence  by  substituting  x  »  a  in  (34)  and  (36)  and  equating  and  solving  for 

Cif  we  obtain 

Cj  =  Elii. 

Similarly,  by  equating  (35)  and  (37)  we  obtain  c^  »  0.    Therefore,  for  values 
of  X  from  a  to  {, 

Sji.-^.W^^  +  ElH (38) 

and 

EI^.Wff-'^J^  +  EIux, (39) 

which  with  (34)  and  (35)  give  a  complete  set  of  equations  for  the  slope  and 

deflection  of  the  two  sections  of  the  elastic  curve  in  terms  of  the  unknown 

constant  ii. 

Finally,  since  t;  «  0  when  x  »  2,  we  obtain  from  equation  (39),  putting 

Z  -  a  -  6, 

Wb 

Substituting  this  value  in  equations  (34),  (35),  (38)  and  (3Q),  we  obtain,  for 
values  of  x  from  0  to  a, 

EIi-^[33?-(P~b>)] ».    .    (40) 

EIv''^lx*-(.P-V)x] (41) 

and,  for  values  of  x  from  a  to  ?, 

BIi-^[s^-(.P-b^-^(.x-a)*'j.     .    .    .    (42) 

fi/.-f5[^_(p.6.),_!(£r^'] («) 
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Since  a  >  b,  the  value  of  x  for  the  point  of  greatest  deflection  will  be  found  by 
placing  the  expresaion  for  Eli  (equation  40)  equal  to  zero  and  Bolving  for  x, 
which  gives 

.-V/5|F. 

Substituting  this  value  in  (41)  we  obtain,  for  the  greatest  deflection, 

Wh  r(P-&«)*      (P-6»)h'  Wh 

The  slope  at  the  left  hand  support,  obtained  by  putting  2  »  0  in  equation  (40), 
is  equal  to 

Wh 

and  the  slope  at  the  right  hand  support,  obtained  by  putting  x  ^  Im  equation 
(42),  is  equal  to 

^"^^^^"^^"^^^' ^^^^ 

is  being  evidently  the  greatest  slope  in  the  beam. 

The  deflection  Va  of  the  beam  at  the  point  of  application  of  the  load  may  be 
found  by  substituting  2;  =  a  in  equation  (41),  which  gives 

The  deflection  at  the  center  of  the  beam  may  be  found  by  substituting 
X  «  ^  ill  equation  (41),  which  gives 

Wh  p'      ,„      ,,.  n  Wh    ,^^       -,,.  ,.oN 

"«  =  6i^L8'^^-^^2j'-48^^^^~^^^-      •    •     (^^^ 

I 
When  the  load  W  is  applied  at  the  middle  of  the  span,  that  is  when  &  =="  »» 

the  value  of  the  maximum  deflection  will  evidently  be  greater  than  its  value 
when  the  load  is  in  any  other  position  and  equation  (44)  will  reduce  to  the  form 
of  equation  (24). 

A  mathematical  proof  of  this  may  be  had  by  differentiating  (44)  with 
respect  to  the  variable  (&),  the  value  of  h  obtained  by  placing  the  derivative 

equal  to  zero  being  equal  to  r  • 

(g)  Simple  hearn,  two  equal  concentrated  loads,  equidietant  from  the  ends 

(Kg.  126).  —  Let  W  =  the  magnitude  of  each  load;  then,  for  vaJues  of  x  from 

0  to  a, 

Af  -  TTx;   .    .    •    . (49) 

and  by  integration  the  slope  equation  becomes 


and  the  deflection  equation 


Wa* 
E2i^^+e (60) 

Elv^^-^ex  +  oi (51) 

o 
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Since  t;  «  0  when  z  »  0,  it  is  evident  from  (61)  that  ei  ■«  0  and,  if  we  let  ii  ^ 
the  slope  at  the  left  hand  support  where  x  »  0,  it  is  evident  from  (50)  that 


RrW 


Hence 


and 


FiQ.  126. 


Eli^^+EHi 


EIv=^+  Elhx, 
o 


For  values  of  x  from  a  to  /  —  a 

M^Wa;      . 
and  by  integration  the  slope  equation  becomes 

Eli  =  Wax  +  ci . 
and  the  deflection  equation 

EIv  =  — zz — h  CiX  +  Ci. 


Observe  that,  from  the  symmetry  of  the  loading,  i  >»  0  when  x 
hence,  from  (55), 


(62) 
(53) 

(54) 

(55) 

(56) 
and 


ft  =  - 


Wal 


Also,  owing  to  the  continuity  of  the  elastic  curve,  when  x  ^  a  the  value  of  % 
from  (52)  is  identical  with  that  obtained  from  (55)  and  hence 


and 


Wa*  Wal 

H^  +  EIii^Wa*-!^ 


^/ti  =  -^(Z-a). 


(57) 


Similarly,  when  x  »  a,  the  value  of  v  from  (53)  is  identical  with  the  value  of 
c;  from  (56)  and,  substituting  the  values  of  Elii  and  ct  and  equating, 


and  hence 


Wa*      Wa*.j       .      Wa*      WaH  , 

Wa* 
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Therefore,  the  general  equations  for  slope  and  deflection  for  values  of  z  from 
0  to  a  reduce  to 

EIi^^[^^a{l^a)\ (68) 

and 

jy7f;-^[a^-3a(Z-a)], (69) 

and,  for  values  of  x  from  a  to  (2  ~  a), 

E7i«^(2aj-0 (60) 

and 

^/»=«^[3x«-3lx  +  a«l *•    .    (61) 

o 

The  slope  and  deflection  at  any  point  on  the  curve,  for  values  of  z  from 
(2  —  a)  to  If  can  evidently  be  found  from  equations  (68)  and  (69)  by  taking  the 
origin  at  the  right  hand  support  and  calling  values  of  x  measured  to  the  left 
from  the  support  positive.    The  greatest  deflection  will  evidently  occur  at  the 

middle  of  the  span  and,  substituting  x  »  ^  in  (61)  and  reducing, 

Wn 

«o-  -2j^[3P-4a«] (62) 

The  greatest  value  of  the  slope  will  be  obtained  at  the  right  and  left  sup- 
ports, the  magnitude  being  the  same  at  each.  At  the  left  support  we  obtain 
from  (67) 

io  =  -^(/-a) (63) 

The  deflection  imder  either  of  the  loads  can  be  found  by  putting  x  ^  am 
(59),  giving  the  value 

t'«--^(3i-4a) (64) 

If  the  value  of  the  deflection  at  the  middle  of  the  span  (equation  62)  is 
compared  with  the  value  of  deflection  .in  the  middle  of  the  span  for  Case  (0 
(equation  48),  the  former  value  will  be  found  to  be  double  the  latter. 

(h)  Beam  with  overhanging  ends,  equal  concentrated  loads  at  ends  (Fig.  127). 
—  Let  a  «  the  length  of  each  of  the  overhanging  ends  and  let  each  of  the  loads 
equal  W,  Take  the  origin  at  the  left  hand  support.  For  values  of  x  from 
OtoZ, 

Afo  =  -  TFo, (66) 

the  portion  of  the  beam  between  the  supports  being  subjected  to  uniform 
bending,  and  hence,  from  (Art.  97),  the  general  formulas  for  slope  and  deflec- 
tion are 

EH  -  Afo(x  -  ^) (66) 

and 

^/t;-^"(x«-te) (67) 
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The  greatest  deflection  in  the  portion  of  the  beam  between  the  supports 
will  occur  at  the  middle  of  the  span  and  will  be  equal  to 


Oo  =  — 


SEI 


(68) 


and  the  greatest  slope  in  this  portion  will  occur  at  either  support,  the  slope  at 
the  left  support  being  equal  to 

^--2^/ (69) 


Fig.  127. 

For  points  on  the  elastic  curve  between  the  left  support  and  the  left  end  of 

the  beam,  that  is,  for  negative  values  of  x  from  —  a  to  0,  the  bending  moment 

will  be  equal  to 

Af  =  -  TT  (a  +  x) (70) 

and  by  integration 

EI%-=^  -wlax-{-^)-{-c (71) 

Since  the  slope  at  the  support  is  equal  to  to  (equation  69), 


and  hence  the  general  slope  equation  becomes 


Eli^  -~(2ax  +  a:«-a0. 


Integrating  again 


^/f  »-~(ax«  +  j-ate)  +  Ci, 


(72) 


(73) 


where  Ci  =  0,  since  »  =  0  when  x  =  0. 

The  greatest  slope  and  the  greatest  deflection  in  the  overhanging  end  will 
both  occur  at  the  end  of  the  beam  where  x  =  —  a  and  hence  for  this  portion 
of  the  beam  the  greatest  slope  wiU  be 

.,      Wa 


2  El 


(l+'a) (74) 


and  the  greatest  deflection 


t%'"=-^(3i-f2a) (76) 
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(i)  Simple  heanit  load  unifomUy  distributed  over  a  portion  of  the  span  (Fig. 
128). — Let  a  »  the  distance  from  the  left  support  and  h  »  the  distance  from 
the  right  support  to  the  center  of  the  load,  which  is  uniformly  distributed  over 
the  distance  d.    Assume  a  >  h  and  note  that  W  »  wd. 


iW-imI 


Flo.  128. 


For  values  of  x  from  0  to  a  —  ^i 


M^  —  x. 


Substituting  in  the  differential  equation  and  integrating 


(76) 


Eli'^ 


21 


'\-EIi,, (77) 


where  ii  «-  the  slppe  at  the  left  support  and  hence  Elii  ^  the  constant  of 
integration. 

Integrating  again, 


EIv 


Whx* 
61 


+  Eliix, 


(78) 


the  constant  of  ihtegration  being  equal  to  zero,  since  v  »  0  when  x  >»  0. 
For  values  of  x  from  a  —  g  to  o  -f  ^ » 

,-      Wb        wl  ,  dV  ,^ftv 

and  hence  by  integration 

^^*--2r"  6  r"^  +  2J  +^ ^^^ 

To  determine  Cs  observe  that  when  x  ^  a  —^  the  values  of  the  slope  given  by 

equations  (77)  and  (80)  are  identical;  and  solving  for  Ct  we  obtain 

Ci  —  Elii. 

'.Substituting  the  value  of  Cs  in  (80)  and  integrating 

EIv^-^f^x-a+^J+EIiix  +  tk.     .    .    .    (81) 
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Obaerying  that  the  values  of  v  given  by  (78)  aad  (81)  are  identical  when  x 
a  —  ^  and  solving  for  ci,  we  obtain  Ci  »  0. 

For  values  of  x  from  a  +  -^tol, 


M=-^x-Tr(a;-o); (82) 


and  hence  by  integration 


EIi^^-^(x^ay  +  c. (83) 

Observing  that  the  values  of  i  given  by  (80)  and  (83)  are  identical  when  x  » 
a  -{-  ^,we  obtain,  by  substituting  the  values  of  x  and  Ct,  equating  and  cancel- 
ling equal  terms, 

^if  +  EIi.^-'^  +  C, 
whence 

a  =  Elti  -  -^  • 

Substituting  the  value  of  Ck  in  (83)  and  integrating 

EIv  =  -g| -g-  (x  -  a)« 24~"  +  ^^*»*  +  ^      •    •     (^) 

Observing  that  values  of  v  given  by  (81)  and  (84)  are  identical  when  x  » 
a  +  o  ^^^  substituting  the  values  of  x  and  Ct,  equating  and  cancelling  terms, 

""  24  "         48  24  48  "^^ 

and 

Wd*a 

^--24"' 
To  obtain  the  value  of  t'l,  note  that  v  ^  0  when  x  ^  I  and  hence  from  (84), 

EIv, _+_y_a)»+-2^--2^ 

Wh  W8^  Wh 

--^'(P-6')  +  ^(J-«)--^^[4(P-6')-*].(86) 

Substituting  the  value  of  Elii  in  the  foregoing  equations,  the  general 
equations  for  slope  and  deflection  are  as  follows: 

For  values  of  x  from  0  to  o  —51 


EH 


EIv 


Wh 
24 

Whx 
24 


^{l2a:«-4(P-6»)+d«{, ;    .    .    (86) 

^|4a:«-4(P-6»)-|-(i»{ (87) 
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For  values  of  x  from  o  —  5  to  o  +  =  > 


«/i-5^{12*«-4(P-6«)+<P}  -^(x-o+iy,    .    (88) 
B/i,-^|4=<?-4(i«-6')+rf«{-^(»-a  +  ^\  .    (89) 


For  values  of  x  from  o  +  ^  to  i, 


i^/i 


24 


-^|l2x*-4(P-6«)+c?}  --^(aj-a)'-^,   .    .    .     (90) 
^^"^  =  S  Mx«  -  4  (P  -  6^)  +tP!  -  ^  (a;  -a)«  -^  («  -  a).    (91) 

The  value  of  x  for  the  point  at  which  the  greatest  deflection  occurs  can  be 
determined  from  the  slope  equations.  Since  a  >  b,  to  determine  the  greatest 
deflection  it  will  be  necessary  to  find  the  value  of  x  for  which  the  slope  is  zero 
by  placing  either  equation  (86)  or  (88)  equal  to  zero.  The  one  of  these  two 
equations  which  will  give  the  solution  will  depend  upon  the  distribution  of  the 
load.  While  ordinarily  the  equation  to  use  can  be  determined  from  an  inspec- 
tion of  the  loading,  in  some  cases  it  may  be  necessary  to  make  a  trial  solution 
with  one  equation  and  if  this  fails  to  use  the  other.  In  either  case,  owing  to  the 
complexities  of  the  equations,  it  is  not  worth  while  to  attempt  a  solution  in  the 
algebraic  form.  The  numerical  values  of  the  constants  should  be  substituted 
first,  after  which  a  solution  can  easily  be  obtained.  When  the  equation  is  of 
the  third  degree,  as  (88),  a  graphical  solution,  obtained  by  plotting  values  of 
Eli  for  different  values  of  x,  can  be  made  to  give  the  value  of  x  for  which  Eli 
B  0  with  sufficient  accuracy  for  aU  ordinary  cases. 

When  the  load  is  considered  as  concentrated  at  a  single  point,  d  =  0  and 
equations  (86),  (87),  (90)  and  (91)  readily  reduce  to  the  forms  in  equations 
(40),  (41),  (42)  and  (43),  Case  (f). 

Symmetrical  loading, — When  the  loading  of  the  beam  is  symmetrical  with 

respect  to  the  center  of  the  span,  a  *»  6  and  the  greatest  deflection  will  occur 

I 
at  the  middle  of  the  span,  where  r  =  a  =  b  —  r  • 

Substituting  in  (89)  and  reducing 

''"""38^'^^'"^^  +  '''' ^^^^ 

When  the  load  is  uniformly  distributed  over  the  entire  span  d  ^  I  and 
equations  (88),  (89)  and  (92)  will  readily  reduce  to  the  form  of  equations  (28), 
(29)  and  (31),  Case  (e). 

99.  Slope  and  Deflection,  loads  Considered  Simultaneously. 

—  In  cases  in  which  the  load  system  is  more  complex  than  in  those 
illustrat.ed  in  Art.  (98)  the  general  method  of  procedure  is  the  same 
as  that  illustrated  in  Case  (i)  of  that  article. 
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The  beam  is  divided  into  as  many  parts  as  are  necessary  to 
obtain  the  general  formulas  for  bending  moments,  throughout  the 
length.  These  values  are  substituted  in  the  differential  equation 
of  the  elastic  curve  and  two  integrations  for  each  division  give  the 
general  formulas  for  slope  and  deflection. 

The  constants  of  integration  are  determined  from  the  condi- 
tions  of  continuity  of  the  elastic  curve  and  other  conditions, 
depending  on  the  way  in  which  the  beam  is  supported.  It  is 
evident  that  the  number  of  conditions  must  be  the  same  as  the 
number  of  unknown  constants. 

The  greatest  slope  will  be  at  one  of  the  ends  of  the  beam,  or  at  a 
point  of  inflexion. 

m  

The  greatest  deflection  will  be  at  one  end  of  the  beam,  or  at  a 
point  of  zero  slope. 

When  the  system  of  loading  is  complex  the  solution  for  any 
particular  case  can  be  simplified  considerably  by  writing  the 
values  of  the  bending  moment  for  the  different  divisions  of  the 
beam  in  terms  of  the  numerical  values  of  the  loads  and  the  variable 
Xy  as  in  the  following  case  (Fig.  129)  which  is  given  as  an  illustra- 
tion of  the  method  of  solving  a  numerical  problem. 


He* 


I R^8700     J 


Fig.  129. 


The  beam  is  subjected  to  a  unifonnly  distributed  load  of  intensity  w  »  600 
lbs.  per  ft.  and  the  two  concentrated  loads  of  3000  lbs.  and  600  lbs.  The 
supporting  forces  are  Ri  »  4500  lbs.  and  Rt  —  8700  lbs. 

For  values  of  x  from  0  to  6, 

M  =  4500  X  -  300  aJ«, (1) 

^ii  -  2250  x«  -  100  x«  +  c, (2) 

where  c  »  Elii,  ti  being  the  slope  at  the  left  hand  support. 

J^it;  =  750x»-25ar«  +  ^/iiX  +  Ci, (3) 

where  the  constant  of  integration  ci  »  0. 
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For  values  of  x  from  6  to  12, 

Af=4500x-300a:»-3000(x--6), (4) 

^ii  =  2250  a:»  -  100  x»  -  1500  (a?  -  6)*  +  c»,    ....    (6) 

where,  from  the  condition  of  continuity  when  x  »  6,  ci  =  Elii, 

^it;  =  750x«-25x« -500(x-6)»  +  ^7tiX  +  c,,     .    .    .    (6) 

where,  from  the  condition  of  continuity  when  x  «  6,  Ct  »  0.    When  x  »  12, 
V  ^  0  and  hence,  from  (6), 

Elii  =  -  55,800 (7) 

For  values  of  x  from  12  to  16,  . 

Af  =  -  .600  (16  -  x)  -  300  (16  -  x)«, (8) 

J^ii  =  300  (16  -  x)«  +  100  (16  -  x)«  +  C4,     ....    (9) 

where,  from  the  condition  of  continuity  when  x  =  12,  c<  »  30,200. 

Elv  =  -  100  (16  -r  x)»  -  25  (16  -  x)*  +  30,200x  +  c»,  .    .    (10) 

where,  since  0  =  0,  when  x  —  12,  cj  =  —349,600. 
Putting  (2)  equal  to  zero  and  solving  for  x, 

X  =  5.78  ft., 

and  hence,  to  find  the  greatest  deflection  between  the  supports,  put  x  =  5.78 
in  (3)  which  gives 

Elvo  =  750  X  678*-  25  X  578*-  55,800  X  5.78  =  -  205,600,     .     (11) 

from  which  the  value  of  vq  can  be  easily  found  when  E  and  1  are  known. 

The  value  of  Elii  for  the  left  support  is  given  by  equation  (7)  and  the  value 

for  the  right  support  can  be  found  by  putting  x  «  12  in  either  (5)  or  (9), 

which  will  give 

Elii  =  41,400 (12) 

For  the  right  end  of  the  beam,  putting  x  »  16  in  (9),  we  obtain 

Eli'  =  30,200 .    (13) 

and  putting  x  »  16  in  (10), 

Elv'  -  133,600, (14) 

which  indicates  that  the  deflection  at  the  right  hand  end  is  upward  but  of  less 
magnitude  than  the  value  of  vo  between  the  supports. 

Note,  —  It  should  be  observed  that  in  the  foregoing  equations  the  linear 
unit  is  the  foot  and  hence  E  represents  the  modulus  of  elasticity  expressed  in 
Ibs./ft.',  /  the  moment  of  inertia  expressed  in  (ft.)^  and  vo  the  greatest  deflec- 
tion expressed  in  ft. 

100.  Slope  and  Deflectioiii  Loads  Considered  Separately.  —  If 
the  system  of  loads  acting  on  a  beam  can  be  separated  into  one  or 
more  of  the  elementary  systems  given  in  Art.  (98),  the  slope  and 
deflection  at  any  point  may  be  computed  by  using  the  general 
formulas;  and  obtaining  the  slope  and  deflection  at  the  point  due 
to  each  elementary  system  separately  and  then  adding  together 
the  results. 
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The  method  is  based  upon  the  same  principle  as  that  involved 
in  determining  shearing  forces  and  bending  moments  by  combining 
the  results,  obtained  by  considering  each  load  as  acting  alone 
(Art.  75).  According  to  that  principle  the  bending  moment  at 
any  section  of  a  beam,  subjected  to  any  system  of  loading,  may 
be  represented  by  the  expression 

JIf  =  ilf  1  +  M,  +  Ms  +  •  •  •  ,      .    •    .     (1) 

where  ilfi,  Afj,  Ms,  etc.,  are  the  bending  moments  at  the  section 
due  to  each  of  the  loads,  or  parts  of  the  load  system,  acting  on  the 
beam. 

Hence  the  general  slope  equation  for  any  point  in  the  beam  may 
be  written 

Eli  =  CMdx=   f{Mi  +  M2  +  Mz+  '  '  ')dx 

=  fMidx+  rM2dx+  CMzdx+  •  •  • 

=  Elii  +  EIi2  +  EIiz  +  '  '  '  , (2) 

where  ii,  T2,  it,  etc.,  evidently  represent  the  values  of  the  slope  at 
the  point  due  to  each  part  of  the  load  system  acting  separately. 
Similarly, 

EIv=^EI  Cidx^EI  C{ii  +  i2  +  iz  +  '  •  •  )dx 

=  EI  fiidx  +  EI  Cndx  +  EI  Cudx+  •  •  • 

=  EIvi  +  Elvt  +  EIvz  +  •  •  •  , (3) 

where  Vi,  rj,  vz,  etc.,  represent  values  of  the  deflection  at  the  point 
due  to  each  part  of  the  load  system  acting  separately. 

As  a  simple  illustration,  the  deflection  at  the  free  end  of  a  canti- 
lever beam,  due  to  a  load  TFi,  concentrated  at  the  end,  and  a 
uniformly  distributed  load  Wi,  may  be  found  by  adding  (alge- 
braically) the  deflections  due  to  each  load  separately,  as  given  by 
the  formulas  (7)  and  (17)  (Art.  98),  giving  for  the  total  deflection 

^'~      3EI      SEI ^^^ 

Similarly,  the  deflection  at  any  point  at  a  distance  x  from  the  fixed 
end  can  be  found  by  adding  (5)  and  (15)  (Art.  98),  giving 

*'"■  "6£/^'^^"'^^""2i^/VT""T"^i2y- •  •  ^^^ 


BUILT-IN  BEAMS,  OR  BEAMS  WITH  FIXED  ENDS     205 


The  slopes  due  to  the  combined  loadmg  may  be  found  m  a 
similar  manner,  by  combining  (6)  with  (16)  and  (4)  with  (14) 
(Art.  98),  giving  for  the  slope  at  the  free  end 

WiP      WiP 


to=  - 


2EI 

and  for  the  slope  at  any  section 


6Er 


(6) 


2EI 


(2'-^>-2S/(^^-^^+f)-    •     • 


(7) 


101.  Built-in  Beams,  or  Beams  with  Fixed  Ends.  —  Built-in, 
or  beams  with  ''fixed  ends/'  so  called,  are  beams  that  are  held 
in  such  a  manner  that  the  slope  at  each  support  is  equal  to  zero. 
Such  a  beam  is  rarely  met  with  in  practice  but  cases  occur  which 
approximate  these  conditions. 

If  a  section  is  taken  through  such  a  beam  just  inside  of  either 
support  the  resultant  of  the  stress  on  the  section  will  consist  of  a 
couple,  which  is  the  resultant  of  the  normal  stress,  and  a  vertical 
force,  which  is  the  resultant  of  the  shearing  stress;  and  the  fun- 
damental difiference  between  the  force  system,  acting  on  such  a 
beam,  and  that  on  a  simple  beam  loaded  in  the  same  manner,  is 
in  the  terminal  couples  Mi  and  Mij  acting  as  indicated  (Fig.  130). 


Fig.  130. 

When  the  supports  are  at  or  near  the  same  level,  the  effect  of 
these  couples  will  be  to  reduce  the  magnitude  of  the  greatest 
bending  moment  and  the  greatest  deflection  below  the  values 
which  would  exist  if  the  beam  were  supported  as  a  simple  beam. 
Hence  a  beam  vrUh  the  ends  securely  fastened  vnU  have  greater 
strength  and  stiffness  than  if  it  is  supported  as  a  simple  beam. 

When  the  loading  is  symmetrical  with  respect  to  the  middle  of 
the  span  the  couples  Mi  and  Ms  are  of  equal  magnitude  and  oppo- 
site sign  and  the  shearing  forces  at  the  ends  are  equal  and  of  the 


M 
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same  magnitude  as  if  the  beam  were  supported  as  a  simple  beam. 
When  the  loading  is  not  symmetrical,  both  the  bending  moments 
and  shearing  forces  at  the  ends  are  unequal;  and  the  values  of  the 
shearing  forces  are  not  the  same  as  in  a  simple  beam  loaded  in  the 
same  manner. 

The  value  of  the  shearing  force  at  any  section,  at  a  distance  x 
from  the  origin,  will  evidently  be  represented  by  the  expression 

S=^Si-XW-fwdx (1) 

and  the  bending  moment  at  the  section,  by  the  expression 

=  Ml  +  Six  -^W  {x  -  a)  -  C  Cwdxdx  (Art.  73).  .     (2) 

To  determine  the  values  of  Si  and  Mi  for  any  particular  case 
it  will  in  general  be  necessary  to  deduce  the  formulas  for  the  slope 
and  deflection  in  terms  of  the  value  of  Af ,  as  expressed  in  equation 
(2),  by  integration  of  the  differential  equation  of  the  elastic  curve 
(Art.  96). 

In  a  few  simple  cases  a  solution  can  be  made  by  the  addition  of 
the  slope  and  deflection  equations  as  indicated  (Art.  100). 

The  following  cases  are  given  as  illustrations  of  the  methods 
which  may  be  used.  In  each  case  the  supports  are  on  the  same 
level  and  Mi  and  M2  represent  the  couples  and  Si  and  ^2  the 
resultant  shearing  stresses  acting  on  the  end  sections. 

(a)  Beam  fixed  at  the  endSf  single  concentrated  load  at  the  center  of  the  span 

(Fig.  131).  —  From  the  symmetrj'  Af  1  =  —  Af 2  and,  taking  moments  about 

the  right  support, 

Wl 
5iZ  -  ^  +  Jf  1  -  M,  -  0 

and  hence 

W 
5i=f (3) 

The  load  system  may  be  divided  into  two  parts: 

(1)  Including  the  load  W  and  the  vertical  end  reactions; 

(2)  Including  the  terminal  couples  Mi  and  M^. 

The  slope  at  0  due  to  the  load  W  and  vertical  reactions  alone  would  be 

and  the  slope  at  0  due  to  the  imiform  bending,  produced  by  the  terminal 
couples,  would  be 

<i"  -  -  ^  (Art.  97). 
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Adding  together  (Art.  100)  we  have,  flince  the  slope  under  the  combined 

loading  is  sero, 

Mil        WP 


whence 


0-  - 


2EI      UEr 


•    •••••    \^) 


I 


^^ici^r..... 


Fig.  131. 


The  general  equations  for  the  slope  and  deflection  may  be  found  in  a  similar 
manner,  by  adding  the  expressions  already  deduced  for  the  two  parts  of  the 
load  system;  or,  by  integration,  from  the  differential  equation  of  the  elastic 
curve  as  follows: 


For  values  of  x  from  0  to  x* 


and 


(5) 


M-Mi+5ix-  -^'  +  ^=-^(Z-.4a:);   ...    (6) 


and  by  integration 


and 


EIi=  -.E(/a;_2a«) 


EIv 


_W(l^_  2x^\ 
8  \  2         3  /' 


(7) 


(8) 


both  constants  of  integration  being  equal  to  zero. 

Owing  to  the  symmetry,  these  equations  are  evidently  all  that  are  required 
to  find  the  slope  and  deflection  throughout  the  length  of  the  beam. 


When  X  »  ^ ,  we  obtain  from  (6) 


"■-f. 


(») 
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the  greatest  podtiye  value  of  the  bending  moment,  and  from  (8) 

Wl* 


«o  "  - 


192  EI  * 


{W 


the  greatest  deflection  in  the  beam. 


I 


To  determine  the  greatest  slope  note  that  Af  «  0  when  ^  "^-i  and,  by  sub- 


stituting in  (7),  we  obtain 


to  =  - 


UEI 


(H) 


From  the  symmetry  there  are  evidently  two  points  of  inflexion,  at  a  distance 

7  on  either  side  of  the  middle  of  the  span. 

(b)  Beam  fixed  at  the  endSf  load  uniformly  diftributed  over  entire  span  (Fig. 
132).  —  Let  W  ^^  id  equal  the  total  load  on  the  beam. 


.f'-r"      '^^--.^  twL 


Fig.  132. 


Then  Mi  =  -  Ma  and 


and 


Sd  -  ^'  +  3f  I  -  Jif  ,  -  0 


(12) 


Dividing  the  load  system  into  two  parts,  (1)  the  uniformly  distributed 
load  and  vertical  reactions  and  (2)  the  terminal  couples  Afi  and  Mt,  the  tiope 
at  0  due  to  (1)  acting  alone  would  be 

WP 

^^      (Art.  98) 


ii  =  - 


2^  EI 


and  that  due  to  (2)  alone  would  be 


ii    =  — 


Mil 
2  EI 


Adding  together  and  solving  for  Mi 


M  -  -^ 

^'"       l2 


(13) 
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Prooeeding  as  before:  for  valuee  <A  xtot  the  entire  spam, 

S-^-tox~j(]l-2x), (14) 

W2^  Wl        W  W3^ 

-  -^(P-6te  +  6x»), (15) 

^7i=  -•^(Pa;-3Ii»  +  2x») (16) 


and 

WTn  « 

12V  2 


EIv.-^J?^-lx'+^). (17) 


both  constants  of  integration  being  equal  to  zero. 

When  z  »  ^,  we  obtain  for  the  greatest  positive  bending  moment 


^"2424 ^^^^ 


and  for  the  greatest  deflection 


**""384E/"      384^7 ^^"^ 


..i=.^-^(.*i) ,», 


Placing  (15)  equal  to  zero,  we  obtain  for  the  points  of  inflexion 

2=*=2v^ 
showing  that  the  points  of  inflexion  are  at  a  distance 

-^  -  0.2887 1 
2V3 

from  the  middle  of  the  span. 

At  the  left  hand  point  of  inflexion  the  value  of  the  slope,  obtained  by 

substituting  the  above  value  of  ;i;  in  (16),  will  be  equal  to 

tg     SB — S — (21) 

72  VSEI  72  V^EI 

(c)  Beam  fixed  at  the  ends,  two  equal  concentrated  loads,  equidistant  from  the 
ends  (Fig.  133).  —  Let  W  «  the  magnitude  of  each  load  and  a  »  the  distance 
between  the  load  and  the  end  of  the  beam.  Since  the  loading  is  S3nnmetrical 
Ml  ^  —  Af  1  and,  evidently, 

&  -  TF (22) 

Dividing  the  load  system  into  two  parts,  (1)  the  loads  W  and  the  vertical 
reactions  and  (2)  the  terminal  couples  Mi  and  Afi,  the  slope  at  0  due  to  (1) 
acting  alone  would  be 

tV--^(?-a)(Art.98) 

ard  that  due  to  (2)  alone  would  be 

*  2EI 
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Adding  together  and  solving  for  Mi, 


Mi^^^di^ay 


(23) 


Fig.  133. 

Proceeding  as  before:  for  values  of  x  from  0  to  a, 

5  =  TT, . 


M 


Mi' -^  Six  =  T7x  -  ^  (Z  -  a). 


_,-.      TTx*      Wax, J        . 
Eh  =  -n r-  {I  —  a) 


and 


EIv 


2  I 

Wx*      Wai^ 


il-a\ 


6  21 

both  constants  of  integration  being  equal  to  zero. 
For  values  of  x  from  o  to  i  —  o, 

5-0, 


M'  -  3f  1  +  Six  -  17  (x  -  o) 


I 


which  is  evidently  the  greatest  positive  bending  moment, 

Wa*x      Wa* 


EH-- 


I 


(24) 
(25) 

(26) 
(27) 


(28) 
(29) 


(30) 


where  the  constant k—  is  easily  determined  from  the  condition  of  con* 


tinuity  at  x  ■-  a,  and 

EIv 

Wa*. 


Wa^3*      Wa'^x      Wa* 


where  the  constant 


6 


21  2      '      6 

is  readily  determined  from  the  continuity. 


(81) 


The  slope  and  deflection  at  any  point  between  x  »  Z  —  a  and  x  »  Z  can 
evidently  be  obtained  from  (26)  and  (27)  by  taking  the  origin  at  the  right  hand 
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end  of  the  beam.     The  greatest  deflection  will  occur  when  ^  -  o  ^^^  ^^^ 
stituting  in  (31)  and  reducing 


i\,  -  - 


24  £/ 


(3Z-4a). 


(32) 


The  points  of  inflexion  will  be  located  between  the  fixed  ends  and  ihe  loads 
VV.  The  distance  of  these  points  from  the  supports  can  be  easily  obtained 
by  putting  (25)  equal  to  sero. 

(d)  Beam  fixed  at  ends,  eingU  caneentraied  had  not  at  center  (Fig.  134).  —  In 
this  case  the  terminal  couples  are  not  equal  and  both  S\  and  AT i  must  be  deter- 
mined from  the  properties  of  the  elastic  curve.    Assume  a  >  6. 


M* 


^*»"*  .1 


FiQ.  134. 

For  values  of  x  from  0  to  a, 

5  -  &,  .    .    . 
if  -  Jif  1  +  Sixi, 

Eli'' Mix +^ 


VT  Afl3^    ,    SiX* 


(33) 
(34) 

(36) 
(36) 


both  constants  being  equal  to  zero,  since  t  «  0  and  v  ■■  0  when  a;  —  0. 
For  values  of  x  from  a  to  I, 

S»Si-W, 

M  'Mi+SiX-Wix-a), 

E/i-Mix  +  ^-^(x-o)«  +  c„ 


(37) 
(38) 

(39) 


where,  from  the  condition  of  continuity  when  x  «  a,  it  is  evident  that  Ct  ■>  0, 

J?i»--Tr-+-V---a(«-«)'+«^ (40) 


where,  from  the  condition  of  continuity,  c«  •■  0  also. 
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The  values  of  Mi  and  S\  may  now  be  determined  from  the  conditions  t  "^  0 
and  V  —  0  when  x  ">  2.    Making  the  substitutions  in  (39)  and  (40), 

3  MJ^  +  Sil*  -  Tf  5»  -  0. 
Solving  for  Mi  and  ^i, 

if.--^ (41) 

-Si-^(r  +  2a)-5^(6  +  3a) (42) 

Substituting  the  values  of  Si  and  Jtfi  in  (33),  (34),  (35)  and  (36)  and  re- 
ducing, we  have  for  the  general  formulas,  for  values  of  x  ttoca  0  to  a, 

5-^(J  +  2a), (43) 

M-^[(I  +  2a)x-oq, (44) 

^/i-^[(l  +  2a)»-2(rfl (45) 

^/v  =  l^[(2  +  2o)x-.3aq (46) 

The  greatest  positive  bending  moment  will  be  obtained  when  x  «  a  and, 
substituting  in  (44),  its  value  is  found  to  be  equal  to 

Jlf'=22^ (47) 

Placing  (45)  equal  to  zero,  we  obtain,  for  the  point  of  greatest  deflection, 

*-j-+25: («> 

and  substituting  in  (46)  we  obtain,  for  the  greatest  deflection, 

_       2TFo»b« 

^^    z{i-\-2ayEr   ••••••••(*») 

The  deflection  at  the  load  IT,  where  x  =  a,  b  equal  to 

^-"""37^' (^> 

and,  when  x  »  = ,  we  have  for  the  deflection  at  the  middle  of  the  epan, 

"•--OT  <*"-') <"> 

Putting  (44)  equal  to  zero,  we  obtain  for  the  point  of  inflexion 

*-m-« <62) 

and,  substituting  in  (45),  the  slope  at  this  point  is  equal  to 

*  2l{l  +  2a)El ^^> 
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With  the  exception  of  equations  (48),  (49)  and  (51),  aU  of  the  equationa 
will  evidently  apply  to  the  portion  of  the  beam  between  the  load  and  Uie  right 
support,  provided  the  origin  is  taken  at  the  right  end,  with  x  positive  to  the 
left  and  the  dimensions  a  and  h  reversed. 

For  example,  the  expression  for  the  bending  moment  at  the  right  end  will  be 


-.  TFa»6 

and  that  for  the  shearing  force  at  the  right  end, 


(54) 


(65) 


102.  Determination  of  Supporting  Forces  for  Beams  which  are 
Statically  Indeterminate.  —  The  method  employed  in  Art.  (101), 
by  means  of  which  the  equations  for  slope  and  deflection  are 
made  to  furnish  the  conditions,  in  addition  to  the  laws  of  equilib- 
rium, which  are  needed  to  determine  shearing  forces  and  bend- 
ing moments  in  beams  fixed  at  the  ends,  may  be  extended  to  apply 
to  other  statically  indeterminate  cases. 

By  use  of  the  formulas  for  the  cases  in  Art.  (98)  the  method 
may  be  used  to  determine  the  bending  moments  and  shearing 
forces  in  any  beam  subjected  to  concentrated  and  uniformly  dis- 
tributed loads.  The  beam  may  be  supported  at  any  number  of 
points  and  one  or  both  ends  may  be  either  supported  or  fixed.  The 
method  is  not  convenient  to  use,  however,  except  in  a  few  simple 
cases,  such  as  the  following: 

(a)  Beam  fixed  at  one  end  and  supported  at  the  other  and  loaded  uniformly 
(Fig.  135).  —  Let  W  =  lol  equal  the  total  load  and  assume  that  the  supports 


Fig.  135. 


are  on  the  same  level.  Consider  the  beam  as  a  cantilever  subjected  to  the  two 
load  systems:  (1)  the  uniformly  distributed  load  W  —  wl^  (2)  the  right  hand 
puoporting  force  A. 
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The  deflection  at  the  right  end,  if  the  load  W  were  acting  alone,  would  be 

and  the  deflection,  if  the  force  R%  were  acting  alone,  would  be 

^       ZEI' 
As  the  supports  are  on  the  same  level,  we  obtain,,  by  adding, 

""      SEl^ZEI* 
whence 

R,-'J (1) 

Therefore  the  bending  moment  at  the  fixed  end  will  be  equal  to 

and  the  shearing  force  at  the  fixed  end  will  be  equal  to 

S,,W-^J-.'J (3) 

Hence,  for  any  section  at  a  distance  x  to  the  right  of  the  origin, 

S-^-ua-|(5J-8x), (4) 

^  =  -T+?*-?  =  ?(5te-4:,?-P).    ...    (6) 

*«-?(^-¥-^^) .^«> 


and 


both  constants  of  integratidn  being  equal  to  zero. 
The  shearing  force  will  be  equal  to  zero  when 


x^ll (8) 

and  the  greatest  positive  bending  moment  will  be  equal  to 

M'  =  y~ti>P-j|gTrZ (9) 

The  slope  will  equal  zero  when 

X  =  0.58  Z  (nearly) (10) 

and  the  greatest  deflection  will  be  equal  to 

0.0054 wl*           0.0054 TrZ«,       ,  .  „,, 

fo  = ^ —  » ^j (nearly).      .    .    •    (11) 

For  the  point  of  inflexion 

»-i (12) 
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and  the  slope  at  this  point  will  be  eqiial  to 

11  vol*  11  WP 


«o  =•  - 


768^/ 


7QSE2 


(13) 


The  greatest  slope  will  occur  at  the  right  end,  where  «  ■•  ^  and  wiH  be 
equal  to 

*'"48£/"48E/ ^^ 

(b)  Beam  supported  at  three  points  on  the  same  levd,  with  the  two  spans  equal, 
and  suJtjected  to  a  uniformly  distrtbyied  load  (Fig.  136).  —  Evidently  the  dope 
of  the  beam  over  the  middle  support  will  be  equal  to  zero  and  the  elastic  curve 
will  be  synmietrlcal  with  respect  to  the  vertical  axis  at  the  middle  support; 
and,  moreover,  the  curve  for  each  span  will  be  of  the  same  form  as  the  elastic 
curve  of  the  beam  in  Case  (a). 


FiQ.  136. 


Hence,  if  we  let  I  »  the  length  of  each  span  and  W  ^  tot  equal  the  total 
load  in  each  span,  all  of  the  formulas  for  Case  (a)  will  apply  directly  to  the 
right  hand  span;  and,  for  all  points  in  the  left  hand  span,  the  values  of  bending 
moments,  slopes  and  deflections  can  be  determined  from  synmietry. 

The  supporting  forces  at  the  ends  will  evidently  be  equal  to 

«x»ft-^ (15) 


8 

and  the  support  at  the  center  will  be  equal  to 

5wl 
4   • 


Ro 


(16) 


Another  solution  of  the  problem  may  be  made  by  treating  the  beam  as 
having  a  single  span  2  I  and  subjected  to  the  load  system  consisting  of:  (1) 
a  uniformly  distributed  load  of  intensity  w  and  (2)  an  unknown  concentrated 
load  Ro  at  the  middle  of  the  span,  acting  in  the  direction  opposite  to  the  dis- 
tributed load  and  of  sufficient  magnitude  to  make  the  deflection  at  its  point  of 
application  equal  to  zero.  Applying  the  formulas  (Art.  98),  the  deflection  at 
the  center  of  the  span,  due  to  the  imiformly  distributed  load  acting  alone, 
would  be  equal  to 

5(2«;0(20«_       5wl*         ^^^ 


Pb'-- 


384^/ 


2^  EI 
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and  that  due  to  the  oonoeatrated  force  i2o  acting  alone  would  be  equal  to 


»o 


6^/ 


(18) 


Since  the  resultant  deflection  at  the  middle  support  is  equal  to  sero. 


t«o'  +  »o" 


and  hence 


6^/      2AEI 


A)  =  jtirf, 


=  0, 


(19) 


as  before.    The  rest  of  the  solution  would  be  the  same  as  that  for  Case  (a). 

The  latter  method  of  solving  the  problem  can  evidently  be  applied  when 
the  middle  support  is  above  or  below  the  level  of  the  other  two,  by  placing  (19) 
equal  to  the  difference  in  level  of  the  supports,  observing  that  the  difference  in 
level  must  be  positive  when  the  middle  support  is  higher  than  the  other  two  and 
negative  when  lower. 

(c)  Beam  fixed  at  one  end  and  supported  at  the  others  subjected  to  a  uniformly 
distributed  and  a  concentrated  load  (Fig.  137).  —  A  niunerical  solution  of  this 
case  will  be  given,  assuming  that  w  »  1000  lbs.  per  ft.  and  that  the  supports 
are  on  the  same  level. 


Fig.  137. 


Treat  the  beam  as  a  cantilever  and  apply  the  condition  that  the  total 
deflection  at  the  right  support,  due  to  (1)  the  loads  on  the  beam  and  (2)  the 
supporting  force  Rt,  is  equal  to  zero.  Then,  by  substituting  in  formulas  (12). 
(17)  and  (7)  {Art.  98)  and  adding  the  deflections,  we  obtain 

8000  X  36  (12  +  12)       10,000  X  1000      RqX  1000 


6^/ 


SEI 
Rt  =  7206  lbs. 


SEI 


Observing  that,  according  to  the  usual  system  of  signs,  the  shearing  force 
at  the  left  of  the  support  Rt  is  negative,  and  letting  ^i  —  the  shearing  force 
at  the  right  of  the  flxed  support. 

Si  -  8000  -  10,000  =  -  7206 
and  hence 

Si  =  10,794  lbs. 
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Following  again  the  usual  system  of  signs,  the  bending  moment  at  the  fixed 
support  will  be  equal  to 

Ml  -  7206  X  10  -  8000  X  6  -  10,000  X  5  =  -  25,940  ft.  lbs. 
The  general  equations,  for  values  of  x  from  0  to  6,  will  be 

5  -  10,794  -  1000  a;, (1) 

M= -26,940 +  10,794  x- 500  a^,    " (2) 

^/i=  -25,940  a; +  5397  x«-^^' (3) 

and 

^/o  =- 12,970  aJ»  +  1799  x»  -  ^^=P- (4) 

The  shearing  force  is  evidently  zero  imder  the  concentrated  load  and  hence 
the  greatest  positive  bending  moment  will  be  equal  to 

JIf '  =  -  25,940  +  10,794  X  6  -  500  X  36  =  20,820  ft.  lbs. 

Placing  (3)  equal  to  zero  and  solving  for  x,  we  obtain 

X  =  5.9  ft., 

and,  substituting  in  (4),  the  value  of  EIv  at  the  point  of  greatest  deflection 

becomes  equal  to 

J^/»o  =  -  132,000, 

from  which  the  value  of  vo  for  any  given  values  of  E  and  /  may  be  determined. 
Placing  (2)  equal  to  zero,  the  value  of  x  for  the  point  of  inflexion  is  found 

to  be 

X  =  2.8  ft. 

To  obtain  the  greatest  slope  it  would  be  necessary  to  deduce  the  general 
equations  for  values  of  x  from  6  to  10,  the  greatest  value  of  the  slope  being 
evidently  obtained  when  x  ==  10.  If  the  solution  of  (3)  had  given  a  value  of 
X  >  6  it  would  also  have  been  necessary  to  use  these  equations  to  determine 
the  greatest  deflection. 

Reference  should  be  made  to  the  note  (Art.  99)  in  regard  to  the  units  for 
the  values  of  E,  I  and  Vo  in  the  preceding  equations. 

103.  Deflection  of  Beams  of  Non-Unifonn  Cross  Section. 
Beams  of  Uniform  Strength.  —  If  the  principles  of  the  theory  of 
bending  are  assumed  to  apply  to  beams  in  which  the  cross  sections 
vary,  the  equations  of  the  elastic  curve  may  be  obtained  by  inte- 
grating the  diflferential  equation  (Art.  96),  provided  the  value  of 

Af 

y  can  be  expressed  in  integrable  terms  of  x. 

The  following  are  given  as  illustrations  of  the  application  of  the 
theory  in  the  case  of  beams  of  uniform  strength  and  of  rectangular 
cross  section  (Art.  85),  the  same  limitations  being  imposed  as  in  the 
article  referred  to.  The  formulas  obtained  can  be  used  to  give 
approximate  results  only,  inasmuch  as  for  nearly  all  systems  of 
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loading  it  is  impossible  to  construct  a  beam  of  exact  uniform 
strength  throughout  its  entire  length. 

(a)  CanUUver  beam  of  uniform  depth  svUbjected  to  a  concentrated  load  at  the 
free  end. — Let  W  «  the  load,  I  —  the  length  of  the  beam,  /o  «  the  moment  of 
inertia  and  Mo  »  the  bending  moment  at  the  cross  section  at  the  fixed  end. 
Fig.  (120)  may  be  taken  to  illustrate  the  beam  and  its  bending  moment 
diagram. 

For  a  beam  of  uniform  strength 

/  =  -t-  =  a  constant. 

Hence  in  this  case,  since  c  «  a  constant,  the  value  at  any  cross  section  of  the 

quantity 

M      Mo      -Wl              ^    ^  ,„ 

-7-  =  -y-  =«  — J —  -•  a  constant (1) 

1  lo  lo 

and,  therefore,  the  equation  of  the  elastic  curve  may  be  written 

dsfi     EI       EIo ^  ^ 

Integrating 

'--^ <» 

and 

"""-JeTo^ (^> 

both  constants  being  equal  to  zero. 

The  greatest  slope  and  the  greatest  deflection  will  occur  when  x  »  I  and 
hence 

"^-^-ETo (^> 

and 

"^  —  TeTo (^> 

(b)  CaniHeoer  beam  of  uniform  breadth,  svbjected  to  a  concentrated  load  at  the 

free  end  (Fig.  120).  —  Following  the  notation  adopted  in  the  preceding  case, 

we  shall  have 

Mc  _  AfpCj). 

and,  if  we  let  h  =»  the  breadth  of  the  beam  and  ho  =  the  depth  of  the  cross 
section  at  the  fixed  end  and  h  »  the  depth  at  any  section  at  a  distance  x  from 
the  fixed  end,  this  equation  will  reduce  to 

-6Tr(^-x)_  -%Wl 
bh*  bk? 

Solving  for  the  value  of  the  depth  h  at  any  point,  we  obtain 


h 


k.\/i^; 


and  hence  at  any  cross  section  the  value  of 

M  ^  12M  ^  _  UWjl-xM^  ^  _       Tgi 

/  "    6A«  6Ao»  (l-x)^  Jo  (2  -  x)* '     *    •    '    ^ 
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Substituting  in  the  differentiftl  equation, 

<k^     EI  Bh^  ^^^ 


and  integrating 


where  the  constant  of  integration  is  equal  to  — 
Integrating  again 


'-^<'-')'-w »> 

2TFP 


EIo 


4Trz' 


(^-^)*-^7— H--Q^?:»    ....    (10) 


3  EIq  ■  EIq         3  EIq 

the  constant  of  integration  being  equal  to  »  ^,  ■  • 

Substituting  x  =  I  in  (9)  and  (10)  and  reducing,  the  equations  for  the 
greatest  slope  and  deflection  become 


and 


2TrP  ,^,. 


(c)  Beam  o/  uniform  depth,  supported  at  the  ends  and  sutjeded  to  a  single 
load  concentrated  at  the  middle  of  the  span  (Fig.  123).  —  Let  W  »  the  load  and- 
l  =  the  length  of  the  span.  The  half  of  the  beam  on  either  side  of  the  center 
will  evidently  be  loaded  under  the  same  conditions  aa  the  cantilever  beam  in 
Case  (a)  and  hence  the  width  of  the  cross  section  will  vary  uniformly  from  zero 
at  the  support  to  a  maximimi  at  the  center  of  the  beam. 

The  following  equations  for  the  greatest  slope  and  deflection  can,  therefore, 

W  I 

be  obtained  by  substituting  -y  for  W  and  ^  for  2  in  equations  (5)  and  (6),  and 

making  proper  allowance  for  the  signs,  whence 


and 


where  7o  evidently  represents  the  moment  of  inertia  of  the  cross  section  at  the 
middle  of  the  beam. 

(d)  Beam  of  uniform  hreadthy  supported  at  the  ends  and  subjected  to  a  single 
had  concentrated  at  the  middle  of  the  span  (Fig.  123).  —  The  two  halves  of  the 
beam  will  be  of  the  same  form  as  the  cantilever  beam  Case  (b)  and  the  equa- 
tions for  the  greatest  slope  and  deflection  can  be  obtained  from  (11)  and  (12) 

W  I 

by  substituting  -^  lot  W  and  ^  f or  Z  in  the  same  manner  as  in  the  preceding 
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Hence 

^'"lEU (^^) 

and 

Wl* 

^  "       24E7o' 
where  /o  ~  the  moment  of  inertia  of  the  middle  cross  section  as  before. 

With  a  few  exceptions  the  formulas  for  slope  and  deflections  for 
rectangular  beams  of  uniform  strength  can  be  determined  for  all 
simple  systems  of  loading  by  the  methods  indicated  in  the  pre- 
ceding cases. 

104.  Greatest  Deflection  in  Terms  of  the  Greatest  Bending 
Moment  or  the  Greatest  Fiber  Stress.  —  The  formula  for  the 
greatest  deflection  of  a  beam,  subjected  to  any  S3rstem  of  loading, 
can  always  be  expressed  in  terms  of  the  greatest  bending  moment 
by  substituting  for  the  load  W  in  the  formula  its  value  in  terms  of 
Mo,  Likewise  by  expressing  W  in  terms  of  the  greatest  outside 
flber  stress,  determined  from  the  formula 

-      Afoc 

the  formula  for  the  greatest  deflection  can  be  expressed  in  terms 
off. 

For  an  illustration  take  the  case  of  a  simple  beam,  of  length  {, 
subjected  to  a  uniformly  distributed  load  W  (Fig.  124).  The 
greatest  bending  moment  in  this  case  is  equal  to 


and  hence 

W  = 


8  Mo 
I 


and  the  load,  expressed  in  terms  of  the  greatest  fiber  stress,  is 
equal  to 

Ic 

Substituting  these  values  in  the  formula  for  the  greatest  deflection 
and  disregarding  signs  we  have 

^'^      384£/      48^7      4:8Ec ^^^ 

When  the  cross  section  is  symmetrical  with  respect  to  the 
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neutral  axis,  if  we  let  h  =  the  depth  of  the  beam,  equation  (1) 
may  be  written 

As  another  illustration  we  may  take  the  case  of  the  simple  beam 
symmetrically  loaded  with  two  concentrated  loads  W  (Fig.  126). 
In  this  case  Afo  =  Wa  and  hence  each  load 

W  =  ^; 
a 

and  each  load,  expressed  in  terms  of  the  greatest  fiber  stress,  will 
be  equal  to 

ac 

Substituting  the  value  in  the  formula  for  the  greatest  deflection, 
disregarding  signs  and  reducing,  we  have 

and  for  a  cross  section  of  depth  h,  symmetrical  with  respect  to  the 
neutral  axis, 

"•^i^A^^'*-^"*^ (*) 

Similar  expressions  can  easily  be  obtained  for  all  of  the  simple 
sjrstems  of  loading. 

105.  Allowable  Deflection  of  Floor  Beams.  —  To  provide 
against  too  great  a  deflection  of  the  beams  supporting  a  floOr, 
when  subjected  to  the  full  load  that  may  be  put  upon  them,  it  is 
customary  to  limit  the  greatest  allowable  deflection  to  some  small 
fractional  part  of  the  span,  such  as 

^^  ^  400'     ^® ""  360'    or    ^'o  =  *^'    •     •     •     (1) 

where  k  =  any  small  fractional  part  of  the  span. 

In  any  particular  case  the  size  of  the  beam  required  to  satisfy 
this  condition  may  be  found  by  solving  the  formula  for  the  greatest 
deflection  for  the  value  of  /.  For  example,  if  we  limit  to  kl  the 
greatest  deflection  of  a  beam  supported  at  the  ends  and  subjected 
to  a  uniformly  distributed  load  W  (Fig.  124),  by  substituting  this 
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value  for  t^)  in  equation  (31)  (Art.  98)  we  shall  obtain 

^,  _  5  TFZ» 

and  solving  for  7, 

^      384J5Jfc ^^^ 

Having  the  value  of  7,  the  size  of  the  beam  of  any  cross  section 
and  material,  required  to  satisfy  the  condition,  may'  be  readily 
found  from  a  table  of  moments  of  inertia. 

If  the  size  of  the  beam,  determined  in  this  manner,  is  compared 
with  that  obtained  from  the  formula 

I  _M,_Wl  ,.. 

we  shall  find  that,  when  the  length  of  the  span  is  greater  than  a 
certain  definite  amount,  the  size  of  the  beam  determined  from 
equation  (2)  will  be  greater  than  that  obtained  from  (3)  and  vice 
versa  when  the  length  of  the  span  is  less  than  the  amount. 

The  length  of  span,  for  which  both  conditions  will  be  satisfied 
simultaneously,  can  be  obtained  by  combining  (2)  and  (3)  and 
solving  for  I,  which  wiU  give 

1-^ (4) 

When  the  cross  section  is  symmetrical  with  respect  to  the 
neutral  axis,  the  value  obtained  by  substituting  wo  =  kl  in  formula 
(2)  (Art.  104)  for  the  deflection  in  terms  of  the  greatest  fiber 
stress,  of  the  beam  supported  at  the  ends  and  subjected  to  a 
uniformly  distributed  load,  is, 

^      24  Eh' 
and  solving  for  A, 

^  ^  WEk •     (5) 

A  similar  expression  for  the  value  of  c  when  the  cross  section 
is  not  symmetrical  with  respect  to  the  neutral  axis  ms^  be  ob- 
tained by  substituting  vo  *=  A;Z,  in  equation  (1)  (Art.  104) : 

"""WEk ^®^ 

Similar  expressions  for  determining  the  depth  of  the  beam  in 
terms  of  the  greatest  fiber  stress  and  the  constant  k  for  the 
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other  systems  of  loading  discussed  in  the  preceding  articles  may 
readily  be  obtained. 

It  is  evident  from  the  preceding  that  it  is  always  possible  to 
design  the  cross  section  of  a  beam,  of  any  material  subjected  to 
any  given  system  of  loading,  in  such  a  manner  that  the  greatest 
deflection  and  the  greatest  fiber  stress  shall  have  any  predeter- 
mined values. 

It  is  not  always  practicable  to  do  this,  but  the  determination  of 
the  value  of  h  is  frequently  an  aid  in  making  the  choice  of  the  cross 
section  for  a  given  case.  When,  for  example,  the  depth  of  the 
-cross  section  of  a  beam  supported  at  the  ends  and  loaded  uniformly 
is  equal  to  the  value  given  by  equation  (5),  the  required  moment 
of  inertia  of  the  section  may  be  determined,  either  from  the  formula 
for  the  section  modulus  in  terms  of  the  greatest  fiber  stress,  or  from 
the  formula  for  the  moment  of  inertia  in  terms  of  the  greatest 
•deflection.  If,  however,  the  depth  h  is  less  than  the  value  given 
by  (5),  the  required  value  of  /  must  be  determined  from  the  de- 
flection formula  and,  if  h  is  greater  than  the  value  given  by  (5),  the 
value  of  /  must  be  determined  from  the  fiber  stress  formula. 

106.  Summary  —  Formulas  for  Bending  Moments  and  De- 
flections. —  The  table  on  page  (224)  comprises  a  smnmary  of  the 
formulas,  for  the  more  common  cases  discussed  in  Articles  (74), 
(97),  (98),  (101)  and  (105),  the  values  given  for  each  case  being 
the  following: 

(1)  The  greatest  bending  moment  Afo  in  terms  of  W. 

(2)  The  greatest  deflection  voi  (a)  in  terms  of  W;  (b)  in  terms 
of  the  greatest  bending  moment  Mo;  (c)  in  terms  of  the  greatest 
fiber  stress  /  and  the  depth  h  of  s.  S3anmetricai  cross  section. 

(3)  The  depth  A  of  a  cross  section,  S3rmmetrical  with  respect  to 
the  neutral  axis,  required  to  satisfy  the  two  conditions:  (a)  the 
greatest  deflection  shall  equal  kl  and  (b)  the  greatest  fiber  stress 
flhall  equal  /. 

The  numbers  in  the  second  column  refer  to  the  figures  showing 
sketches  of  the  loading  and  bending  moment  diagrams  for  each 
case.    The  algebraic  sijgns  are  omitted. 
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107.  Slope  and  Deflection  from  the  Bending  Moment  Dia- 
gram. —  If  we  refer  to  the  general  equation  for  the  slope  of  the 
elastic  curve  (Art.  96)  for  any  beam  of  uniform  section,  it  will  be 
evident  that  the  diflference  between  the  product  Elii  for  any  point 
on  the  curve,  distant  Xi  from  the  origin,  and  the  product  Elio,  of 
EI  and  the  slope  to  of  the  curve  at  the  origin,  will  be  represented 
by  the  area  of  the  portion  of  the  bending  moment  diagram  be- 
tween the  origin  and  the  ordinate  at  the  point  Xi. 

As  an  illustration  let  the  curve  OnX  (Fig.  138)  represent  the 


Fia.  138. 

elastic  ciurve  of  a  beam,  referred  to  the  axes  OX  and  OV,  and  let 
OBX  represent  the  bending  moment  diagram  for  the  same  beam. 
If  we  let  ii  =  the  slope  at  any  point,  distant  Xi  from  0,  the  general 
equation  may  be  written,  using  limits  of  integration, 

and  hence  the  value  of  the  difference  of  the  products  Elii  and 
Elio  is  represented  by  the  area  OAB,  under  the  bending  moment 
curve  between  the  origin  0  and  the  ordinate  ABy  at  the  distance  xi 
from  0. 

This  furnishes  another  method  of  finding  the  value  of  ii  when 
the  constant  lo  can  be  found.  If  we  let  X2  =  the  coordinate  of  the 
point  on  the  curve  at  which  the  slope  is  zero,  it  is  evident  that  for 
this  point  equation  (1)  reduces  to 


X.0 


Mdx=  -Eli 


Of 


(2) 


and  therefore,  when  the  value  of  Xa  is  known,  by  inspection  or 
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otherwise,  the  value  of  EUq  will  be  represented  by  the  area  OCD^ 
between  the  origin  and  the  ordinate  CD,  at  the  distance  xt  from  0. 
The  general  equation  for  the  deflection  at  any  point  in  the 
elastic  curve  may  evidently  be  written 


EI  Cdv  =  EI  Cidx. 


Substituting  for  Eli  in  this  equation  its  general  value  of  Elii, 
determined  from  equation  (1),  and  introducing  limits  we  have 

dvEIU]       dx+  I        I      Mdxdx,    .    (3) 

»-0  t/x-0  «/'-0    t/x-0     • 

which  for  any  case  reduces  to 

EIvi  =  Eliexi  +  f'"'  f"  Mdxdx  =  EIwi  +  Y,   .    (4) 

t/x-O     t/x-0 

where  vi  =  the  deflection  at  any  point,  distant  Xi  from  0,  and 

/      Mdxdx 

x«>0    «/x-0 

is  evidently  equal  to  the  moment  of  the  area  OAB  about  the 
ordinate  Afi  at  a  distance  Xi  from  0. 

When  the  beam  is  a  cantilever,  if  the  origin  is  taken  at  the  fixed 
end,  io  =  0  and  (4)  reduces  to 

EIv,  =  7; (5) 

and  the  greatest  deflection  will  occur  at  the  free  end,  where  7=  the 
moment  of  the  entire  area  of  the  bending  moment  diagram  about 
the  ordinate  through  the  free  end. 

If  the  beam  is  a  simple  beam,  or  a  beam  fixed  at  the  ends,  the 
greatest  deflection  will  occur  when  x  ^  Xz  and  in  this  case  the 
great-est  deflection  can  be  found  from  the  equation 

EIvo  =  £/ioX2  +  y(x,-x,), (6) 

the  subscript  of  Y  denoting  the  limit  of  integration.  If  we  let 
Xe  =  the  distance  of  the  ordinate  through  the  center  of  gravity 
of  the  area  OCD  (Fig.  138)  from  the  origin,  it  is  evident  that 
equation  (6)  may  be  written 

EIvo  =  -  (area  OCD)  xt  +  (area  OCD)  (xt  -Xe) 

=  - (area  OCD)  Xci (7) 

that  is,  the  greatest  deflection  is  represented  by  the  moment  about 
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the  axis  OV  of  the  area  under  the  bending  moment  curve,  between 
the  origin  and  the  ordinate  at  the  point  of  greatest  deflection. 

When  the  loading  is  symmetrical  ^2  =  «  and  it  is  evidently 

unnecessary  to  find  the  value  of  Elio,  in  order  to  determine  the 
value  of  EIvq. 

When  the  loading  is  urisymmetrical  the  value  of  Elio  may  ba 
found  by  putting  (4)  equal  to  zero  when  Xi  =  I,  whence 

^7to  =  ^^^^; (8) 

that  is,  Elio  is  equal  to  the  moment  of  the  area  under  the  entire 
bending  moment  diagram,  about  the  ordinate  through  the  right 
hand  support,  divided  by  the  length  of  the  span.  Having  the 
value  of  Elio,  the  values  of  Elii  and  EIvi  for  any  point  can  be 
found  from  (1)  and  (4).  The  value  0:2,  for  the  point  of  greatest 
deflection,  may  be  obtained  from  the  plot  of  equation  (2)  and  the 
value  of  EIvo  from  (6). 

In  the  application  of  the  foregoing  method,  due  allowance  must 
be  made  for  the  scale  of  the  diagram  and  for  the  signs,  the  area 
of  a  diagram  representing  positive  bending  moments  being  con- 
sidered positive  and  the  area  representing  negative  bending 
moments,  negative. 

As  simple  illustrations  of  the  application  of  this  method  we  may 
take  the  following: 

(a)  The  cantilever  beam  with  a  concerUraled  toad  at  the  free  end,  given  in  Case 
(a)  (Art.  08).  —  Following  the  notation  used  in  that  case,  the  area  of  the  bend- 
ing moment  diagram  will  be  equal  to 

Z            TTP 
-TrJX^=-^ (9) 

Since  Elio  »  0  in  this  case,  it  is  evident  from  (1)  that  the  above  quantity  is 
equal  to  the  value  of  Elii  at  the  free  end. 

The  distance  of  the  center  of  gravity  of  the  area  from  the  free  end  will  be 

equal  to  -r-  and  hence 

^  ~       3    ' 
and,  from  (5),  the  value  of  the  greatest  deflection 

"^—SEi ^^^^ 

(b)  Simple  beam  evJbjected  to  a  uniformly  distributed  load,  given  in  Case  (e) 
(Art.  98).  —  The  greatest  deflection  is  at  the  center  of  the  span  and  the  bending 
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moment  curve  is  a  parabola.    The  area  of  the  half  segment  under  the  curve 
between  the  origin  and  the  middle  ordinate  will  be  equal  to 


and  hence,  from  (2), 


2      Wl      I  _  TTP 


The  distance  of  the  center  of  gravity  of  the  haJf  segment  from  the  origin' 


and  hence,  from  (7), 


*      2      8      16' 


^^  ^i^  24^^16  384^7 ^^^^ 

(c)  Beam  fixed  at  the  ends  with  a  concentrated  load  at  the  middU  of  the  span 
(Case  a,  Art.  101).  —  In  this  case  to  »»  0  and  equation  (6)  reduces  to 

EIvo--Yf       I. (14) 


(-i) 


Taking  account  of  signs, 


(x,-i)  "    8   '^8^12        8   '^§'^12  192' 

and  hence 

^"  ~  T92EI (^^> 

For  any  symmetrically  loaded  beam,  fixed  at  the  ends,  it  follows  from  (1) 
and  (2)  that  the  total  area  of  the  bending  moment  diagram,  taking  account  of 
signs,  is  equal  to  zero;  and  the  bending  moment  diagram  differs  from  that  for 
a  simple  beam  subjected  to  the  same  load  by  the  constant  ordinate  Af  i  "=  the 
bending  moment  at  either  fixed  end,  as  illustrated  in  Cases  a,  &  and  c  (Art.  101). 

Therefore,  the  bending  moment  at  the  support  of  any  symmetrically  loaded 
beam  J  fixed  at  the  ends^  is  equal  to  the  average  value  of  the  bending  moments  through' 
out  the  span  of  a  simple  beam  subjected  to  the  same  load. 

The  foregoing  method  is  of  the  most  value  in  computing  deflec- 
tions in  cases  in  which  the  load  on  a  beam  is  irregularly  distrib- 
uted in  such  a  manner  that  the  value  of  M  cannot  be  expressed 
as  an  integrable  function  of  x.  In  such  cases  a  load  diagram  can 
be  constructed,  from  which  a  bending  moment  diagram  can  be 
derived  by  graphical  integration,  as  indicated  in  Art.  (72).  Then, 
by  dividing  the  bending  moment  diagram  into  narrow  strips,  of 
width  Ax,  the  areas  and  moments  of  areas  required  to  determine 
the  values  of  EIiq  and  EIv^  can  be  easily  obtained. 

The  following  illustrations  of  the  application  of  this  method 
in  two  simple  cases  are  given. 
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(d)  Cantilever  beam  of  varying  cross  section  loith  a  concentrated  load  at  the  free 
end.  —  The  beam  (fig.  138a)  is  of  rectangular  section,  of  uniform  width  and 
uniformly  varying  depth,  and  is  subjected  to  a  concentrated  load  of  2000  lbs. 
at  the  free  end.  Assuming  that  the  material  is  homogeneous  and  neglecting 
the  weight  of  the  beam,  the  form  of  the  elastic  curve  and  the  deflection  at  any 
point  can  be  found  as  follows: 

Assuming  the  origin  at  0,  divide  the  span  into  small  sections  of  length 
Ax  and  draw  the  bending  moment  diagram  AB,  Since  the  value  of  /  is 
variable,  the  slope  equation  (1)  can  be  expressed  in  the  approximate  form 


Ei  =  li^Ax  +  c); 


(16) 


and  the  deflection  equation  (4)  can  be  written  in  the  approximate  form 

Ev  =  XEiAx  +  ci  =  2  fz  y  Aa?"] Ax  +  cXAx  +  Ci,    .    .     (17) 


<1* 


Fig.  138a. 

In  this  case  the  values  of  both  c  and  ci  are  evidently  zero.    The  increments 

M 
of  Ei  in  (16)  can  be  found  by  multiplying  the  mean'  value  of  -j  for  each 

increment  of  length  by  Ax;  and,  by  adding  successively,  the  values  of  Ei  for 
the  successive  vfdues  of  x  can  be  obtained.  Plotting  these  values,  we  have 
the  curve  OC,  the  ordinates  being  negative  since"  Af  is  negative.  The  incre- 
ments of  Ev  in  (17)  can  be  found  by  multiplying  the  mean  value  of  Ei  for 
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each  increinent  of  length  by  Az;  and,  by  adding  suooessively,  the  values  of 
Ev  for  the  successive  values  of  x  can  be  obtained.  Plotting  these  values 
we  have  the  curve  OD,  The  results  of  the  computation  are  shown  in  the 
following  table. 


Inoremeot, 

M  (in.  lbs.). 

/  (in».)«. 

yAx. 

Bi. 

£tAz. 

Ev. 

1 

-44000 

8.93 

-19700 

-19700 

-39000 

-39000 

2 

-36000 

6.40 

-22500 

-42200 

-124000 

-163000 

•  3 

-28000 

4.39 

-25600 

-67700 

-220000 

-383000 

4 

-20000 

2.86 

-28000 

-95700 

-327000 

-710000 

5 

-12000 

1.73 

-27700 

-123400 

-438000 

-1148000 

6 

-4000 

0.95 

-16900 

-140300 

-527000 

-1675000 

Assuming  that  E  ~  28,000,000  lbs.  per  sq.  in.  we  have,  for  the  values  of  the 
greatest  slope  and  deflection, 


to  =  - 


1^.3«>    =  -0.0050  rads..  *  -  -  ^'^^S-OOO 


-0.060". 


28,000,000  ^  28,000,000 

The  ordinates  of  the  true  elastic  curve  may  evidently  be  obtained  by 
dividing  the  ordinates  of  the  curve  OD  by  the  value  of  E. 


Fig.  138b. 


(e)  Beam  of  uniform  cross  section  subjected  to  a  varying  load.  —  Let  the 
broken  line  abed  represent  the  variation  in  the  load  intensity  w  and  Ri  and  R» 
equal  the  supporting  forces  (Fig.  138b).' 
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Writing  equation  (4)  (Art.  72)  in  the  form  of  an  approximate  integral,  we 
have,  for  values  of  x  from  0  to  12, 

S  ^  Ri-  Zw^, (18) 

and,  for  values  of  x  from  12  to  16, 

5  =  «i  +  22,  -  2ii7Ax (19) 

Writing  (6)  (Art.  72)  in  the  form  of  the  approximate  integral,  we  have^ 
for  values  of  x  from  0  to  12, 

M  »  ZiSAx  =  2  (fti  -  StoAx)  Ax  -  /Eix  -  S  {Zw£^)  Aa;,  .     .     .  (20) 

and,  for  values  of  x  from  12  to  16, 

M  ^  RiX  -V  Ri{x  "  \2)  -  Z  {Iw^x)  Ax (21) 

Since  /  is  constant,  equations  (1)  and  (4)  may  be  written 

EH  =  2if Ax  +  c, (22) 

EIv  =  2  (2MAx)  Ax  +  ex  -f  Ci.     .     .     ...     .     .  (23) 

Dividing  the  length  into  equal  increments.  Ax  =  2  ft.,  and  tabulating 
results  as  in  Case  (d),  we  find  the  products  of  the  load  intensity  w  and  the 
increments  Ax,  given  in  the  third  column  of  the  table,  and  the  successive  values 
of  2t0Ax,  given  in  the  fourth  column.  Plotting  the  values  of  2t(;Ax  on  the  axb 
OX  as  a  base,  we  obtain  the  broken  line  OS.  By  adding  successively  the 
values  of  (2wAx  Ax,  represented  by  the  increments  of  the  area  under  the  line 
OSy  we  obtain  the  values  of  the  summation  2  (2t<7Ax)Ax,  given  in  the  sixth  col- 
umn of  the  table.  Plotting  these  values  as  ordinates  on  the  base  OX  will  give 
the  curve  OM, 

To  obtain  the  supporting  forces,  apply  the  conditions  that  when  x  »  16, 
the  values  of  S  and  Af ,  given  by  (19)  and  (20),  are  equal  to  zero;  then,  by  sub- 
stituting in  (19)  and  (20)  the  values  of  2u7Ax  and  2  (2t(;Ax)  Ax,  when  x  »  16^ 

we  have 

Ri^Ri-  14,800  «  0 
and 

16fti  +  4«,  -  116,400  =  0; 

and,  by  solving  simultaneously, 

Ri  =  4770  lbs.,        ft  =  10,030  lbs. 

If  horizontal  lines  AB  and  QS  are  drawn  at  distances  representing  ft  and 
(ft  +  ft),  respectively,  from  OX,  the  vertical  intercepts  between  these  lines 
and  the  line  OS  will  evidently  represent  values  of  5. 

The  sections  of  zero  shear  will  be  located  at  the  ordinates  through  %  and  Q, 
the  values  of  x  for  these  points  being 

X  «  5.23  ft.  and  x  =  12  ft. 

The  greatest  shearing  force,  located  at  the  section  to  the  left  of  the  sap- 
port  ft,  will  be  equal  to 

So  =  -6030  lbs. 

When  X  —  12,  ftx  =>  57,200  and,  if  this  value  is  laid  off  as  an  ordinate 
GNf  at  X  »  12,  and  the  straight  lines  ON  and  NM  are  drawn,  the  ordinates  of 
ON  will  evidently  represent  values  of  ftx,  for  values  of  x  from  0  to  12,  and  the 
ordinates  of  NM,  values  of  [ftx  +  ft  (x  —  12)],  for  values  of  x  from  12  to  16. 
Hence  values  of  M  will  be  represented  by  the  vertical  intercepts  between 
the  broken  line  ONM  and  the  curve  OM. 
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The  greatest  bending  moment  will  evidently  be  located  under  the  point  « 
on  the  shearing  force  diagram  and  will  be  equal  to 

Mo  »  15,900  ft.  lbs. 

The  ordinate  through  the  point  n  on  the  bending  moment  diagram  will 
locate  the  point  of  inflexion  m,  for  which 

X  =  10.3  ft. 

The  increments  MAx,  required  in  equation  (22^,  will  be  represented  by  the 
increments  of  the  area  between  the  line  ONM  ana  the  curve  OM.  By  adding 
these  increments  successively,  the  values  of  ZAf  Ax,  given  in  the  eighth  col- 
imm  of  the  table,  are  obtained  and,  plotting  these  values  as  ordinates  on  the 
base  OXf  will  give  the  curve  OC. 


Incre- 
ment. 

u;  lbs. 
per  ft. 

u^Ax. 

ZwAx. 

(2t0Az)Az. 

Az. 

AfAz. 

SJfAz. 

(Z3fAz)Az 

Ax. 

1 

400 

800 

800 

800 

800 

9.200 

9.200 

8,000 

8.000 

2 

1000 

2000 

2.800 

3.600 

4,400 

24,400 

33.600 

40,000 

48.000 

3 

1600 

3200 

6,000 

8.800 

13.200 

31.600 

65,200 

99,000 

147.000 

4 

1200 

2400 

8.400 

14,400 

27.600 

27,200 

92.400 

159,000 

306.000 

5 

800 

1600 

10.000 

18.400 

46,000 

13,000 

105,400 

201.000 

507.000 

6 

400 

800 

10.800 

20,800 

66,800 

-7,600 

97,800 

206.000 

713.000 

7 

600 

1200 

12.000 

22,800 

89.600 

-11,800 

86.000 

184.000 

897.000 

8 

1400 

2800 

14.800 

26.800 

116,400 

-1,400 

84,600 

170.000 

1.067.000 

By  adding  successively  the  increments  (Zilf  Ax)  Ax,  of  the  area  under  the  curve 
OCf  the  values  of  the  ordinates  2  (2Af  Ax)  Ax  of  the  curve  OD,  given  in  the  tenth 
column,  are  obtained.  To  avoid  confusion,  the  curve  OD  is  plotted  with  the 
ordinates  measured  from  the  base  line  OiXi.  Observing  that  t;  —  0,  when 
X  =  0  and  also  when  x  =  12,  and  substituting  the  values  of  Z  (2)Af  Ax)  Ax  for 
these  values  of  x  in  equation  (23),  we  obtain 

ci  =  0,        713,000  -h  12  c  =  0,    and    c  =  -59,400. 

If  a  horizontal  line  HK  is  drawn  at  a  distance  representing  c  from  OX, 
the  vertical  intercepts  between  this  line  and  the  curve  OC  will  evidently  rep- 
resent values  of  Eli.  It  is  evident  that  the  greatest  slope  occurs  at  the  left- 
hand  support,  where 

Elio  =  c  =  -59,000. 

The  slope  is  zero,  evidently,  at  the  base  of  the  ordinate  through  k. 

If  a  straight  line  du  is  drawn  through  the  origin  and  the  point  of  intersec- 
tion 6,  of  the  curve  OiD  with  the  ordinate  through  the  right-hand  support,  the 
ordinates  of  Oiu  will  represent  values  of  ex  in  equation  (23) ;  and  hence  the 
vertical  intercepts  between  the  straight  line  Oiu  and  the  curve  OiD  will  repre- 
sent values  of  EIu,  The  greatest  value  of  EIv  is  evidently  represented  by  the 
intercept  on  the  ordinate  passing  through  the  point  k,  which  is  equal  to 

EIvo  =  210,000, 

the  value  of  x  for  the  point  k  being  equal  to 

X  =  5.6  ft. 

In  constructing  the  diagrams  the  scales  for  the  ordinates  should  be  so  chosen 
that  the  increments  of  the  areas  under  the  different  curves  can  be  determined 
with  sufficient  accuracy  to  give  results  with  the  precision  required. 
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108.  Deflection  of  a  Simple  Beam  under  Two  Concentrated 
Loads.  —  It  has  been  shown  (Art.  100)  that  the  deflection  at  any 
point  in  a  beam,  subjected  to  a  system  of  transverse  loads^  is  equal 
to  the  sum  of  the  deflections  at  the  point,  which  would  be  produced 
by  each  load  acting  separately.  The  application  of  this  principle 
in  the  case  of  a  simple  beam  subjected  to  two  concentrated  loads 
(Fig.  139),  applied  at  any  two  points  in  the  span,  will  lead  to  the 
following  relation  between  the  components  of  the  deflections  due 
to  the  loads. 


Fig.  139. 


Let  Wi  and  TFs  equal  the  magnitudes  of  the  loads  applied  at  the 
points  A  and  B,  at  distances  6i  and  62  from  the  supports  at  Oi  and 
O2,  respectively.  The  deflection  Va  at  the  point  A,  due  to  the  load 
W%  acting  alone,  could  be  found  by  taking  Oi  as  the  origin  and 
substituting  61  for  x  and  6j  for  5  in  equation  (41)  (Art.  98),  which 
would  give 

Va=^  [6i»  -  (P  -  W)  61]  =  ^^  [bx*  +  W  -  P].  .     (1) 


6  IE  I 


6  IE  I 


Similarly,  the  deflection  Vb  at  the  point  B,  due  to  the  load  Wi 
acting  alone,  could  be  found  by  taking  Oa  as  the  origin  and  sub- 
stituting bt  for  X  and  61  for  b  which  would  give 

t*  =  ^  [6.'  -  (P  -  V)  6.]  =  fllf  [W  +  fci*  -  P].  •    (2) 


Therefore, 


Va 
Vb 


E?. 


(3) 


and,  when  TTi  =  TFt,  Va  =  Vb]  that  is,  when  equal  concentrated 
loads  are  applied  at  any  two  points  A  and  B  in  a  simple  heam,  the 
deflection  at  A,  due  to  the  load  at  B,  is  equal  to  the  deflection  at  B, 
due  to  the  load  at  A.    It  is  evident  from  Art.  (100)  that  the  relation 
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between  the  components  of  the  deflection  due  to  two  concentrated 
loads  will  hold  true  when  loads  in  addition  to  the  two  are  applied 
at  the  same  or  at  other  points  in  the  beam. 

The  following  will  serve  as  an  illustration  of  the  application  of 
this  principle.  The  deflection  at  a  point  A  in  a  beam  due  to  a 
load  of  8000  lbs.  acting  at  another  point  B  is  found  by  calculation, 
or  by  measurement,  to  be  0.16".  If  an  additional  load  of  6000  lbs. 
is  applied  at  A  the  increase  in  the  deflection  under  the  load  at  B 
will  be  equal  to  0.12";  that  is,  the  increase  in  deflection  at  B  is  the 
same  as  would  be  the  increase  in  the  deflection  at  A  if  6000  lbs. 
were  added  to  the  load  of  8000  lbs.  at  B. 

109.  Resilience  due  to  Bending.  —  The  resilience  due  to  bend- 
ing is  the  potential  energy  due  to  the  strain  in  a  member  caused 
by  the  action  of  a  system  of  transverse  forces,  or  couples,  which 
produce  flexure.  If  the  material  is  perfectly  elastic,  the  resilience 
will  be  equal  to  the  work  done  during  the  distortion  of  the  beam 
by  a  gradual  applicaiion  of  the  system  of  forces. 

The  term  is  commonly  employed  to  designate  the  strain  energy 
due  to  longitudinal  extensions  only,  the  effect  of  small  strains  due 
to  shear  being  neglected,  as  has  been  done  in  the  derivation  of 
deflection  formulas  by  the  ordinary  theory  of  flexure. 

The  resilience  of  a  beam  of  elastic  material  subjected  to  a 
system  of  concentrated  loads  may,  therefore,  be  determined  by 
computing  the  half  sum  of  the  products  of  the  loads  and  deflec- 
tions at  the  points  of  application  of  the  loads,  the  deflection  at 
each  load  being  determined  from  the  usual  formulas. 

For  example,  in  the  case  of  a  beam  supported  at  the  ends  and 
loaded  at  the  center  with  a  single  concentrated  load  W  (Fig.  123), 
the  resilience  will  be 

^  "    2    "96£/* ^  ^ 

where  W  =  the  load  and  Vo  =  the  deflection  at  the  center  of  the 
beam. 

When  the  loads  are  distributed  the  resilience  may  be  repre- 
sented by  the  expression 

^^Jvwdx, (2) 


R 


where  w  =  the  load  intensity  and  v  =  the  deflection  at  any  point, 
at  a  distance  z  from  the  origin. 
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For  the  general  case,  applying  to  any  system  of  concentrated 
or  distributed  loads,  the  expression  for  resilience  may  be  deduced 
as  follows: 

Let  ONXK  (Fig.  140)  represent  the  elastic  curve  of  a  beam 
supported  at  two  points  and  loaded  with  a  given  system  of  loads. 
Let  AB  be  any  cross  section  at  a  distance  x  from  the  origin,  and 
OH  a  cross  section  at  a  distance  dx  from  AB,    After  bending 


Bi      'H 

I     r 

-« — ^H^dx 

I     I 


Fig.  140. 

occurs,  let  r  =  the  radius  of  curvature  of  NT,  the  portion  of  the 
elastic  curve  between  the  cross  sections  AB  and  GH,  and  M  = 
the  bending  moment  at  section  AB,  The  angle  between  AB  and 
GH  will  evidently  be  equal  to  df,  the  difference  in  the  slopes  at  N 
and  r.  If  the  forces  producing  the  flexure  are  gradually  applied, 
the  work  done  in  straining  the  portion  of  the  beam  between  the 
sections  AB  and  GH  will  be  equal  to 

M  .,      M  da      M^da      M^dx,  ,  . 

•and  hence  the  resilience  of  the  entire  beam  may  be  represented 
by  the  expression 

R  =  Jy  <^^  =  J  -2eT  ^^^^  nearly).    ...     (3) 

The  following  illustrations  of  the  application  of  the  formula  in 
a  few  simple  cases  are  given. 

(a)  CantUever  6eam,  load  uniformly  distribuled  (Fig.  122).  —  Let  W  '^  wl 
equal  the  total  load.  In  this  case  the  bending  moment  at  any  section,  at  a 
distance  x  from  the  fixed  end,  is  equal  to 


w 


Af-f  0-*)'. 


(4) 
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Substituting  in  (3)  we  hftve 

where  t^o  —  the  greatest  deflection. 

(b)  Simple  heam,  load  uniformly  distributed  (Fig.  124).  —  Let  W  ^  td 
equal  the  total  load.  The  bending  moment  at  any  section,  distant  z  from  the 
support,  is  equal  to 

M^^{lx-3fl) (6) 

Substituting  in  (3)  we  have 

where  Vo  =  the  greatest  deflection. 

(c)  Beam  subjected  to  uniform  bending  (Fig.  118).  —  Let  Mo  =  the  bending 
moment. 

Then 

^-2^Jo^^2]B7=-r"' (^^ 

where  t^)  «  the  deflection  at  the  middle  of  the  span.    The  resilience  in  this 

case  is  evidently  equal  to  the  product  of  -^ ,  and  the  difference  -=^ ,  between 
the  angles  of  slope  at  the  ends  (Art.  97). 

The  same  method  may  be  employed  when  the  loads  are  con- 
centrated but  in  simple  cases  of  this  kind  the  resilience  can  be  more 
easily  detennined  by  computing  the  sum  of  the  products  of  the 
half  loads  and  the  deflections  at  the  loads,  as  shown  in  the  follow- 
ing cases. 

(d)  Simple  beam,  single  concentrated  load  W  not  on  the  center  of  the  span 
(Fig.  125).  —  The  deflection  at  the  load  is  equal  to 

Wa^¥ 

'^JlEl'^ (^) 

and  hence  the  resilience 

(e)  Simple  beam  vjith  two  concentrated  loads  W  at  equal  distances  from  the 
ends  (Fig.  126).  —  The  deflection  at  either  load  is  equal  to 

Wa^ 
t;i  =  ^(3i-4a); (11) 

and  hence  the  resilience 

Resilience  in  terms  of  the  greatest  fiber  stress.  —  The  resilience  may 
also  be  expressed  in  each  case  in  terms  of  the  greatest  fiber  stress 
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/  and  the  volume  V  of  the  beam.  For  example,  in  the  case  of  the 
simple  beam  with  a  concentrated  load  at  the  middle  of  the  span 
the  load  will  be  equal  to 

"'-¥=*-r <'3) 

and,  by  substituting  in  (1), 

mEi     6£c»     e^c* ^^ 

When  the  cross  section  is  symmetrical  with  respect  to  the  neutral 
axis,  c  =  o*'^*^ 

R=l&.y (15) 


ZEh!' 
If  the  section  is  rectangular,  p  =  —p=,  and 

Similar  expressions  for  the  resilience  in  terms  of  the  greatest 
fiber  stress  and  volume  can  be  determined  for  any  of  the  preceding 
cases.  The  following  is  a  summary  of  formulas  for  a  few  cases 
when  the  cross  sections  are  rectangular.  These  may  be  compared 
with  the  expression  for  resilience  under  uniform  tension  or  com- 
pression (Art.  15). 

(a)  Cantilever  beam,  load  unifomUy  distribiUed: 

«-Si (17) 

(b)  Simple  beam  load  uniformly  distributed: 

«-iS (i« 

(c)  Beam  subjected  to  uniform  bending: 

«-?! "9) 

(d)  Simple  beam  with  concentrated  load,  not  at  the  center  of  the  span: 

«-S <20) 

(e)  Simple  beam  unth  two  concentrated  loads  at  equal  distances  from  the  ends: 

ft  =  l|^(K-2  7i) (21) 

where  Vi  »  the  volume  of  the  portion  of  the  beam  between  the  sections  under 
the  concentrated  loads. 
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110.  Deflection  Determined  from  Resilience  —  General  Equa- 
tion.*—  If  the  resilience  of  a  beam  has  been  calculated  from  the 
bending  moments  by  equation  (3)  (Art.  109),  the  deflection  may 
be  determined  from  the  resilience.  When  the  beam  is  subjected 
to  a  single  concentrated  load  the  process  is  very  simple,  being  the 
reverse  of  the  method  of  determining  the  resilience  from  the  half 
sum  of  the  products  of  loads  and  deflections. 

As  an  illustration  take  the  case  of  the  rectangular  beam  with 
a  single  concentrated  load  not  at  the  center. 

From  equation  (16)  (Art.  109)  we  have 

Wv  _  fV 
2       18iSf 
Hence 


_  pv 


(1) 


and,  using  the  usual  notation,  this  expression  reduces  to 

TTaV 


_  (WabKs^    Al 

"      \21I  I  9WE      ZlEI 


(2) 


which  is  the  same  as  equation  (47)  (Art.  98). 

For  the  general  case  an  expression  for  the  deflection  at  any  point 
may  be  deduced  as  follows:  Let  M  =  the  value  of  the  bending 
moment  at  any  cross  section  AB  of  a  beam  (Fig.  141),  due  to  any 
system  of  loads  acting  on  the  beam.  Let  v\  «=  the  deflection  at 
any  point  in  the  elastic  curve,  at  a  distance  Xi  from  the  origin. 


* -*^dx 


Fig.  141. 


To  find  Vi,  assume  that  a  very  small  load  Wi  is  gradually  applied 
at  the  point  Xi,  in  addition  to  the  loads  acting  on  the  beam,  and  let 
m  =  the  increase  in  the  bending  moment  at  the  section  AB,  due 
to  the  load  t^i. 
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The  general  equation  of  Ihe  elastic  curve,  if  the  load  Wi  were 
acting  alone,  would  be 

d^^dx^EI ^^ 

Hence,  for  a  point  on  the  elastic  curve  at  a  distance  x  from  0, 

di^-j^dx (4) 

The  addition  to  the  total  strain  energy  of  the  beam,  due  to  the 
addition  of  the  load  Wi,  would  be  equal  to 

Wi  (Vi  +  Vi)  ... 

2 '. •     (^^ 

where  vi  =  the  increment  in  Vi,  due  to  the  additional  load  Wi, 
Expressed  in  tenns  of  the  bending  moments  the  additional  strain 
energy  would  be  equal  to 


^  C(M  +  m)  di  (Art.  109). 


Substituting  the  value  of  di  from  (4)  and  combining  with  (5), 
we  have 

W\  {v\  +  Vi)  _  1   /'(Afm  +  fri?) 
2 


=  1/<M!^^^ (6, 


This  equation  will  hold  true,  however  ^mall  the  magnitude  of  W\ 
may  be  and,  as  w\  decreases,  {vi  +  Vi)  approaches  the  value  V\  and 
{Mm  +  m')  approaches  the  value  Mm, 
Hence,  as  the  value  of  Wi  approaches  zero,  equation  (6)  becomes 


which  reduces  to 


^^=/iS^^/^^'     ...     (8) 
where  mi  =  — will  evidently  be  equal  to  the  increment  in  the  bending 

Wi 

moment  when  wi  =  unity.  By  the  use  of  either  (7)  or  (8)  the 
deflection  at  any  point  in  a  beam  subjected  to  any  load  system 
may  be  found. 

As  an  illustration  of  the  application  of  the  formula  we  may  take 
the  case  of  the  simple  beam,  with  a  single  concentrated  load  not 
at  the  center  (Fig.  125),  for  which  the  deflection  at  the  center  of 
the  span  is  to  be  determined. 
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The  unit  load  will  be  placed  at  the  center  of  the  span  and,  follow- 
ing the  notation  in  Case  (f)  (Art.  98)  and  noting  that  all  bending 
moments  are  positive  and  that  a>  h,  the  value  of  Mmi,  for  values 

of  X  from  0  to  5  will  be  equal  to 


Mm\  = 


Whx  lx\      Whx^ 


I 


itj-W    o» 


and,  for  values  of  x  from  ^  to  a, 


^         Wbxrx     [       l\'\      Whx  (l  -  x)  ,,.. 

For  sections  between  the  load  W  and  the  right  hand  support,  if 
the  origin  is  taken  at  the  right  end  of  the  beam  and  x  is  measured 
toward  the  left, 


Mnii  = 


Wax  /x\      Waa^ 


(i)-¥ <") 


Substituting  in  (8)  we  have 


2 

2iL24'*'   2      .3        8  "^24"*"  3  J'    ■    •    •     •     ^  ^ 


which  reduces  to 


t^i  =  ^(3P-46«) (13) 


This  result  agrees  with  equation  (48)  (Art.  98). 

The  method  can  be  used  to  determine  the  deflection  of  beams 
of  varying  cross  section,  the  value  of  /  in  this  case  being  variable. 
If  the  cross  section  varies  constantly  and  /  can  be  expressed  as  an 
integrable  function  of  x,  the  value  of  vi  can  be  readily  obtained  by 

substituting  — j—  =  tp  (x)  in  (8)  and  integrating  as  before.     In 

other  cases  where  the  cross  section  varies,  the  deflection  may  be 
found  by  dividing  the  span  into  sections  and  considering  I  constant 
for  each  section,  taking  for  any  one  section  the  average  value  of  / 
through  that  portion  of  the  span.  This  will  in  some  cases  give 
approximate  results;  the  approximation  depending  on  the  number 
of  sections  into  which  the  span  is  divided. 
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As  an  illustration  we  may  take  the  case  of  a  girder  supported  at 
the  ends  and  subjected  to  a  uniformly  distributed  load  W  =  wl, 
with  the  outside  cover  plates  on  both  flanges  extending  over  the 
middle  portion  only  (Fig.  142). 
To  find  the  greatest  deflection 
the  unit  load  will  be  placed  at 
the  center  of  the  span  and,  since 
both  halves  of  the  beam  are  under 
the  same  state  of  stress,  it  will  be 
necessary  to  apply  equation  (8) 
to  one-half  of  the  span  only  and 
multiply  the  result  by  two. 

Let  /i  =  the  moment  of  inertia  of  the  cross  section  throughout 
the  end  quarter  of  the  span  and  h  =  the  moment  of  inertia 
throughout  the  middle  portion  of  the  span. 

For  values  of  x  from  0  to^ , 

4 

and,  for  values  of  x  from  i  to  r » 

4      2 

Mm]       w   ,j        ^.x       w   .,  «        ..  ,.j,. 

~r  =  2^^^"'^^2  =  4T/^""'^^-  '  •  (^^^ 

Substituting  in  (8)  and  multiplying  by  2  we  have 

I  I 

4 

^  to  r  13?*  67Z«  1        wl*    [13      67] 

2  E  [3072  h     3072  /J     6144  e\_Ii      Ii\ 

If  the  cross  section  were  uniform  throughout  the  span,  we  would 
have  It  =  Ii  =  I,  and  equation  (16)  would  reduce  to 

5  Wl*  ,,„ 

•"=380/ ^1^) 

111.  Principle  of  Least  Work  as  Applied  to  Beams.  —  This 
principle  of  Mechanics  as  applied  in  the  case  of  elastic  bodies  may 
be  stated  as  follows:  The  deformation  of  any  elasHc  body  under  the 


242 


APPLIED  MECHANICS 


action  oj  a  balanced  system  of  external  forces  will  he  such  that  the 
work  done  in  causing  the  defomudion,  or  the  resilience  of  the  body, 
is  a  minimum.  This  is  based  on  the  principle  of  the  conservation 
of  energy,  whereby  it  may  easily  be  shown  that  in  order  to  have 
stable  equilibrium  the  strain  energy  produced  by  the  action  of 
the  external  force  system  must  be  a  minimum.  Applied  in  the 
case  of  the  beam,  the  principle  can  evidently  be  represented  by 
the  expression 

=J    2^  =  a°i™mum (1) 


R 


This  principle  can  be  employed,  in  conjunction  with  the  static 
conditions  of  equilibrium,  to  determine  the  reactions  at  the 
supports  of  a  beam  in  a  statically  indeterminate  case.  As  an 
illustration  we  may  take  the  following: 

(a)  Beam  supported  at  three  points  and  suhjected  to  a  uniformly  distributed 
load  (Fig.  143).  —  Let  w  =  the  load  per  unit  of  length.  The  bending  moment 
at  any  point  of  the  span  Zi,  at  a  distance  x  from  A,  will  be  equal  to 


and  for  the  span  h,  if  we  take  the  origin  at  B, 

M  =  FiX S-- 


(1) 


(2) 


r 


>_ 


B 


Fi 


^ 


Fo 

Fig.  143. 


The  resilience  of  the  entire  beam  will  be  equal  to 

*-;w-5i7[x"('.'-?)'-+;:(''-fr^] 

^2EIlZ  V'^'W^^Y^  4     "^   20j-  •    •    •     ^"^^ 

Taking  moments  about  0. 


and  hence 


w 


FA-FA-yft«-V), 


(4) 
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Subetituting  the  value  of  Fih  in  (3)  and  reducing,  we  have 

-^{w,-|(V-V)j  +  g(J.'+V)],      ...    (6) 

which  gives  the  value  of  R  in  terms  of  the  supporting  force  Pi, 

In  order  that  R  shall  have  the  minimum  possible  value,  the  magnitude  of 
F]  must  be  such  that 

dFi      "• 
Differentiating 


(6) 


-  2P,li  -  ^  (Sy  +  iA  -  V)  -  0: 

and  therefore 

F,  -  ^  (3  V  +  JA  -  V) (7) 

By  substituting  in  (4), 

ft  -  ^ (3Ji«  +  I.I.  -  V)  -  ^ Ci»  -  V)  -  1^ (3 V  +  «x  -  V).  .    (8) 

Hence  for  the  middle  support, 

n  -  «.(ii  +W  -  g|(3V  +  J.I.  -V)  -  il  (3V  +  W,  -  V) 

-f[.,(.+a+.(4+4)]. <«, 

When  the  spans  are  equal,  if  we  let 

Pi  -  ft  =  ?|? (10) 

and 

ft-^.  .  . (11) 

which  agrees  with  the  results  in  Case  (b)  (Art.  102). 

112.  Shearing  Resilience.  —  When  an  elastic  body  undergoes 
a  shearing  strain  a  certain  amount  of  strain  energy  is  stored  up,  the 
same  as  when  the  body  is  subjected  to  tension,  or  compression 
(Art.  15).  This  energy  is  called  the  resilience  due  to  shear,  or 
the  shearing  resiliencey  and,  if  the  body  is  perfectly  elastic,  will  be 
equal  to  the  work  done  during  a  gradual  application  of  the  forces 
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producing  the  shear.    For  example,  if  we  imagine  the  prism  abed 
(Fig.  144)  to  be  distorted  in  simple  shear  by  a  force  W  gradually 

applied,  the  total  displacement  of  W  being  equal 
to  V,  while  the  other  forces  required  to  maintain 
equilibrium  remain  stationary,  the  work  done 
will  be  equal  to 

Wv. 


Fio.  144. 


Let  A  =  the  area  of  the  cross  section,  I  =  the 
length  and  V  =  the  volume  of  the  prism.  Let 
8  =  the  intensity  of  the  shearing  stress  on  the 

cross  section  and  0  =  the  modulus  of  rigidity  of  the  material. 

Then,  if  the  shearing  stress  is  assumed  to  be  uniform  throughout 

the  prism,  the  shearing  strain  at  any  point  in  directions  parallel 

to  ab  and  ad  will  be  equal  to 


7  =  T 


I 


8 


Hence 


V,  =7^  = 


d 
G 


Q     (Art.  7). 


Wl 


AG' 


(1) 


and  the  shearing  resilience  will  be  equal  to 


R.= 


Wv,     wn 


2  AG 


8*Al  ^  1  a*  y 
2G      2G    ' 


(2) 


which  is  similar  to  the  expression  for  the  resilience  in  tension 
(Art.  15). 

If  F  =  unity,  equation  (2)  reduces  to  the  expression  for  the 
shearing  resilience  per  unit  of  volume,  or  the  modulus  of  resilience 
in  shear, 


R    -1^ 


(3) 


Hence,  when  the  shearing  strain  is  uniform  throughout  a  body,  its 
total  resilience  in  shear  is  equal  to 

R.  =  R^V (4) 

113.  Deflection  Due  to  Shearing.  —  Thus  far  in  the  discussion 
of  the  theory  of  flexure,  no  account  has  been  taken  of  the  distor- 
tions due  to  the  shearing  stresses,  which  exist  in  beams  subjected 
to  ordinary  bending.  The  equation  of  the  elastic  curve  was  de- 
duced from  the  relations  existing  between  the  normal  stresses  and 
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the  longitudinal  strains  at  the  various  cross  sections  and  is,  there- 
fore, the  true  equation  of  the  curve,  formed  by  the  central  axis  of 
a  beam,  only  in  the  case  of  simple,  or  uniform,  bending. 

In  a  beam  subjected  to  ordinary  bending  there  is,  in  addition  to 
the  deflection  computed  from  the  ordinary  equation  of  the  elastic 
curve,  a  deflection  due  to  shearing;  but,  since  the  shearing  stresses 
in  a  beam  are  small  as  compared  with  the  fiber  stresses,  the  de- 
flection due  to  shearing  is  so  small  that  it  can  be  neglected  in 
ordinary  calculations.  In  order  to  form  an  idea  of  its  magnitude, 
we  may  deduce  the  expressions  for  the  deflections  due  to  shearing 
alone  in  a  few  simple  cases. 

Approximate  results  may  be  obtained  by  assuming  that  the 
shearing  stress  on  a  cross  section  of  a  beam  is  uniformly  distributed, 
or  more  exact  results  can  be  had  by  taking  into  accoimt  the  varia- 
tion in  the  shearing  stress  intensity  on  the  cross  section,  as  given 
in  Art.  (89).  In  using  the  latter  method,  however,  it  is  to  be 
remembered  that  the  calculations  are  based  on  the  assumptions 
of  the  common  beam  theory  which,  while  giving  the  deflection 
due  to  bending  quite  accurately,  will  not  in  all  cases  give  the 
deflection  due  to  shearing  with  the  same  degree  of  accuracy. 

(a)  Cantilever  beam  of  rectanQtdar  cross  section  toith  load  W  at  the  free  end 
(Fig.  120).  —  In  this  case  the  shearing  force  is  constant  for  every  cross  section 
of  the  beam  and,  if  we  assume  that  the  shearing  stress  on  each  cross  section  is 
uniform,  the  deflection  due  to  shearing  can  be  obtained  directly  from  equation 
(1)  (Art.  112),  which  wiU  give 

Wl      WV   .            .  ... 

^•^AG'"  AH}    (*PP^^)» (^) 

where  A  —  the  area  of  the  cross  section  of  the  beam. 

If  we  assume  the  cross  section  to  be  rectangular  and  the  distribution  of  the 
shearing  stress  to  be  that  given  in  Art.  (89),  we  may  consider  the  beam  to  be 
made  up  of  a  series  of  horizontal  layers,  of  thickness  dy,  and  compute  the 
shearing  resilience  of  each  layer  from  equation  (2)  (Art.  112)  and  add  together 
as  follows: 

Let  h  =  the  breadth  and  h  =  the  depth  of  the  section.  For  a  layer  at  any 
distance  y  from  the  neutral  layer  we  have  for  the  intensity  of  the  shearing 
stress 

«-|£(*'-^^>:    •" (2) 

and  hence,  for  the  resilience  of  the  layer. 
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Integrating, 

2 

Q  !...;•    .1«   A\^          3  WH       3  WH 

Heaoe 

6Wl 

•      5AG* 

(3) 


(4) 


which  is  20  per  cent  higher  than  the  value  given  by  (1). 

Adding  the  value  of  v,  in  (4)  to  the  deflection  due  to  bending,  as  given  by 
equation  (7)  (Axt.  98),  and  neglecting  signs,  we  have,  for  the  total  deflection 
at  the  free  end  of  the  beam  due  to  bending  and  shear. 


oo'  =  tH)  4-  »•  = 


m«    .  QWl      4TF/»       em      4Wl* 


SET 

Wl 


+ 


; 


5  AG      Ebh* 
SEh* 


+ 


5  Gbh      Ebhf 


( 


1  + 


3Eh*\ 
10  GP/ 


.) 


SEI\     '    lOGP 
If  (7  s.  }  ^  (Art.  7),  equation  (5)  reduces  to 

Wl* 


Vq 


/  ^^ 


SEl 


b-mi 


(6) 


(6) 


It  is  evident  from  (6)  that  in  this  case  the  deflection  due  to  shearing  is  small 
compared  with  the  deflection  due  to  bending,  the  ratio  between  the  two  being 
equal  to 

M(f)*  <" 

When  the  ratio  of  length  to  depth  is  10  :  1  the  ratio  of  the  deflections  reduces 

to 

v,_    3 

Vo 


400 


=  0.0075; 


(8) 


Vo      6 


h^ 


I 


^0, 


.._]. 


g^^^^ 


that  is,  V,  is  about  0.75  per  cent  of  Vq,    If  the  deflection  due  to  shearing  were 
assumed*  to  be  that  given  by  equation  (1),  the  ratio  would  be 

Jg  -  jig  -  0.00625 (9) 

(b)  Cantilever  beam,  loith  a  load  W  at 
the  free  endf  having  a  cross  section  of  the 
dimensions  given  (Fig.  145).  —  In  this  case 
an  approximate  solution  may  be  made  by 
assuming  that  the  entire  shearing  stress  on 
any  cross  section  is  uniformly  distributed 
over  the  web  (Arts.  90-91).  If  we  let  I  = 
the  span  and  W  =  the  load,  as  before,  and 
assume  the  dimensions  of  the  section  as 
shown  (Fig.  145),  the  shearing  resilience 
of  the  beam  will  be  equal  to 

^^         '^^  (10) 


4- 


-f- 


1 


'^y^7777777\ 


«- 


.i. 


FiQ.  145. 


and  hence 


iJ. 


f «  = 


2  AG      2thiG' 

Wl 

thiG'     '    '    ' 


(11) 


DEFLECTION  DUE  TO  SHEARING  247 

If  the  distribution  of  the  shearing  stress  over  the  section  is  to  be  taken  into 
account  the  algebraic  equations  will  become  complex,  but  a  comparison  may 
be  made  for  a  specific  case  in  which  the  approximate  dimensions  of  the  I- 
section  may  be  taken  as  follows: 

h  -  10";  hi  -  9";    h  =  5";  t  =  i". 

For  this  cross  section 

A  =  9.5  sq.  ins.,        I  «  143.3  (ins.)*. 

For  any  point  in  the  flange 

Q-4(5*-2/»)-i(26-i/»), 
6  TT  (26  -  2/")      W  (25 -y») 


and 


*      2  X  6  X  143.3  286,6 


^-8^10(^25-50,^  +  ,^). 


For  any  point  in  the  web 

0  =  i  X  4.75  +  i  (4:^  -  yO  -  i  (67.75  -  |/«), 

W  (67.75  -  y«)  ^  W  (67.75  -  y*) 
*  "  4  X  i  X  143.3  286.6 

and  «»  -  g^  (4590  -  135.5 1/«  +  y*). 

Hence  the  total  shearing  resilience  of  the  beam  will  be  equal  to 

=  -^  (0.00024  +  0.10292)  =  0.1032  ■—- (12) 

and  hence 

v.- 0.206^'- (13) 

It  is  evident  from  (12)  that  the  shearing  strain  energy  in  the  flanges  is  very 
small  compared  with  that  in  the  web  and  could  be  omitted  in  the  calculation. 
The  value  of  the  deflection  calculated  from  (11)  would  be 

v.  =  0.222  ^' (14) 

Hence  the  value  of  v,  given  by  (13)  is  about  7.2  per  cent  lower  than  that  given 
by  the  approximate  solution  made  by  assiuning  the  total  shearing  stress  to  be 
uniformly  distributed  over  the  web. 

The  greatest  deflection  due  to  bending,  in  this  case,  would  be  equal  to 

""'      ZEI      mFE  "  ^'^^^  ^' 

and  hence  the  total  deflection  due  to  shearing  and  bending, 

Wl*  Wl 

1^'  -  Db  +  »•  -  0.00233  -^  +0.206  ~     •    .    .    .    (15) 
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UG^iE, 

Wl 
o„' =  ^*  (0.00233  P  +  0.515) (16) 

Hence  the  ratio  between  the  deflection  due  to  shearing  and  that  due  to  bending 

will  be 

V,         0.515         221 

vo      0.00233  P"    i» ^  ^ 

and,  when  the  ratio  of  the  length  of  the  beam  to  its  depth  is  10  :  1,  Z  »  100", 
and  equation  (17)  becomes 

-  =  0.022; (18) 

Vq 

that  is,  the  deflection  due  to  shearing  is  in  this  case  about  2.2  per  cent  of  that 

due  to  bending. 

(c)  Simple  beam  with  concentrated  load  Wat  the  center  of  the  span  (Fig.  123) .  — 

Let  W  »  the  load  and  I  =>  the  length  of  the  span.     In  this  case  since  each  half 

of  the  beam  will  be  under  the  same  state  of  stress  as  the  cantilever,  considered 

in  Cases  (a)  and  (b),  and  the  deflection  due  to  shearing  may  be  calculated  by 

I  W 

substituting  5  for  I  and  -^  f or  TT  in  the  equations  for  v,. 

Rectangular  section.  —  If  the  cross  section  is  rectangular,  by  making  these 
substitutions  in  equation  (4)  and  reducing,  we  obtain 

ZWl  ,,^, 

and  the  total  deflection  due  to  bending  and  shearing  will  be  equal  to 

,  _    Wl*    ,    3Wl   _    Wl^  r.    i  6i^A\n.  .on^ 

^  ^  4SEI~^  10  AG"  ^ElV^hG\lJ  J'    •    •    •    ^^; 

and,  if  (7  «  I  ^, 

The  ratio  of  the  deflections  will  be 

fh\t 

(22) 


s-fir 


and  when  2 :  A  »  10  :  1,  the  deflection  due  to  shearing  will  be  about  3  per  cent 
of  that  due  to  bending. 

I'Section  (Fig.  145). — When  the  cross  section  is  of  the  approximate  dimen- 
sions given  for  a  10"  I-section  (Case  b),  we  have  by  substituting  5  for  I  and 

W 

•s"  for  W  in  equation  (13)  and  reducing, 

Wl 
Vt  =  0.0515  -^ (23) 

and  the  total  deflection  due  to  bending  and  shearing 

Wl*                 Wl 
vo'^  0.000145  ^+0.0515-^; (24) 

and,  if  Gf  =  i  ^, 

Vo'  =  ^  (0.000145  P  +  0.129) (25) 
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The  ratio  of  the  deflections  will  be 

i;,  0.129 


890 


(26) 


0.000145  ^ 

and,  when  I :  A  »  10 : 1,  the  deflection  due  to  shearing  will  be  about  8.9  per 
cent  of  the  deflection  due  to  bending. 

It  is  evident  that,  in  all  the  foregoing  cases,  as  the  ratio  of  length 
to  depth  increases,  the  ratio  of  the  deflection  due  to  shearing  and 
that  due  to  bending  decreases. 

In  making  calculations  of  the  deflections  of  beams  with  I- 
sections,  and  average  spans,  however,  some  allowance  should  be 
made  for  shearing.  This  is  usually  done  by  using  values  of  E,  in 
the  ordinary  formulas  for  deflection  due  to  bending,  which  are 
somewhat  smaller  than  the  actual  tensile  modulus  of  elasticity, 
the  modified  values  of  E  being  based  on  the  results  obtained  by 
actual  measurements  of  the  total  deflection  of  beams  under  dif- 
ferent systems  of  loading.  It  is  evident  that  the  values  of  Ej 
calculated  from  such  measurements  by  means  of  the  ordinary 
deflection  formulas,  will  vary,  not  only  with  the  shape  of  the 
cross  section,  but  also  with  the  ratio  of  the  depth  of  the  section 
to  the  length  of  the  beam. 

114.  Transverse  Curvature.  —  No  mention  has  been  made,  so 
far,  of  any  change  in  the  shape  of  the  cross  sections  of  a  beam  sub- 
jected to  flexure.  That  a  slight  distortion  does  take  place,  how- 
ever, is  evident  from  the  fact  that  the 
longitudinal  strains  in  the  different 
layers  are  always  accompanied  by  lat- 
eral strains  unless  the  latter  are  pre- 
vented by  constraining  forces  (Art.  5). 

If  we  assume  the  lateral  movement 
in  the  different  layers  to  be  free,  each 
layer  contracting,  or  expanding,  inde- 
pendently of  the  others,  in  the  same 
manner  in  which  the  longitudinal  con- 
traction or  expansion  is  assumed  to  take  place  (Art.  66),  the  layers 
which  are  in  compression  will  expand  laterally  and  those  in  ten- 
sion will  contract. 

If  a  beam  of  rectangular  cross  section  is  bent  so  that  it  is  con- 
cave upwards  the  section  will  take  the  general  form  shown  in 
(Fig.  146).  Since  the  longitudinal  strains  are  uniformly  varying, 
the  lateral  strains  will  be  likewise  uniformly  varying;    and  the 


I 


Fig.  146. 
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lateral  strain  in  any  layer  will  be  —  X  the  longitudinal  strain  in 

the  layer.    Hence  the  horizontal  axis  through  the  center  of  the 

section  will  become  slightly  curved  and,  if  the  longitudinal  curva- 

1      e 
ture  at  the  section  is  equal  to  -  =  -,  the  curvature  of  the  hori- 

zontal  axis  will  be  equal  to  —  =  — • 

n      my 

Hence  —  =  —  ,    or    n  =  mr. 

Ti      mr 

The  assumption  that  the  lateral  expansion  or  contraction  is 
free,  while  nearly  correct  when  the  depth  of  the  cross  section  is 
greater  than  the  breadth,  is  not  correct  in  the  case  of  a  wide  flat 
section.  In  such  a  case  the  lateral  strains  except  at  the  edges  will 
be  resisted  by  shearing  stresses  between  the  layers. 

116.  Limitations  of  the  Theory  of  Flexure.  —  All  of  the  results, 
obtained  in  the  discussion  of  the  theory  of  bending  in  this  and  the 
preceding  chapter,  have  been  based  on  the  primary  assumptipn 
of  the  theory  of  simple  bending;  viz.,  that  plane  cross  sections 
remain  plane  after  bending  (Art.  66).  This  assumption  was  first 
made  by  Bemouilli  and  is  frequently  called  Bemouilli's  Assumption. 

A  more  exact  analysis  of  the  stresses  and  strains  due  to  flexiu^ 
by  means  of  the  principles  of  the  Theory  of  Elasticity  was  first 
made  by  St.  Venant,  who  took  as  a  basis  the  assumption  that  the 
layers,  or  fibers,  are  free  to  expand  or  contract  laterally  but  did 
not  assume  that  plane  cross  sections  remain  plane. 

The  results  of  his  investigation  show  that  Bemouilli's  assumption 
is  correct  when  the  shearing  force  is  constant,  but  in  other  cases 
a  plane  cross  section  does  not  remain  exactly  plane  after  bending 
takes  place. 

The  results  obtained  by  the  common  theory,  however,  when 
compared  with  those  given  by  the  more  complex  theory  of  St. 

« 

Venant  are  found  to  be  substantially  in  agreement  as  far  as  fiber 
stresses  and  deflections  due  to  bending  are  concerned,  the  largest 
difference  being  found  in  the  shearing  stresses  and  strains. 

For  practical  purposes,  the  common  theory,  when  used  within 
the  limitations  imposed  (Art.  63),  gives  results  with  as  much 
accuracy  as  the  conditions,  regarding  the  distribution  of  the  loads, 
the  dimensions  and  homogeneity  of  the  beams  with  which  the 
engineer  ordinarily  has  to  deal,  will  warrant. 
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116.  Problems  —  Deflection  of  Beams.  — 

Problem  1. 

A  standard  15"  I-beam,  42  Ibe.  per  ft.,  is  subjected  to  a  ssrstem  of  loads  such 
that  the  radius  of  curvature  of  the  neutral  layer  at  a  given  section  is  1200  ft. 
Find  the  magnitude  of  the  outside  fiber  stress  at  the  section.  E  ->  30,000,000 
lbs.  per  sq.  in. 

Problem  2. 

Find  the  diameter  of  the  smallest  pulley  upon  which  a  steel  band  saw,  ^'' 
thick,  may  be  run,  provided  the  allowable  fiber  stress  due  to  bending  is 
25,000  lbs.  per  sq.  in.    E  ^  30,000,000  lbs.  per  sq.  in. 

Problem  3. 

A  standard  12^'  I-beam,  31.5  lbs.  per  ft.,  is  supported  at  the  ends  and  sub- 
jected to  a  single  concentrated  load  of  10,000  lbs.  applied  at  the  center.  Find 
the  greatest  deflection  and  the  deflection  at  a  section  4  ft.  from  the  left  end. 
Span  =  16  ft.    E  =  28,000,000  lbs.  per  sq.  in.    I  =  215.8  (ins.)^ 

Note,  —  Find  the  deflection  due  to  the  concentrated  load  and  that  due  to 
the  weight  of  beam  acting  separately  and  add  together  (Art.  100).  * 

Problem  4. 

Solve  Problem  (3),  assuming  that  the  load  of  10,000  lbs.  is  uniformly  dis- 
tributed over  the  entire  length  of  the  beam,  instead  of  being  concentrated  at 
the  center. 

Problem  6. 

A  wooden  beam  6"  X  12"  cross  section  and  12  ft.  long  is  fixed  at  one  end 
and  subjected  to  a  single  concentrated  load  of  1200  lbs.  applied  at  the  free  end. 
Find  the  greatest  deflection.    E  «  1,000,000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (5),  assuming  that  the  load  of  1200  lbs.  is  uniformly  dis- 
tributed over  the  entire  length,  instead  of  concentrated  at  the  free  end. 

Problem  7. 

Solve  Problem  (5),  assuming  that  the  load  of  1200  lbs.  is  applied  at  a  point 
8  ft.  from  the  fixed  end,  instead  of  at  the  free  end« 

Problem  8.  ^ 

4000 

Find  the  p'eatest  deflection  of 
a  standard  8"  I-beam,  18  lbs.  per 
ft.,  due  to  a  single  concentrated 
load  of  4000  lbs.,  acting  as  shown 
(Fig.  147).  /  »  66.9  (ins.)*.  £?  = 
28,000,000  lbs.  per  sq.  in.    Also 

find  the  deflection  under  the  load     '   '  ^iq   i  47 

and  at  the  middle  of  the  span. 

Problems  9-13. 

Note.  —  In  Problems  (9-13)  inclusive,  deduce  the  general  formulas  for  slope 
and  deflection  and  find  the  greatest  slope  and  greatest  deflection.    Express 
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these  values  in  terms  of  E,  I  and  the  constants.    When  the  neoessary  dimen- 
sions are  giveni  find  the  greatest  deflection  in  inches. 


Problem  9. 

Cantilever  beam,  imiformly  vary- 
ing load,  as  shown  (Fig.  148). 


Fig.  148. 


Problem  10. 

Simple   beam,   miifonnly  varying   f 
load,  as  shown  (Fig.  149). 


Fig.  149. 


Problem  11. 

Simple  beam,  imiformly  vary- 
ing load,  as  shown  (Fig.  150). 


Fig.  150. 


Problem  12. 

A  wooden  beam  10"  X  12"  cross  sec- 
tion, subjected  to  a  load  of  16,000  lbs. 
uniformly  distributed  over  its  entire 
length  (Fig.  151).  E  «  1,500,000  lbs. 
per  sq.  in. 


Problem  18. 

A  standard  6"  I-beam,  12.25  lbs.  per 
ft.,  subjected  to  concentrated  loads  of 
2000  lbs.  and  1000  lbs.,  as  shown  (Fig. 
152).    E  =  28,000,000  lbs.  per  sq.  in. 


1000  Ibe.  per  ft 
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Fig.  151. 
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Fig.  152. 


Problem  14. 

A  simple  beam  is  subjected  to  a  total  load  of  12,000  lbs.  uniformly  distributed 
over  a  portion  of  the  span,  as  shown  (Fig.  153).    Using  the  general  formulas 
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(Case  i,  Art.  98),  write  the  general  equations  for  the  dope  and  deflection  for 
this  particular  case,  neglecting  the  weight  of  the  beam.  Also  find  the  value 
of  EIvq. 


Problem  16. 


// 


A  floor  is  supported  on  standard  15 
I-beams,  42  lbs.  per  ft.,  having  a  20-ft. 
span.  If  the  total  load,  including  the 
weight  of  the  floor  and  beams,  is  120  lbs. 
per  sq.  ft.  of  floor  area,  determine  the 
spacing  of  the  beams  required  to  fulfil 
the  condition  that  the  greatest  deflection 
is  not  to  exceed  j^^  of  the  span.  /  »  442 
(ins.)*.     E  =  28,000,000  lbs.  per  sq.  in. 


-lAl.. 


loooibaper  ft 


.801 


Fig.  153. 


What  is  the  magnitude  of  the  greatest  outside  fiber  stress  in  this  case? 


-^-.1 


40011m.  per  ft 


Fig.  154. 


Problem  16.  mm         moo         wpo 

Find  the  necessary  moment  of  inertia 
and  select  a  suitable  Inspection  for  a 
beam  to  support  the  loads  shown  (Fig. 
154),  provided  the  greatest  allowable 
deflection  is  0.5".  E  =  28,000,000  lbs. 
per  sq.  in.  Use  the  method  indicated 
in  Art.  (100),  dividing  the  load  system 
into  three  parts. 

Problem  17. 

An  8"  steel  I-beam,  18  lbs.  per  ft.,  is  fixed  at  the  ends  and  subjected  to  a 
total  uniformly  distributed  load  of  9600  lbs.  (including  the  weight  of  the  beam). 
The  span  is  12  ft.  Find  the  greatest  deflection  and  the  magnitude  of  the 
greatest  outside  fiber  stress.    1  —  57  (ins.)*.    E  »  28,000,000  lbs.  per  sq.  in. 

Problem  18. 

Solve  Problem  (17),  assuming  that  the  load  of  9600  lbs.  is  concentrated  at  the 
center  of  the  span  instead  of  being  uniformly  distributed  over  the  entire  length 
of  the  beam.    Neglect  the  weight  of  the  beam. 

Problem  19. 

A  12"  steel  I-beam,  31.5  lbs.  per  ft.,  having  a  span  of  12  ft.,  is  fixed  at  the 
ends  and  subjected  to  a  single  concentrated  load  of  4000  lbs.,  acting  at  a  dis- 
tance of  8  ft.  from  one  end.  Find  the  deflection  at  the  center  and  under  the 
concentrated  load.  /  =  216  (ins.)*.  E  -  28,000,000  lbs.  per  sq.  in.  Find 
the  greatest  outside  fiber  stress. 

Problem  20. 

Solve  Problem  (19),  assuming  that  the  load  of  4000  lbs.  is  divided  equally 
into  two  parts  and  applied  at  points  4  ft.  from  the  ends. 
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Problems  21-24. 

Note.  —  In  Problems  (21-24),  inclusive,  determine  tbe  magnitudes  of  the 
supporting  forces,  and  find  the  maximum  shearing  force  and  maximum  bend- 
ing moment.    The  supports  are  assumed  to  be  on  the  same  level  in  each  case. 

Problem  21. 

Beam  fixed  at  one  end  and  subjected  to  a  uniformly  distributed  load  of 
1000  lbs.  per  ft.,  as  shown  (Fig.  155). 

vsm 


I 


* 
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Fig.  156. 


Fig.  155. 

Problem  22. 

Beam  fixed  at  one  end  and  subjected  to  a  single  concentrated  load,  as  shown 
(Fig.  156). 

Problem  28. 

Beam  fixed  at  one  end  and  subjected  to  a  single  concentrated  load,  as  shown 
(Fig.  157). 
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Fig.  158. 


Fig.  157. 

Problem  24. 

Beam. fixed  at  one  end  and  subjected  to  a  uniformly  distributed  load,  as 
shown  (Fig.  158). 

Problem  25. 

A  wooden  beam  10"  X  12"  cross  section  is  supported  at  three  points  at 
equal  distances  apart,  and  is  subjected  to  a  total  uniformly  distributed  load  of 


12001tM.perft 
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Fig.  159. 

24,000  lbs.  (including  the  weight  of  the  beam)  (Fig.  159).  Find  the  magni- 
tudes of  the  supporting  forces  A,  Bt  and  Rti  (a)  When  the  supports  are  on  the 
same  level;  (b)  When  the  middle  support  is  i"  below  the  level  of  the  end 
supports.    E  a  1,200,0(X)  lbs.  per  sq.  in. 
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Problem  26. 


Find  the  greatest  outside  fiber  stress  in  the  beam  given  in  Problem  (25) :  (a) 
When  the  supports  are  on  the  same  level;  (b)  When  the  middle  support  is 
y  below  the  level  of  the  end  supports. 

Problem  27. 

Find  the  deflection  at  the  middle  point  in  each  span  of  the  beam  given  in 
Problem  (25):  (a)  When  the  supports  are  on  the  same  level;  (b)  When  the 
middle  support  is  }"  below  the  level  of  the  end  supports.  Use  the  method 
given  in  Art.  (100). 

Problem  28. 

Find  the  difference  in  level  between  the  middle  support  and  the  two  end 
supports  of  the  beam  in  Problem  (25),  when  the  two  greatest  positive  bending 
moments  are  equal  to  the  greatest  negative  bending  moment. 

Problem  29. 

Find  the  difference  in  level  between  the  middle  support  and  the  two  end 
supports  of  the  beam  in  Problem  (25),  in  order  that  the  end  reactions  shall  be 
equal  to  zero. 

Problem  30. 

A  wooden  beam  6"  X  12"  cross  section  is  supported  at  the  ends  and  sub- 
jected to  a  single  concentrated  load  at  the  center  of  the  span.  Find  the 
length  of  beam  required  to  satisfy  both  of  the  following  conditions:  (a)  The 
greatest  deflection  is  7}^  of  the  span;  (b)  The  greatest  outside  fiber  stress  is 
1000  lbs.  per  sq.  in.;  (c)  E  »  1,200,000  lbs.  per  sq.  in. 

Problem  31. 

Solve  Problem  (30),  assuming  the  load  to  be  uniformly  distributed  over 
the  entire  length  of  the  beam,  instead  of  concentrated  at  the  center. 

Problem  32. 

A  round  bar  is  fixed  at  one  end  subjected  as  a  cantilever  beam  to  a  single 
ooncentrated  load  at  the  free  end.  Find  the  ratio  of  length  to  diameter  re- 
quired to  satisfy  the  conditions:    (a)  The  greatest  deflection  is  equal  to  ^ffj^; 

Ob)  The  greatest  outside  fiber  stress  is  equal  to  20,000  lbs.  per  sq.  in.;  (c)  E 

»  28,000,000  lbs.  per  sq.  in. 

Problem  33. 

Find  the  values  of  the  diameter  and  length,  if  the  load  on  the  beam  in 
Problem  (32)  is  20,000  lbs. 

Problem  34. 

A  standard  24"  steel  I-beam,  80  lbs.  per  ft.,  is  supported  at  the  ends  and 
loaded  uniformly  throughout  its  entire  length.  If  the  span  is  30  ft.,  find  the 
greatest  deflection  if  the  greatest  allowable  outside  fiber  stress  is  16,000  lbs. 
per  sq.  in.    E  »  28,000,000  lbs.  per  sq.  in. 
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Problem  35. 

A  wooden  beam  of  rectangular  cross  section,  12  ft.  long  and  supported  aJt, 
the  ends,  is  subjected  to  a  single  concentrated  load  at  the  center  of  the  span. 
Find  the  depth  of  beam  required  to  satisfy  the  following  conditions:  (a)  The 
greatest  deflection  is  j^  of  the  span;  (b)  The  greatest  outside  fiber  stress  is 
1000  lbs.  per  sq.  in.  If  the  ratio  of  breadth  to  depth  is  1  :  2,  what  load  will 
be  required  to  fulfil  these  conditions?    E  »  1,200,000  lbs.  per  sq.  in. 

Problem  36. 

Solve  Problem  (35),  assuming  the  load  to  be  uniformly  distributed  over  the 
entire  length  of  the  span  instead  of  concentrated  at  the  center. 

Problem  37. 

A  steel  I-beam,  20  ft.  span,  is  supported  at  the  ends  and  subjected  to  a  single 
concentrated  load  at  the  center.  Find  the  depth  of  beam  required  to  satisfy 
both  of  the  following  conditions:  (a)  The  greatest  deflection  is  ^iif  of  the 
span;  (b)  The  greatest  outside  fiber  stress  is  16,000  lbs.  per  sq.  in.  What 
is  the  size  of  the  standard  beam  which  will  most  nearly  satisfy  the  con- 
ditions?   What  load  would  be  required?    E  «  28,000,000  lbs.  per  sq.  in. 

Problem  38. 

Solve  Problem  (37),. assuming  the  load  to  be  uniformly  distributed  over  the 
entire  length  of  the  beam,  instead  of  concentrated  at  the  center. 

Problem  39. 
Solve  Problem  (37),  assuming  that  the  beam  is  fixed  at  the  ends. 

Problem  40. 
Solve  Problem  (38),  assuming  that  the  beam  is  fixed  at  the  ends. 

Problem  41. 

Determine  the  reaction  R  (Fig.  157)  for  the  beam  given  in  Problem  (23)  by 
the  method  of  least  work  (Art.  111). 

Problem  42. 

Determine  the  reaction  R  (Fig.  158)  for  the  beam  given  in  Problem  (24) 
by  the  method  of  least  work. 

Problem  43. 

Two  15"  steel  I-beams,  42  lbs. 
per  ft.,  together  support  a  total  uni- 
formly distributed  load  of  12,800  lbs. 
The  upper  beam  AB  rests  on  three 
rollers  carried  by  the  lower  beam 
CDf  and  the  lower  beam  rests  on 
supports  as  indicated  (Fig.  160). 
Find  the  reaction  at  the  center  roller 
and  the  maximum  fiber  stress  in  each  beam.  E  =  30,000,000  lbs.  per  sq.  in. 
/  -  442  (ins.)*.    Neglect  the  weight  of  the  beams. 

Note,  —  Let  R  —  the  reaction  at  the  center  roller  and  apply  the  principle 
of  least  work. 
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Fig.  160. 
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Problem  44. 

Two  square  bars  of  equal  length  I  are  fixed  at  one  end  as  indicated  (Fig. 
161).    The  lower  bar  is  supported  at 

the  free  end  and  the  upper  bar  carries  p** 1 

a  concentrated  load  W  at  the  free  end  p 

and  rests  on  a  roller  at  A,    Assuming  0^ ^A 

that  the  supports  of  the  lower  bar  are  0 

on  the  same  level  and  nedectins  the  % 


neglecting 

weight  of   the   bars   find  the  reaction  W^ . 

on  the  roller  and  the  supporting  force  '^ 
F. 


W 


Fig.  161, 


Problem  45. 

Find  the  deflection  at  the  center  of  the  beam  given  in  Problem  (8),  using 
the  general  formula  for  deflection  (Art.  110). 

Problem  46. 

Find' the  deflection  of  the  beam  given  in  Problem  (16)  under  the  center 
load  of  2000  lbs.,  using  the  general  formula  for  deflection. 

Problem  47. 
Solve  Problem  (14),  by  using  the  general  formula  for  deflection. 

Problem  48. 

Determine  by  graphical  integration  the  greatest  deflection  of  a  built-up 
girder,  represented  in  Fig.  (103),  under  the  greatest  allowable  load  TF,  con- 
centrated at  the  middle  of  the  span.  The  dimensions  of  the  girder  are  as 
foUows:  span  =  30  ft.;  depth  of  cross  section  at  center  =  33.5";  web  plate  — 
30"  X  I";  4  flange  angles  —  5"  X  3"  X  1";  2  flange  plates  — 12"  X  i"  X  24 
ft.  long;  2  flange  plates  —  12"  X  i"  X  16  ft.  long;  2  flange  plates  —  12"  X  i" 
X  8  ft.  long.    E  -  28,000,000  lbs.  per  sq.  in.,  /  =  12,000  lbs.  per  sq.  in. 

Problem  49. 

Determine  by  graphical  integration  the  greatest  deflection  of  the  tapered 
shaft  (Fig.  105)  due  to  the  load  of  400  lbs.  acting  at  the  center  of  the  span, 
neglecting  the  weight  of  the  shaft.    E  =  30,000,0(X)  lbs.  per  sq.  in. 

Problem  60. 

Determine  by  graphical  integration  the  greatest  deflection  of  the  tapered 
shaft  (Fig.  105),  due  to  its  own  weight  only,  assuming  w  »  0.28  lb.  per  cu.  in 
and  ^  »  30,000,000  lbs.  per  sq.  in. 


CHAPTER  VI. 

coNTmuons  beams. 

117.  Continuous  Beams.  —  A  beam,  or  girder,  which  is  sup- 
ported at  more  than  two  points  and  is  continuous  through  two  or 
more  spans  is  called  a  continuous  beam,  or  a  continuous  girder. 
An  illustration  of  the  simplest  type  of  a  continuous  beam  has 
already  been  given  in  the  case  of  the  beam  supported  at  three 
points  (Art.  102).  Evidently^  a  beam  may  be  continuous  over 
any  number  of  supports  and  the  supports  may,  or  may  not,  be  on 
the  same  level;  and  in  addition,  such  a  beam  may  be  fixed  at  the 
ends,  as  in  the  case  of  the  built-in  beam,  or  the  ends  may  be  free  to 
turn  as  in  the  case  of  the  simple  beam  supported  at  two  points. 
The  supporting  forces  cannot  be  determined  from  the  laws  of 
equiUbrium  of  Statics  alone,  but  only  when  conditions  in  addi- 
tion  to  these  laws  can  be  applied,  as  was  done  in  the  above- 
mentioned  case  of  the  beam  supported  at  three  points. 

The  elastic  curve  will  be  continuous  throughout  the  length  of  the 
beam,  and  the  conditions  resulting  from  continuity  at  the  sup- 
ports, as  well  as  at  concentrated  loads,  will  be  found  sufficient, 
when  employed  in  conjunction  with  the  static  conditions  of  equi- 
librium,  to  determine  the  supporting  forces  for  any  beam  of  this 
type.  The  assumptions  of  the  common  beam  theory  will  evi- 
dently apply  equally  as  well  as  in  the  case  of  the  beam  supported 
at  two  points.  Hence  the  dififerential  equation  of  the  elastic 
curve  will  be  the  same  in  either  case;  and  the  integration  of  this 
equation  under  the  conditions  of  continuity  at  the  supports  will 
furnish  the  additional  conditions  required  in  the  calculation  of  the 
reactions  at  the  supports. 

When  the  beam  is  of  uniform  cross  section  and  material  and  the 
loads  are  concentrated,  or  uniformly  distributed,  the  determina- 
tion of  the  supporting  forces  is  comparatively  simple.  When  the 
loading  is  irregular  and  the  cross  section  varies,  an  approximate 
solution  is  ordinarily  all  that  can  be  made. 

In  the  following  discussion,  therefore,  only  beams  of  uniform 
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section,  subjected  to  load  systems  comprised  of  concentrated  and 
uniformly  distributed  loads,  will  be  considered. 

118.  The  Theorem  of  Three  Moments.  —  By  means  of  the 
conditions  due  to  the  continuity  of  a  continuous  beam  over  any 
intermediate  support,  an  algebraic  relation  between  the  bending 
moment  at  that  support  and  the  bending  moments  at  the  adjacent 
supports  on  either  side  can  be  determined.  This  relation  is 
conmionly  known  as  the  three  moment  equation  and  the  process  of 
its  derivation  is  known  as  the  theorem  of  three  moments.  The 
derivation  of  the  three  moment  equation  will  be  given  here  for 
some  of  the  common  systems  of  loading,  the  beams  being  assumed 
to  be  horizontal  and  the  loads  vertical  in  each  case. 

Ca^e  I.  —  A  Single  ConcerUraied  Load  in  Each  Span.  —  Let  B, 
O  and  A  (Fig.  162)  be  any  three  consecutive  supports  of  a  beam 
which  is  continuous  over  three  or  more  supports.  Take  the  origin 
at  0  and  the  horizontal  axis  XOX  through  the  intersection  of  the 
neutral  layer  of  the  beam  and  the  cross  section  over  the  support  0. 

Let      Mq  =  the  bending  moment  at  0, 
Ma  =  the  bending  moment  at  A, 
Mb  =  the  bending  moment  at  B, 
Sq  —  the  shearing  force  at  a  section  adjacent  to  and  at 
the  right  side  of  the  support  0, 
S-o  =  the  shearing  force  at  a  section  adjacent  to  and  at 
the  left  side  of  the  support  0, 
Iq  =  the  slope  at  0,  the  angle  being  measured  between 
the  tangent  and  the  axis  OX  to  the  right  of  0, 
i-o  =  the  slope  at  0,  the  angle  being  measured  between 

the  tangent  and  the  axis  OX  to  the  left  of  0, 
Va  =  the  difference  in  level  JDctween  the  supports  A 

and  0, 
f;^  =  the  difference  in  level  between  the  supports  B  and 

0, 
li  =  the  length  of  the  span  OA, 
U  =  the  length  of  the  span  OB, 
TFi  =  a  concentrated  load  at  any  point  in  the  span 

0-A,  at  distances  Ci  from  0  and  di  from  A, 
TTj  =  a  concentrated  load  at  any  point  in  the  span 

O-By  at  distances  c^  from  0  and  dt  from  B, 
Ml  «  the  bending  moment,  I'l  =  the  slope  and  Vi  =  the 
deflection  under  the  load  TFi, 
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Ml  =  the  bending  moment,  is  =»  the  slope  and  Vt  «  the 
deflection  mider  the  load  Ws, 
S  =  the  shearing  force,  M  =  the  bending  moment,  i  =» 
the  slope  and  v  ^  the  deflection  at  any  cross 
section  at  a  distance  x  from  0. 


Consider  first  the  span  0-A ,  taking  z  plus  when  measm^  to 
the  right  of  the  origin  and  using  the  convention  regarding  signs 
which  has  been  followed  in  the  theory  of  ordinary  bending. 

Then  for  values  of  x  from  0  to  ci, 

S  =  So, (1) 

M  =  Mo  +  S^  (Art.  73) (2) 


EH 


i  =   I  Mdx  =  Af  ox  +  -^  +  c, 


(3) 


where  c  =  Elia,  since  i  =  ie  when  «  =  0, 


EIv 


=Elfidx  = 


EIioX  + 


+  ^  +  C, 


(4) 


where  </  =  0,  since  t;  =  0  when  x  =  0. 
For  values  of  x  from  Ci  to  ii, 

S  =  Sa-Wi, , 

M  =  Mo  +  Sox-Wi(x-  ci)  (Art.  73), 


EH 


i  =fMdx  =Jlfoa;  +  ^ -^(x  -  Ci)*  +  c",  . 


(5) 
(6) 

(7) 


where  c"  =  £/to,  since  from  the  continuity  the  value  of  Eli  giv«n 
by  (7)  is  equal  to  the  value  ^ven  by  (3)  when  x  =  Ci, 


EIv 


=  EI  ft  dx  = 


£Jt0X  +  ^  + 


-SToi*      T^i 


6 


- -^i  (X  -  ci)»  +  c'",   (8) 


where  c'"  =  0,  since  the  value  of  EIv  given  by  (8)  is  equal  to  the 
value  ^ven  by  (4)  when  x  =  ci. 
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Substituting  a:  =  Zi  in  (6)  we  obtain 

Ma^Mo  +  Stti-  Wi  ill  -  ci)  =  Mo  +  Soil  -  TTidi,  .    (9) 
and  hence 

8,^^^^+^ (jOj 

By  substituting  a:  =  Zi  in  (8), 

EIv.  =  Em,  +  ^  +  ^-'^{k-e{)*;    .    .    .    (11) 

and  eliminating  Sq  between  (11)  and  (10)  and  reducing, 

Eiv.  =  Em  +  ^+^+^{h*-d,*y, .  .  (12) 

and  solving  for  EIiq, 

„j        Elvg     Moh      Mall      ^idi/T,      ^2\  no\ 

If  we  treat  the  span  0-B  in  the  same  manner,  taking  x  positive 
when  measured  to  the  left  and  reversing  the  signs  which  have  been 
previously  used  in  designating  the  directions  of  shearing  forces 
and  slopes,  the  expressions  obtained  for  S^  and  Eli^  will  be 
analogous  to  (10)  and  (13)  and  the  equations  will  take  the  forms 

^         Mb-  Mq  ,  TTA                                        ^      .... 
^-0  = r 1 — I —  f (^V 

„j,        Elvb     Moli     Mbk      Wjfli  f^^       ,,v  .-  . 

Adding  (13)  and  (15)  and  observing  that,  since  the  signs  of  the 
slope  given  by  the  two  equations  are  opposite,  the  condition  of 
continuity  at  0  will  give  1©=  —  t-o,  we  shall  have 

^         ElVa    .    ElVh        Mo. J      ,     ,v  Mall         Mhk 

°""l"'^"7r""3'^^^  +  ^^""6  6~ 

-?f  ^'^'"*'^^Tr^^"'"*'^'  •    (16) 

which  is  a  form  of  the  three  moment  equation  for  this  case. 

It  should  be  observed  that  values  of  Va  and  Vh  will  be  positive 
when  the  supports  A  and  B  are  higher  than  the  support  0,  and 
negative  if  A  and  B  are  lower  than  0;  also  that  equations  (14) 
and  (15)  will  give  positive  values  of  the  shear  and  slope,  respec- 
tively, when  the  shear  and  the  slope  are  opposite  in  direction  to 
those  which  have  been  previously  called  positive. 
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In  the  case  of  a  continuous  beam,  therefore,  the  rule  far  the  sign 
of  the  shearing  force^  as  determined  from  the  algebraic  equations, 
will  be:  the  shearing  force  ai  a  section  is  positive  when  the  part  of 
the  beam  between  the  section  and  the  origin  tends  to  slide  upwards  by 
the  part  on  the  other  side  of  the  section,  and  negative  when  the  tendency 
to  slide  is  the  reverse;  and  the  slope  is  positive  when  the  tangent  slopes 
upward  and  away  from  the  origin.  Having  adopted  this  system  of 
signs  for  shearing  forces  and  slopes,  the  signs  of  bending  moments 
and  deflections,  as  determined  by  the  algebraic  equations,  evidently 
will  be  the  same  as  those  previously  adopted,  whether  the  span  is 
taken  to  the  right  or  the  left  of  the  origin.  In  plotting  shearing 
force  diagrams  for  continuous  beams,  however,  it  will  be  convenient 
to  follow  the  convention  of  signs  adopted  for  simple  beams. 

When  the  supports  are  on  the  same  level,  the  three  moment 
equation  (16)  reduces  to  the  form 

Mall  +  2  Jlf  0  (Zi  +  W  +  JIf  6Za  =  -  ^  (;>  -  di«) 

-^W-d^") (1^) 

When  the  loads  are  applied  at  the  middle  of  each  span,  equation 
(17)  reduces  to 

Mall  +  2Mo  (Zi  +  W  +  MA  =  -  I (TFi^  +  WJ^%       (18) 

When  the  spans  are  equal,  if  we  let  Z  =  Zi  =  ?2,  equation  (17) 
reduces  to 
{Ma  +  4Mo  +  ilffr)  Z2  =  -  Widi  (jP  -  di^)  -  W^  (jP  -  (^«),     (19) 

and,  if  in  this  case  the  loads  are  applied  at  the  middle  of  each  span, 

(M.  +  4Mo  +  M6)  = -|z(TFi  +  F2).  .    .    .     (20) 

Also,  when  the  supports  are  on  the  same  level  and  the  load  is  at 
the  middle  of  the  span,  equation  (13)  will  reduce  to 

^,^=_^_^._m.    .    .    .    (21) 

and  equation  (10)  will  reduce  to 

S„^.Ml^»  +  ^ -(22) 

Case  II.  —  Any  Number  of  Concentrated  Loads  in  Each  Span.  — 
Using  a  notation  similar  to  that  in  Case  (I),  let  h  =  the  length  of 
the  span  0-A  and  denote  the  loads  in  the  span  by  the  symbols 
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Wi%  Wi'\  Wi",  etc.,  the  distances  of  the  loads  from  0  by  the 
^jrmbols  Ci,  Ci\  c/",  etc.,  and  their  distances  from  A  by  the 
symbols  di',  di',  d/",  etc. 

The  expressions  for  the  shearing  force  and  the  slope,  at  the  right 
of  the  support  0,  can  be  found  for  each  load  acting  separately; 
and  the  values  of  these  quantities  due  to  the  combination  of  all 
the  loads  in  the  span  may  then  be  found  by  adding  together,  by 
the  method  indicated  in  (Art.  100). 

Let  io,  Mqj  So,  represent  the  values  of  the  slope,  bending 
moment  and  shearing  force,  respectively,  at  the  support  0;  and 
Ma  and  Va  the  bending  moment  and  deflection  at  the  support  A 
if  the  load  W  were  the  only  load  in  the  span  0-A ;  and,  similarly, 
let  io",  Mo\  So',  Ma*  and  Va'  represent  the  respective  values  of 
these  quantities  if  the  load  TF"  were  the  only  load  in  the  span; 
and  io",  Mo",  So",  Ma"  and  vj"  the  respective  values  due  to  the 
load  W"'  alone;  etc. 

Then  from  equation  (13) 

„..,      Elva'      Mo'h      MJh      W^n2      ^it\ 
EIu^  ^-j^ 3 g ^{h  -di»), 

j^^,„_EIVa"         M,"U         Ma"ll         Wl"dr...  ,„,. 

„^Eiva"'    Mo"'h    Mj"h    wrar .. ,    ,,„,.    . 

EI^     ^—^ 3 g  g|^  (fi  -  di    «),  etc. 

By  adding  these  equations  and  substituting 

io  =  V  +  io"  +  to'"  +  •  •  •  , 

Va^Va'  +Va"  +  Va"'+         '    '    , 

Mo  =  Afo'  +  Mo"  +  Mo"'  + 

Ma  =  Ma'  +  Ma"  +  Ma'"  + 

.    we  obtain  for  the  value  of  Elio,  when  all  the  loads  act  together, 

„..        ElVa       Moll       Mall       XWidi  {li^  ~  di^)  .^. 

^^^  =  "t — 3 — 6 67;^ '  •  (^^ 

where 

^Widi  ill*  -  di»)  =  W'di'  {k*  -  di'»)  +  Wi"di"  (k*  -  di"*) 

+  Wi"'di"'  (k*  -  di'"*)  +  etc. 

In  the  same  maimer,  a  similar  expression  for  the  value  of  Eli^ 
in  terms  of  the  loads  acting  in  the  span  0-B,  can  be  obtained,  viz., 

_,,.        Elvt     MJLt     Mdt     J^WA  (V  -  dt*)  ,„.. 


•     • 


I 


f 
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By  adding  (23)  and  (24),  the  three  moment  equation  for  any 
system  of  concentrated  loads  is  obtained,  viz., 

^        ElVa    ,    ElVb        Mq  .J     ,j.         Mall        MJt 


li     '     h         3   ^-  •  -^         6  6, 

^Widi  (Zi«  -  di«)      STTjdQ  (V  -  **) 


(25) 
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Proceeding  in  the  same  manner,  the  expressions  for  the  shearing 
force  at  the  right  of  0,  due  to  each  load  in  the  span  0-A  acting 
alone,  would  be 

„ ,      Ma'  -  Mo'  ,  TT/d/ 

Oo   =  J 1 J —  f 

„„    M„"  -  M,"  .  w,"dr    . 

oo    = ji 1 7 i  etc. 

Letting  So  =  So'  +  So"  +  etc.,  equal  the  shearing  force  at  the 
section  at  the  right  of  0,  due  to  the  combined  action  of  the  loads 
in  the  span  0  —  A,  and  adding  together  as  before, 

Ma  -Mo      XWidi 
h        ^     h 

where  STTidi  =  TT/di'  +  TF/'d/'  +  Fi'"di'"  +  etc. 

Similarly, 

-,         Mb  —  Mo  ,  SPTgdt  ,^v 

When  the  supports  are  on  the  same  level,  the  three  moment 
equation  (26)  may  be  written 

ZTTidi  (/i«  -  di*) 


So  =  ^^\  -^  +  ^ilij:^, (26) 


JlfaZi  +  2Mo(Zi  +  W  +  MA=- 

.    (28) 


h 
STTjd,  (y  -  d,«) 


It 

and  if,  in  addition,  the  spans  are  equal  and  we  let  l  =  li  =^Uf 
equation  (28)  reduces  to 

{Ma  +  4 Mo  +  Mft)  P  =  -STFidi  (P  -  di«)-STr»d,  (P  -  dj«).     (29) 

The  formulas  for  this  case  will  evidently  apply  when  any  of  the 
loads  act  upwards,  instead  of  downwards,  by  simply  giving  a 
negative  sign  to  the  numerical  value  of  any  upward  load,  when 
substituting  in  the  algebraic  equations. 

Case  III.  —  Load  Uniformly  DistribiUed  over  Each  Span  (Fig. 
163). 
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Let  Wi  3=  the  load  intensity  in  the  span  0-A  and  wt  ^  the 
load  intensity  in  the  span  O-B.  Then,  using  the  same  notation 
as  in  Case  (I)  we  have  for  all  values  of  x  in  the  span  O-A 


iS  =  So  —  tOiX, 


(30) 


Wi7? 


M-^Mo  +  Sffio-^  (Art.  73), (31) 


J5/i=  rM(ic  =  MoX  + 


SoX*        WiX^ 


+  c, 


2  6 

where  c  =  Elio,  since  i  —  iq  when  x  =  0, 


•     • 


EIv 


=  £/  Ada;  =  EIi^  +  ^  + 


6 


24 


where  </  =  0,  since  0  =  0  when  x  =  0. 
Substituting  x  =  2i  in  (31)  we  obtain 


Af .  =  Jlf  0  +  <SWi  - 


WiV 


and  hence 


„  Ma-Mo    .Will. 

S, ji^ +  -2-, 


and  by  substituting  x  >=  {i  in  (33), 


6 


24 


(32) 


+  </,     (33) 


(34) 


(35) 


EIv,^Em^  +  ^  +  ^-^-    .    .    .    (36) 


JOB 


I 


FiQ.  163. 


^1 


■*r 


^x 


P- 


Eliminating  So  between  (36)  and  (35)  and  reducing  and  solving 
for  Elioj 

^^^-"li 3 6 W     •    •    •     ^^^^ 

Treating  the  span  O-B  in  the  same  manner  and  reversing  the 
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signs  of  shearing  forces  and  slopes^  as  in  Case  (I),  we  obtain  from 
the  analogy  with  (35)  and  (37), 

^y  Mb    —     Mq  Wji  .      Q. 

'^-o  = r r  ~2"» yy^) 

„y.        Elvb     Mok     Mbl%     v)Ji^,  .^Qv 

^^'^^~u — 3 — 6"""2r'  •  •  •  ^^^^ 

and  by  adding  (37)  and  (39)  we  obtain 

^='~r"+"ir"T('^  +  '^^"-6~~"6-""24-"-2r'  (^> 

which  is  the  three  moment  equation  for  this  case. 

When  the  supports  are  on  the  same  level,  equation  (40)  may  be 
written 

Mali  +  2Mo(li  +  k)+Mii,^^'^'-^;    .     (41) 
and  equation  (37)  reduces  to 

ET7V    _         Moll        Mali        Wili^  .      . 

MiQ  = ^ ^ 24"-    •     •     •     <    (42) 

When  the  spans  are  equal,  if  we  let  Z  =  ?i  =  fe,  equation  (41) 
reduces  to 

Ma  +  ^Mo  +  Mb^  -^-^{wi  +  vh).    .    .    .     (43) 

Case  IV.  —  Concentrated  Loads  and  Uniformly  Distributed  Loads 
over  the  Entire  Length  of  Each  Span.  —  By  the  same  method  of 
reasoning  as  that  employed  in  Case  (II),  the  following  expressions 
for  the  three  moment  equation,  and  for  the  slope  and  shearing 
force  at  the  origin,  for  the  span  O-A,  for  any  system  of  con- 
centrated loads  and  loads  uniformly  distributed  over  the  entire 
length  of  each  span  may  be  obtained: 


^         EIVa.EIVb        Mo, J      ,    ,v         Mali        MbU 

°'^~r  +  ~r""3"^^^  +  ^^""6  6" 

STTidi  (fi^  -  di^)      wdi*      XW^fik  W  -  dJ")      wj^* 
&li  24  628  24 


(44) 


^-.       Elva     MJii      Mah      STTidi  Qi^  -  di^)      wdi*  ,... 

EI^  =  —^ 3 6 "6^^ "IT'    •  ^^^^ 

^       Mg  —  Mo  ,  XWidi  .  Will  ..^. 

^ ^"  +  "^"  +  "2- ^^^^ 
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.  When  the  supports  are  on  the  same  level,  or  when  the  spans  are 
equal,  these  equations  may  be  easily  reduced  to  simpler  forms,  as 
before. 

Case  V.  —  Load  Uniformly  DistribtiUd  over  a  Portion  of  Each 
Span.    General  Case.     (Fig.  164.) 


FiQ.  164. 


Let  Wi  =  the  load  intensity,  6i  =  the  distance  over  which  the 
load  extends,  Ci  =  the  distance  from  0  and  di  =  the  distance  from 
A  to  the  center  of  the  load  in  the  span  0-A,  and  let  Wi  =  Wibi 
equal  the  total  load  in  this  span. 

Let  Wi  =  the  load  intensity,  62  =  the  distance  over  which  the 
load  extends,  C2  =  the  distance  from  0  and  ck  =  the  distance  from 
B  to  the  center  of  the  load  in  the  span  0-B;  and  let  TF2  ==  w^ 
equal  the  total  load  in  this  span. 

Using  the  same  notation  as  in  Case  (I),  we  have,  for  values  of 


X  from  0  to 


{"  - 1) ' 


in  the  span  0-A, 


S  =  So, 

M  =  Mo  +  Sa  (Art.  73), 


(47) 
(48) 

(49) 


where 


c  =  Elio,  since  i  =  io  when  x  =  0, 

EIv  =  EIt^  +  ^  +  ^  +  cf,  . 


2      •     6 
where  </  =  0,  since  t>  =  0  when  as  =  0. 

For  values  of  x  from  (ci  ~  ^)  to  (ci  +  ■5)' 
S  "  So  -  wilx  -  ci  +  -^j,     .    . 


(60) 


(51) 


1 
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JIf  =  Jlf,  +  Soa;-^(*-Cx  +  |Y (52) 

^/t  -  J»f  oX  +  ^  - 1' (a;  -  ci  +  ly  +  c".     .    .    (63) 

where  c"  =  E/i©,  since  (53)  and  (49)  give  the  same  value  for  Eli 
when  X  =  f  Ci  —  -^y 

^/.  =  £7ioX  +  ^  +  ^-§(x-c.+  |)Vc'",    (54) 

where  d"  =  0,  since  (54)  and  (50)  give  the  same  value  for  EIv 
when  a;  =  ( Ci  —  ^J- 

For  values  of  x  from  (ci  +  ^Jto  Zi, 

S^S^-Wihu (55) 

Af  =  Mo  +  Soa;  -  w?i6i  (x  -  ci), (56) 

£Ji  =  MoX  +  ^-^^(x-Ci)«  +  cP,   .    .     (57) 

where  <P  =  EIiq rj-,  from  the  condition  that  (57)  and  (53) 

give  the  same  value  for  Eli  when  x  =  (ci  +  ^j> 

EIv  =  Eli^  +^  +  ^'-!£^'(x  -  cO«  -^  +  c',  (58) 
where  c^  =    ^  J.  ^ ,  from  the  condition  that  (58)  and  (54)  give  the 


same  value  for  EIv  when 


X  -  (..  + 1). 


Substituting  «  =  Ii  in  (56),  we  obtain 

JIf  a  =  Mo  + /SoZi  -  u^i6idi (59) 

and  hence 

„       Ma  —  Mq  .  Wibidi      Ma  —  Mo  .  Widi  .^^. 

oo  = j 1 j —  = j 1 j — .     .     •     [W) 

h  h  f'l  li 

By  substituting  x  =  Zi  in  (58), 

I?'!'..        jPT.'i    tM^      Soil*      Wibidi*      WibiHi  ,  WibM_    .^-v 
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and  eliminating  iSo  between  (61)  and  (59)  and  reducing, 
EIv.  =  Em.  +  ^  +  ^  +  '^[Hk'-d^*)-h^;    (62) 

and  solving  for  Eli^y  and  substituting  Wi  =  t^'i&i, 

Eli<^-^'-^-^-^m.*-d.*)-W].     .    (63) 

For  the  span  0-B  we  shall  have,  by  analogy, 

S-o  = r h  --J— (64) 

and 

EIu^  =  -^ 3 6 24^  I*  (^' -  **)  -  W].    .     (65) 

Adding  (63)  and  (65)  we  have,  for  the  three  moment  equation 
for  this  case, 

^     EIva.EItu     Mo,,    ,  ,.      M^i     Mth 
*^  =  T  +  "S T^''  +  ^^~"6 6~ 

-  ^  [4  ik'  -  d.*)  -  6i']  -  ^  [4  (y  -  d.*)  -  Wl.    (66) 

When  the  supports  are  on  the  same  level  (66)  reduces  to 

MM  +  2Mo(li  +  k)  +  Mtlt=-^[4:  (y  -  dj»)  -  6i»] 

-  ^  [4  (y  -  d,*)  -  6,*] ; (67) 

and  when  the  spans  are  equal,  if  we  let  Z  =  Ii  =  Z2,  equation  (67) 
reduces  to 

(Jlf«  +  4Mo  +  M6)P=  -^^[4(y-di«)-6i»] 

-^[4(V-d2^)~W] (68) 

When  the  loads  are  uniformly  distributed  over  the  entire  length 
of  each  span,  61  =  Zi,  ^1  =  ^  >  &2  =  ^2  and  (h  =  k  and  equations 

{60)  and  (63-68)  inclusive  reduce  to  the  corresponding  "equations 
for  Case  (III). 

When  the  loads  are  concentrated,  &i  —  0  and  bz  =  0  and  equa- 
tions (60)  and  (63-68)  inclusive  reduce  to  the  corresponding 
equations  for  Case  (I). 

When  there  are  two  or  more  superimposed  loads  in  a  span,  by 
the  same  method  of  reasoning  as  that  employed  in  Case  (II),  the 
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following  expression  for  the  three  moment  equation  can  be  ob- 
tained, 

^      Elva.  EIvi,      Afo ,,    ,   ,  V       Mall      MiU 
^^T"*""^ 3-^'^  +  '*^ 6 6~ 

24Zi  24fe  '    ^^^^ 

also,  the  following  expressions  for  the  shearing  force  and  the  slope 
at  the  origin, 

„       Ma-  Mo      XWidi  .-^v 

;^o  = J 1 y — , UU; 

^,.       ^/t;/    Moil      itfJi      STFidi  [4  ill'  -  di')  -  bi']         ,--. 
£/^==_ _ _ _ .       (71) 

The  equations  for  this  case  may,  therefore,  be  considered  to  be 
the  general  equations  for  a  continuous  beam,  subjected  to  any 
system  of  concentrated  and  uniformly  distributed  loads,  which 
can  easily  be  reduced  to  the  forms  obtained  for  the  four  special 
cases  previously  considered. 

119.  Determination  of  the  Bending  Moments  and  Reactions 
at  the  Supports  of  any  Continuous  Beam.  —  The  bending 
moments  and  reactions  at  the  supports  of  any  continuous  beam  of 
uniform  cross  section,  subjected  to  concentrated  and  uniformly 
distributed  loads,  may  be  determined  by  the  use  of  the  three 
moment  equation,  in  its  various  forms,  and  the  equations  for  the 
shearing  forces  and  slopes  deduced  in  Art.  (118).  The  method 
of  procedure  will  be  as  follows:  Let  the  sketch  (Fig.  165)  represent 
a  continuous  beam,  having  four  spans,  which  is  subjected  to  a 
system  of  concentrated  and  uniformly  distributed  loads  as  in- 
dicated. 

By  use  of  the  three  moment  equation,  with  the  origin  taken 
successively  at  the  supports  2,  3  and  4,  three  separate  equations 
in  terms  of  the  unknown  bending  moments  at  the  supports  can  be 
obtained.  If  the  beam  is  free  at  the  ends  and  does  not  overhang 
the  end  supports,  the  bending  moments  at  the  end  supports  will 
be  equal  to  zero  and,  by  solving  the  equations  simultaneously, 
the  bending  moments  at  the  intermediate  supports  can  be  found* 
If  the  beam  overhangs  the  end  supports,  the  bending  moments  at 
these  supports  can  be  calculated  from  the  loads  on  the  overhangs, 
leaving  the  bending  moments  at  the  intermediate  supports  to  be 
determined  as  before.    If  the  ends  of  the  beam  are  fixed,  the  three 
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moment  equation  can  be  applied  with  the  origin  taken  at  each 
intermediate  support,  as  before;  and  the  additional  equations, 
required  to  determine  the  bending  moments  at  the  ends,  can  be 
obtained  by  substituting  io  =  0  in  the  equation  for  the  slope  at  a 
support  taken  as  the  origin. 


V   8 


11 


lllllllllllllllllllllllllll 


ij< 


ft 


R* 


Fig.  166. 


Having  calculated  the  values  of  the  bending  moments  at  the 
supports,  the  shearing  forces  on  both  sides  of  each  intermediate 
support  and  at  the  inside  of  each  end  support  can  be  found  by  use 
of  the  formulas  for  the  shearing  force  at  the  right,  or  left,  of  any 
support  taken  as  an  origin. 

The  supporting  force  for  any  intermediate  support  can  then  be 
found  by  adding  the  shearing  forces  on  the  two  sides,  keeping  in 
mind  the  reversal  of  the  signs  of  the  shears  on  the  two  sides  of  the 
support.  When  the  ends  are  free,  the  end  supports  will  evidently 
be  equal  to  the  shearing  forces  at  the  ends,  and,  when  the  ends  are. 
fixed,  the  reactions  at  each  end  will  be  made  up  of  a  shearing  force 
and  a  bending  moment,  the  latter  being  found  as  previously 
described. 

An  inspection  of  the  equations  given  in  Art.  (118)  and  of  the 
process  of  deriving  them  will  show: 

(a)  That  any  of  the  equations  for  the  shearing  force,  or  the 
slope,  at  the  right,  or  left,  of  a  support  taken  as  an  origin,  are 
entirely  independent  of  the  loads  or  dimensions  in  any  span, 
other  than  that  to  which  the  equations  apply.  Hence  these  can 
be  appUed  with  any  support  (intermediate  or  end  support)  taken 
as  the  origin.  In  fact  these  equations  will  be  found  to  apply  in 
the  case  of  any  simple  beam,  or  a  beam  fixed  at  the  ends,  such  as 
were  discussed  in  Chapter  V. 

(b)  That  the  different  forms  of  the  three  moment  equation 
will  apply  only  when  the  origin  is  taken  at  one  of  the  intermediate 
supports,  since  these  equations  embody  the  length  of  the  span 
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and  the  difference  in  level  of  the  adjacent  support,  on  each  side 
of  the  origin. 

(c)  That,  when  thesupports  are  on  the  same  level,  the  bending 
moments,  shearing  forces  and  slopes  at  the  different  supports  are 
independent  of  the  size  and  material  of  the  beam,  provided  the 
conditions  are  in  accord  with  the  limitations  and  assumptions  of 
the  beam  theory. 

(d)  That,  when  the  supports  are  not  on  the  same  level,  the 
bending  moments,  shearing  forces  and  slopes  at  the  supports  will 
depend  on  the  material  and  the  size  and  dimensions  of  the  cross 
section  of  the  beam.  In  many  cases  a  small  change  in  the  level  of 
one,  or  more,  supports  will  be  found  to  affect  the  bending  moments 
and  shearing  forces  to  a  very  considerable  extent. 

For  this  reason  continuous  beams  are  not  suitable  to  use  in 
types  of  construction  where  a  small  change  in  level  of  supports, 
due  to  unequal  settlement  of  foundations  or  other  causes,  will 
seriously  affect  the  magnitudes  of  the  stresses. 

(e)  That,  when  the  cross  sections  of  the  beam  vary,  or  the  load 
is  distributed  non-uniformly,  a  form  of  the  three  moment  equation 
can  be  derived,  provided  the  moment  of  inertia  and  the  load 
intensity  can  be  expressed  as  integrable  functions  of  x.  Ordi- 
narily in  cases  of  this  kind,  it  is  necessary  to  make  an  approximate 
solution  by  dividing  the  beam  up  into  sections  and  taking  average 
values  for  the  load  intensity  and  the  moment  of  inertia  for  each 
section,  the  approximation  evidently  depending  on  the  number 
of  the  sections  into  which  the  beam  is  divided. 

(f)  If,  for  a  continuous  girder  which  is  of  non-uniform  section 
or  is  constructed  in  such  a  manner  that  the  central  axis  is  not 
straight,  the  supports  are  made  to  conform  to  the  shape  of  the 
girder,  the  shearing  forces  and  bending  moments  throughout 
the  length  of  the  girder  will  vary  in  the  same  manner  as  when 
the  central  axis  is  a  straight  line  and  the  supports  are  on  the  same 
level. 

120.  Determination  of  the  Greatest  Fiber  Stress  and  the 
Greatest  Deflection.  —  After  having  determined  the  bending 
moments  and  the  shearing  forces  at  the  supports,  the  shearing 
force  and  bending  moment  at  any  section  in  any  span  of  a  con- 
tinuous beam  can  be  found  by  the  method  indicated  in  Art.  (73). 
The  sections  in  the  different  spans  at  which  the  shearing  force  is 
equal  to  zero  will  be  sections  at  which  the  bending  moment  has 
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TYiATiTniiTn  values.  Ordinarily  the  bending  moments  at  the  inter- 
mediate supports,  or  at  the  fixed  ends,  will  be  negative  and  the 
bending  moments  at  the  sections  of  zero  shear  in  the  different 
spans  will  be  positive.  It  is  possible,  however,  that  the  loading 
and  the  conditions  at  the  supports  may  be  such  that  the  signs  in 
either  case  will  be  reversed. 

Having  calculated  the  maximum  value  of  the  bending  moment 
in  each  span,  as  well  as  the  values  of  the  bending  moments  at  the 
supports,  the  greatest  bending  moment  in  the  entire  beam  can  be 
determined  by  inspection;  and  the  greatest  outside  fiber  stress 
can  be  calculated  by  the  usual  formula. 

To  determine  the  greatest  deflection  in  any  span  it  is  necessary 
to  write  the  bending  moment  equations,  in  terms  of  the  bend- 
ing moment  and  shearing  force  at  one  end  of  the  span  (Art.  73), 
and  by  integration  to  determine  the  slope  and  deflection  equa- 
tions; the  constant  of  integration  for  the  slope  equation  being 
determined  from  one  of  the  expressions  for  the  slope  at  a  support 
which  have  already  been  deduced.  The  point,  or  points,  of 
greatest  deflection,  above  or  below  the  horizontal  axis,  can  then 
be  found  by  placing  the  slope  equation  equal  to  zero,  after  which 
the  greatest  deflection  in  the  span  can  be  calculated.  By  deter- 
mining in  this  manner  the  greatest  deflection  in  each  span,  the 
greatest  deflection  in  the  entire  beam  from  any  horizontal  axis  as 
a  datum  line  is  readily  obtained. 

It  is  evident  from  the  foregoing  analysis  that  it  is  unnecessary 
to  calculate  the  supporting  forces  of  a  continuous  beam,  in  order  to 
determine  the  greatest  fiber  stress  or  the  greatest  deflection.  If 
desired,  however,  the  magnitude  of  anj'^  intermediate  support  may 
be  obtained  by  adding  the  shearing  forces  on  either  side  together, 
taking  account  of  signs.  The  magnitude  of  an  intermediate  sup- 
porting force  can  be  expressed  in  terms  of  the  bending  moments,  at 
the  support  and  the  two  adjacent  supports,  using  the  notation  for 
the  general  case  (Case  V),  as  follows: 

P        e  _.    c         Ma -Mo  ,  Mb -Mo  ,   ZTTidi   ,  21^2^2  /.x 

/t/O  =  00-+-  O_0  =  7 1 7 1 7 1 7 f      •       U; 

where  — p-^  and   — ^ —  are  evidently  the  components  at  the 

support,  which  would  be  obtained  by  treating  the  adjacent  spans 
as  two  simple  beams. 
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For  an  end  support,  when  the  beam  is  free, 

ito  =  OO  -h  O-O  —  j 1 J r  «-0;  •       •       \^) 

where  5-o  ==  the  shear  due  to  the  load  on  the  overhanging  end,  if 

any,  the  previous  observation  in  regard  to  the  term  — 7-^  applying 

as  before. 

After  having  obtained  the  supporting  forces,  the  expressions 
for  the  shearing  force,  bending  moment,  slope  and  deflection  at 
any  section  of  a  continuous  beam  can  evidently  be  written  in 
terms  of  all  the  forces  acting  on  the  portion  of  the  beam  between 
the  section  and  either  end,  as  in  the  case  of  any  simple  beam. 
This  method  involves,  in  general,  the  use  of  more  complicated 
equations  than  the  one  previously  outlined. 

121.  Continuous  Beams  with  Equal  Spans  and  Loads  Uni- 
formly Distributed.  —  The  formulas  for  continuous  beams  of 
this  type,  having  the  supports  on  the  same  level,  are  more  generally 
used  than  those  for  any  other  type. 

For  a  beam,  with  any  number  of  equal  spans  and  a  uniformly 
distributed  load  of  the  same  intensity  w  throughout  its  entire 
length,  having  the  supports  on  the  same  level,  the  three  moment 
equation  (Case  III)  will  reduce  to  the  form 

Ma  +  4Mo  +  M6=-^, (1) 

and  the  expression  for  the  shearing  force  at  the  right  of  the  origin 
will  take  the  form 

^        Ma  -  Mq      wl  ,^\ 

^'^—l +  "2" ^^^ 

In  appl3dng  these  equations  in  the  following  cases,  the  bending 
moments  at  the  supports  will  be  denoted  by  Af  1,  Af2,  Af  8,  etc.,  the 
subscripts  corresponding  to  the  numbers  at  the  supports,  the 
ma^fimum  poative  values  of  the  bending  moments  between  the  sup- 
ports will  be  denoted  by  M\  Af",  M '",  etc.,  the  primes  corre- 
sponding to  the  number  of  the  span.  The  shearing  forces  at  the 
right  of  the  supports  will  be  denoted  by  positive  subscripts  and 
those  at  the  left  by  negative  subscripts, 
(a)  Two  eqiwl  spans  (Fig.  166). 
Applying  equation  (1)  with  the  origin  at  the  support  (2) 

Mi  =  0,        M2=-^,         M,  =  0.    .    .    .    (3) 
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Applying  equation  (2)  with  the  origin  at  the  support  (1), 

Si^iwl; (4) 

and,  following  the  usual  convention  of  signs  for  shearing  forces, 

/S-i  =  i  wl  "  wl  =  "i  wl; (5) 

and,  from  sjrmmetry,  ^     ^  , 

/Sj  =  f wl,        S^=  —  iwl ^    (6) 


Fig.  166. 

A  maTrimum  value  of  the  bending  moment  in  the  span  (1-2) 

3  { 
will  occur  at  a  distance  -^  from  the  support  (1)  and  will.be  equal  to 

^,  _  3trf      3j  _  Sid  ^Sl  _^    ^    "  .  . 

^"8^8         8^  16"  128      '  •     •    •     vv; 

and,  from  symmetry,  the  maTrimum  positive  bending  moment  in 
the  span  (2-3), 


M''  =.  jI^p. 


(8) 


The  supporting  forces  will  be  equal  to 

Ri  -  iwlf        ft  =  I  wl,        Rt  ^  Iwl.   .    .    .    (9) 

The  greatest  bending  moment  for  the  entire  beam  will  evidently 
be  that  at  the  middle  support, 

M*=-^, (10) 

and  the  greatest  shearing  force  will  be  that  on  either  side  of  the 
middle  support, 

s,  =  -s^  =  5|? (11) 

(b)   Three  espial  spam  (Fig.  167). 

Applying  equation  (1)  with  the  ori^n  at  the  support  (2), 


M,  +  iMt^-^ 


(12) 


and  applying  (1)  again,  with  the  origin  at  the  support  (3), 

4M,  +  Af,=  -^ (13) 


276 


APPLIED  MECHANICS 


Solving  (12)  and  (13)  dmultaneously 


also, 


Mi  =  0.   .    , 


.     (14) 


(15) 


!V 


K 


1 

Fig.  167. 


Rs 


^ 


Applying  equation  (2)  with  the  origin  at  the  support  (1), 

Si  =  iwl (16) 

and,  following  the  usual  convention  of  signs, 

S-4  =  iwl  —  wl  =  —  iwL 

From  the  symmetry  of  loading, 


•     •    •    •    • 


(17) 


and  also, 


„  wl 


Sz  =  i  wl,     S-i  =  I  wl. 


(18) 
(19) 


A  maximum  value  of  the  bending  moment  in  the  span  (1-2) 

2  I 
will  be  obtained  at  the  section,  distant  -^  from  the  support  (1), 

and  will  be  equal  to 


^""5^5         5^5"   25' 


(20) 


From  symmetry,  the  maximum  value  in  the  span  (3-4)  will  in 
like  manner  be  equal  to 

.M"'  =  ^ (21) 

A  maxinuim  value  of  the  bending  moment  will  also  be  obtained  at 
the  middle  section  of  the  span  (2-3)  and  will  be  equal  to 


10  "^2^2      2^4      40' 


(22) 


The  supporting  forces  will  be  equal  to 

Bi  =  iwl,    Bt  =  Hwl,    Rz'=Hwl,    R4  =  iwl    .    (23) 
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The  greatest  bending  moment  for  the  entire  beam  will  be  that 
at  either  intermediate  support, 

M2  =  Mz  =  ""  "tta  > (24) 

and  the  greatest  shearing  force  will  be  in  either  end  span,  at  the 
intermediate  support, 

S,=  -S_,  =  ^^ (25) 

By  applying  equations  (1)  and  (2)  to  the  supports  in  succession, 
the  values  of  the  bending  moments,  shearing  forces  and  supporting 
forces  for  similar  beams,  with  any  number  of  equal  spans,  can  be 
easily  determined.  In  every  case  the  greatest  bending  moment 
will  occur  at  one  of  the  intermediate  supports  and  the  greatest 
shearing  force  will  occur  in  the  end  span,  at  the  first  intermediate 
support.  The  bending  moments  at  the  supports  will  in  each  case 
be  expressed  in  the  form 

hnwP, (26) 

where  km  =  sl  numerical  coefficient,  and  the  expressions  for  the 
shearing  forces  at  the  supports  will  take  the  form 

hwl, (27) 

where  A:*  =  a  numerical  coefficient. 

The  following  diagram  on  page  (274)  shows,  in  tabulated  form, 
the  numerical  values,  disregarding  signs,  for  km  and  k,  at  the  suc- 
cessive supports  of  continuous  beams,  having  from  two  to  seven 
equal  spans,  subjected  to  uniformly  distributed  loads. 

The  central  axis  of  the  beam  and  the  supports  in  each  case  are 
represented  in  the  conventional  manner,  the  span  numbers  being 
indicated  by  figures  placed  in  the  middle  of  each  span.  These 
numbers  in  each  case  may  also  be  taken  as  the  numbers  at  the 
supports  of  the  beam  indicated  above.  The  values  of  km  for  each 
support  are  placed  directly  over  the  center  of  the  support,  while 
the  values  of  k,  are  indicated  below  the  central  axis.  To  save 
repetition,  the  numerators  of  the  fractions,  representing  the  values 
of  kt  on  each  side  of  each  support,  are  shown,  while  under  the 
middle  of  the  support  the  common  denominator  for  both  fractions 
is  given.  By  adding  the  numerators  on  the  two  sides  of  any 
support  the  coefficient  of  wl,  giving  the  magnitude  of  the  support- 
ing force  at  that  point,  is  evidently  obtained. 
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For  example,  in  the  case  of  the  beam  with  four  spans  the  magni- 
tude of  the  bending  moment  over  the  second  support  will  be  equal 
to 

and  the  magnitude  of  the  shear  to  the  right  of  the  same  support 

will  be 

^2  =  if  wl, 

while  that  to  the  left  will  be 

and  the  supporting  force  at  this  point  wiU  be  equal  to 

It  should  be  noted  that,  as  the  number  of  spans  increases,  the 
values  of  the  shearing  forces  and  bending  moments  in  the  central 
spans  become  neariy  equal  to  the  values  of  these  quantities  for  a 
beam  fixed  at  the  ends,  subjected  to  a  uniformly  distributed  load 
(Art.  101). 
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122.  Approximate  Method  of  Determining  Shearing  Forces 
and  Bending  Moments  in  a  Continuous  Beam.  —  If  the  loading 
on  a  continuous  beam  is  complex,  or  if  the  conditions  regarding  the 
level  of  the  supports,  or  the  constraining  forces  at  the  ends,  when 
the  ends  are  not  free,  are  not  definitely  known,  an  approximate 
solution  for  the  shearing  forces  and  bending  moments  in  any  one 
span  can  be  made  by  estimating  the  position  of  the  points  of 
inflexion  and  following  the  usual  method  employed  in  the  case  of 
simple  and  cantilever  beams. 


For  example,  let  the  sketch  (Fig.  168a)  indicate  a  span  of  a  con* 
tinuous  beam,  subjected  to  a  system  of  concentrated  and  dis- 
tributed loads.  Assume  points  of  inflexion  at  m  and  n  at  distances 
Oi  and  Oj,  respectively,  from  the  supports.  On  this  basis  the  por- 
tion of  the  beam  between  m  and  n  can  then  be  treated  as  a  simple 
beam  (Fig.  168b),  which  is  supported  on  the  ends  of  two  cantilever 
beams  A-m  and  B-n,  extending  inward  from  the  ends  of  the 
span.  The  supporting  forces  for  the  portion  w-n  can  be  found 
in  the  same  manner  as  in  the  case  of  any  simple  beam,  and,  having 
these,  the  greatest  bending  moment  in  m-^  can  easily  be  deter- 
mined. The  greatest  bending  moments  and  the  greatest  shearing 
forces  in  the  portions  A-m  and  B-n  will  be  at  the  supports  £« 
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and  Rh  and  can  be  determined  in  the  same  manner  as  for  any 
cantilever  beam. 

The  forms  of  the  bending  moment  and  shearing  force  diagrams, 
resulting  from  this  analysis  are  indicated  in  the  sketch  (Fig.  168c). 
The  accuracy  of  the  results  will  depend  on  the  accuracy  in  locating 
the  points  of  inflexion  m  and  n.  The  choice  of  the  locations  of  m 
and  n  will  be  solely  a  matter  of  judgment,  based  on  a  knowledge 
of  the  conditions  at  the  supports,  the  loads  in  the  neighboring 
spans  and  the  positions  the  points  of  inflexion  in  the  more  common 
t3rpes  of  continuous  beams. 

The  method  can  evidently  be  used  with  equal  facility  in  the  case 
of  a  beam  fixed  at  the  ends,  the  beam  having  one  or  more  spans. 

123.  Problems.  —  Continuous  Beams.  —  In  each  of  the  follow- 
ing problems  the  beam  is  of  uniform  section  with  the  central  axis 
a  straight  line  before  loading.  In  all  cases,  for  which  sketches  are 
shown,  the  supporting  forces  are  indicated  as  acting  upwards.  It 
sometimes  occurs,  however,  with  certain  systems  of  loading,  that 
a  downward  force  is  required  at  one  or  more  supports  to  maintain 
the  level  at  the  supports.  In  such  cases  negative  values  will  be 
obtained  for  the  downward  supporting  forces.  Particular  atten- 
tion should  be  given  to  the  solutions  of  the  numerical  problems, 
which  illustrate  the  application  of  the  theorem  of  three  moments 
and  the  method  of  determining  shearing  forces,  bending  moments 
and  deflexions  in  a  few  representative  cases. 

Problem  1. 

Detennine  the  greatest  bending  moment,  the  greatest  shearing  force,  the 
supporting  forces  and  the  points  of  inflexion  for  the  continuous  beam,  carried 
on  three  supports  at  the  same  level  and  loaded  as  indicated  (Fig.  169) .  Neglect 
the  weight  of  the  beam. 

Solution.  —  For  this  case  the  origin  must  be  taken  at  the  support  (2)  and 
the  general  form  of  the  three  moment  equation  (equation  44,  Art.  118)  will 
reduce  to 

0  «  2Mo{li+U)+MJi  +  MyU-\'^  (ii«  -  di«)  +^' 

and,  since  the  bending  moments  at  the  end  supports  are  both  equal  to  zero, 
by  substituting  in  the  above  equation,  we  shall  obtain 


io,oqox  10  ,,^    ,^,  .  1000 X 3375 

20 


0  =  70  M,  +      '^^        (400  -  100)  +  . 


and  solving  for  ilf >, 

Afi  =  -  33,480  ft.  lbs. 


PROBLEMS 


281 


By  substituting  in  equation  (46)  (Art.  118),  taking  the  origin  at  the  support 
(1),  we  obtain 


S,.^^+m>L^.S26Slb,, 


and  hence 


S_i  =  6268  -  16,000  =  -9732  lbs. 
By  substituting  again  in  equation  (46),  taking  the  origin  at  the  support  (2), 


and  hence 


8^  =  6674  -  10,000  =  -3326  lbs. 


-10- 


1000  lb&  per  ft. 


-15^ 


10000 


-10^ 


J» 


-10— 


R« 


(«) 


\4         (b) 
Fia.  169. 

It  should  be  observed  that,  if  the  general  equation  for  5-o  had  been  used  to 
obtain  the  values  of  S^  and  S-t,  the  results  would  have  been  positive  in  each 
case  instead  of  negative.    The  supporting  forces  will  evidently  be 

Ri  =  5268  lbs.,      Rt  =  9732  +  6674  =  16,406  lbs.,      Rt  -  3326  lbs. 

The  greatest  shearing  force  in  the  beam  is  evidently  the  shearing  force  S-^, 
at  the  left  of  the  middle  support. 

To  determine  the  maximum  positive  value  of  the  bending  moment  in  the 
span  (1-2),  we  have,  for  the  expression  for  the  shearing  force  at  any  distance  z 
from  the  support  (1)  as  an  origin, 

/S  =  5268  -  1000  x; 

and  placing  5  »  0  and  solving  for  x, 

X  =  5.27  ft. 

Hence  the  maximum  value  of  the  bending  moment  will  be  equal  to 

JIf '  «  5270  X  5.27  -  500  X  5^27*  =  13,880  ft.  lbs. 

To  determine  the  maximum  value  of  the  positive  bending  moment  in  the 
span  (2-3),  observe  that  the  shearing  force  is  zero  under  the  concentrated 
load.    Hence  the  maximum  bending  moment  will  be  equal  to 

Af"  =  3326  X  10  -  33,260  ft.  lbs. 


282  APPLIED  MECHANICS 

The  bending  moment  Afi  at  the  middle  support  is,  therefore,  the  greatest 
bending  moment  in  the  beam. 

There  will  be  two  points  of  inflexion  which  can  be  fomid  as  follows:  Taking 

the  origin  at  the  support  (1),  the  equation  for  the  bending  moment  in  the  span 

(1-2)  wiU  be 

M  =  5268  X  -  600  x«. 

Placing  ilf  »  0  and  solving  for  x,  we  have 

X  -  10.54  ft. . 

Taking  the  origin  at  the  support  (3)  and  x  positive  when  measured  to  the 
left,  the  equation  for  the  bending  moment  for  values  of  x  from  10  to  20  will  be 

M  =  3326  X  -  10,000  (x  -  10). 

Placing  ilf  a  0  and  solving  for  x,  we  have 

X  =  14.98  ft. 

Sketches  showing  the  forms  of  the  bending  moment  and  shearing  foroe 
diagrams  for  this  case  are  shown  in  Fig.  (169b). 

Problem  2. 

Determine  the  greatest  bending  moment,  the  greatest  shearing  foroe,  the 
supporting  forces  and  the  points  of  inflexion  for  a  beam  supported  at  three 
points  on  the  same  level,  with  two  equal  spans,  of  length  I,  when  subjected  to 
each  of  the  following  load  systems: 

(a)  Load  imiformly  distributed  over  one  span  only;  w  ~  load  intensity; 

(b)  Two  concentrated  loads  TT,  one  in  the  middle  of  each  span; 

(c)  Single  concentrated  load  W  in  the  middle  of  one  span; 

(d)  Single  concentrated  load  W  at  any  distance  kl  from  one  of  the  end 
supports. 

Neglect  the  weight  of  the  beam  in  each  case.  Sketch  the  shearing  force 
and  bending  moment  diagrams  for  each  case. 

Problem  3. 

Determine  the  bending  moments  at  the  supports  and  the  supporting  forces 
for  the  continuous  beam  carried  on  four  supports  at  the  same  level,  having  the 
two  end  spans  equal  and  subjected  to  a  uniformly  distributed  load  (Fig.  170). 

Solution.  —  Let  W  —  the  intensity  of  the  load,  I  ~  the  length  of  each  end 
span  and  rd  »  the  length  of  the  center  span. 

For  the  bending  moments  at  the  supports  we  shall  have  Mi  =0,  Afi  =  0; 
and  Afi  »  Ms,  from  the  symmetry  of  the  loading.  Applying  the  three  moment 
equation  (41)  (Art.  118),  with  the  origin  at  the  support  (2),  we  shall  have 

MzTd  +  2M,  (Z  +  nZ)  =  -  ^*  -  ^ 
and  solving, 


j|f,-Af,--lf  (|±f^). 


Taking  the  origin  at  the  support  (1)  and  substituting  in  equation  (35)  (Art* 
118),  we  obtain 

^"        4\2  +  3n/'^2        4V      2H-3n     / 
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Taking  the  origin  at  tlie  support  (2)  and  subetituting  in  equation  (38)  (Art. 
118), 

^^"  4  U  +  Sn/"*"  2  "  4  V     2  +  3n     /" 


A   U 


From  the  symmetry  of  loading  it  is  evident  that 

and  that  the  shearing  forces  at  the  supports  (3)  and  (4)  are  equal  to  the  corre- 
sponding values  at  the  supports  (2)  and  (1). 
For  the  supporting  forces 

P       P       t/^/3  +  6n-n»\ 
*^      ^"TI      2  +  3n     y 

^■^'       4i      2  +  3n     y"*"2''4V  2  +  3n  / 

A  sketch  showing  the  general  forms  of  the  bending  moment  and  shearing 
force  diagrams  is  given  in  Fig.  (170b).  It  should  be  observed  that  when  n  is 
small  the  bending  moment  at  the  section  in  the  middle  span,  at  which  the 
shearing  force  is  zero,  has  a  fniniTnnm  instead  of  a  maximum  value,  as  indicated 
by  the  sketch. 

Problem  4. 

Deduce  the  expression  for  the  bending  moments  at  the  supports  and  the 
supporting  forces  for  the  continuous  beam  given  in  Problem  (3)  for  the  follow- 
ing load  systems: 

(a)  Load  uniformly  distributed  over  the  two  end  spans  only;  w  «  load 
intensity; 

(b)  Load  uniformly  distributed  over  one  end  span  only;  to  «  load  intensity; 

(c)  Load  uniformly  distributed  over  the  middle  span  only;  w  »  load 
intensity; 

(d)  Load  uniformly  distributed  over  the  middle  span  and  one  end  span 
only;  to  >■  the  load  intensity; 
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(e)  Single  concentrated  load  TT,  applied  at  any  distance  Id  from  one  of  the 
end  supports; 

(f )  Single  concentrated  load  W  applied  at  the  middle  point  of  the  center 
span  (2-3). 

Problem  6. 

Given  a  continuous  beam,  fixed  at  one  end  and  subjected  to  the  system  of 
concentrated  and  uniformly  distributed  loads  as  indicated  (Fig.  171a),  the 
supports  being  on  the  same  level.    The  beam  is  a  12^'  I-beam,  31.5  lbs.  per  ft., 

for  which  /  =  216  (ins.)*  and  -  «  36  (ins.)». 

c 

Determine: 

(a)  The  bending  moments  at  the  supports; 

(b)  The  shearing  forces  at  the  supports; 

(c)  The  maximum  positive  bending  moment  in  each  span; 

(d)  The  greatest  outside  fiber  stress; 

(e)  The  value  of  Eli  at  each  support; 

(0  The  general  equations  for  slope  and  deflection  for  each  span  and  the 
overhanging  end;  and  the  greatest  value  of  Elv  for  each  span  and 
the  overhanging  end; 

(g)  The  greatest  deflection  in  the  entire  beam,  assuming  E  »  28,000,000 
lbs.  per  sq.  in. 

S(]iviion.''{2k)  The  bending  moment  at  the  support  (3)  will  be  equal  to 

Ms  =  -2000X4-2400X2  =  -12,800  ft.  lbs.       .     .     (1) 

Taking  the  origin  at  the  support  (2)  and  applying  the  three  moment  equa- 
tion, in  the  form  given  in  equation  (44)  (Art.  118),  we  obtain 

itf 232     12,800 X 16     Ml  16     5000  X 10  (256  - 100)  +3000  X  4  (256 - 16) 
"3"^6  6  6X16 

600  X  4096      4000  X  10  (256  -  100)       1200X4096 
24  6  X  16  24         ' 

which  reduces  to 

0=  -4ilf2-Afi- 168,494 (2) 

Taking  the  origin  at  the  fixed  end  (1)  and  applying  the  equation  for  the 
slope  at  the  support,  in  the  form  given  in  equation  (45)  (Art.  118),  and  noting 
that  to  =  0,  we  obtain 

_  MM  _  M2I6  _  4000  X  6  (256  -  36)  _  1200X4096^ 
"  3  6  6  X  16  24         ' 

which  reduces  to 

0=  -2Mi-Af2- 97,426 (3) 

Solving  equations  (2)  and  (3)  simultaneously, 

Af  1  =  -  31,601, (4) 

M,  =  -  34,223 o    o    .    (6) 
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(b)  Taking  the  origin  at  (1)  and  appl3ring  the  general  equation  for  the 
rfiearing  force  at  a  support,  as  giyen  in  equation  (46)  (Art.  118), 


o       -  34,223  +  31,601  ,    4000  X  6  .   1200  X  16 

^\  —  7^ 1 TS 1 ?! 


16  •         16 

and  computing  <SL|  by  the  ordinary  method, 

S-^  -  10,936  -  4000  -  16  X  1200  =  -12,264  Ibe. 


10,936  lbs.,    (6) 


(7) 


Fig.  171. 


Taking  the  origin  at  (2)  and  appl3ring  the  shearing  force  equation, 

^       -12,800+34.223  .  5000X10+3000X4  .   600X16      ,oni>.iu-        ro^ 
oi= jg  H Jo 1 2 -10,014106.,      (8) 

and  computing  ^S-s, 

5_,  =  10,014  -  5000  -  3000  -  600  X  16  -  -  7586  lbs.       •    .     (9) 

From  the  loads  on  the  overhanging  end, 

S*  -  2000  +  4  X  600  =  4400  lbs (10) 

Hence  the  greatest  shearing  force  for  the  entire  beam  is  at  the  left  of  the  middle 
support  and  is  equal  in  magnitude  to  12,264  lbs. 

The  diagram  showing  the  variation  in  shearing  force,  following  the  conven- 
tion of  signs  for  the  ordinary  beam  theory,  is  shown  by  the  dotted  lines  (Fig. 
171b). 

(c)  Taking  the  origin  at  (1),  the  general  equations  for  the  shearing  force 
and  bending  moment  in  the  span  (1-2)  will  be  the  following: 

For  values  of  x  from  0  to  10, 

5  =  10,936  -  1200  X (11) 

Af  =- 31,601  +  10,936  a;  -  600  x^. (12) 
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For  values  of  x  from  10  to  16, 

5  -  10,936  -  1200  X  -  4000, (18) 

Af  -  -  31,601  +  10,936x  -  600a^  -  4000  (x  -  10).     .    .    (14) 

Placing  (11)  equal  to  zero,  we  obtain,  for  the  section  of  zero  shear, 

X  -  9.11  ft (16) 

and,  substituting  in  (12)  and  reducing,  the  maTifniiin  positive  value  of  M  for 
the  span  (1-2)  is  found  to  be 

Af'  =  18,231  ft.  lbs (16) 

Taking  the  origin  at  (2),  the  general  equations  for  the  shearing  force  and 
bending  moment  in  the  span  (2-3)  will  be  the  following: 
For  values  of  x  from  0  to  6, 

5  =  10,014  -  600  «, (17) 

Af  =- 34,223  +  10,014  »- 300  a:» (18) 

For  values  of  x  from  6  to  12, 

iS  -  10,014  -  600  X  -  6000,        (19) 

Af  -  -34,223 +  10,014  a; -300  a:^- 6000  (x- 6).   ...    (20) 

For  values  of  x  from  12  to  16, 

5r  =  10,014  -  600  X  -  6000  -  3000, (21) 

M»  "  34,223  -  10,014x  -  300x»  -  6000  (x  -  6)  -  3000  (x  -  12).    (22) 

Placing  (19)  equal  to  zero,  the  value  of  x  for  the  section  of  zero  shear  is  found 

to  be 

X  =  8.36  ft (23) 

and,  substituting  in  (20)  and  reducing,  the  maximum  positive  value  of  the 
bending  moment  in  the  span  (2-3)  is  found  to  be 

M"  =  16,727  ft.  lbs (24) 

Taking  the  origin  at  (3),  the  equations  for  the  overhanging  end  will  be 

5  =  4400-600x, (25) 

ilf  =  -  12,800  +  4400x  -  300x^ (26) 

A  sketch  of  the  bending  moment  diagram  is  shown  in  Fig.  (171b). 

(d)  Comparing  the  values  of  M'  and  M''  with  the  values  of  the  bending 
moments  at  the  supports,  the  greatest  bending  moment  for  the  entire  beam  is 
found  to  be  at  the  middle  support;  and  is  equal  in  magnitude  to  34,223  ft.  lbs. 
Hence  the  greatest  outside  fiber  stress  is  equal  to ' 

/  =  — ^— gg =  11,400  lbs.  per  sq.  in (27) 

(e)  The  slope  at  the  fixed  end  being  zero, 

^7i,  =  0 ^  (28) 

Applying  equation  (46)  (Art.  118),  with  the  support  (2)  as  an  origin,  and 
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Applying  the  corresponding  equation  fof  the  slope  at  the  left  of  a  support,  with 
support  (3)  as  an  origin,  the  following  values  for  EIU  and  Elit  are  obtained: 

j^j.      34,223X16     12,800X16      5000  X 10  (256 -•  100) +3000X4  (256 -16) 
*•"         3         ■*■         6  6X16 

-?5?^^-3011 (29) 

„j.        12,800X16     34,223X16     5000X6  (256 -36) +3000  X  12  (256-144) 
J5/i_,=         3         "^        6  6X16 

-^^^^■-53,619 (30) 

Hence 

,  Elit--  53,619 (31) 

(f)  The  general  equations  for  slope  and  deflexion  can  be  obtained  by  inte- 
gration from  the  bending  moment  equations  (c),  the  constants  being  deter- 
mined by  the  usual  methods  employed  in  dealing  with  ordinary  beams.  For 
the  span  (1-2),  taking  the  origin  at  (1),  the  equations  wiU  be  the  following: 

For  values  of  x  from  0  to  10, 

E/i-  -31,601  x  + 5468  a^- 200  aj» (32) 

E/tr-  -  15800x«  +  1823x«-50** (33) 

For  values  of  x  from  10  to  16, 

^/i=  -^31,601  x  +  5468a^-200x» -2000  (x-10)«,      .    .    (34) 
EIv  -  -  15800a:^  +  1823»»  -  50a:*  -  667  (x  -  10)».     .    .    .    (35) 

By  placing  (32)  equal  to  zero,  the  value  of  x,  for  the  point  of  zero  slope,  is 

f  oimd  to  be 

X  -  8.28  ft (36) 

And,  by  substituting  this  value  in  (33),  the  maximum  value  of  EIv  for  the  span 

is  found  to  be 

EIv'  =  -  283,000 (37) 

Taking  the  origin  at  (2),  the  equations  for  the  span  (2-^3)  will  be  the 
following: 

For  values  of  x  from  0  to  6, 

EH  =  3011  -  34,223x  +  5007 x«  -  100 x»,    ....    (38) 
^it;  =  3011 X  -  17,112  x«  + 1669  x»- 25  X*.      .    .    .    (39) 

For  values  of  x  from  6  to  12, 

E/i  =  3011 -34,223  x  + 5007x^-100  x»- 2500  (x-6)»,    .     (40) 
JF/i;  -  3011 X  -  17,112  x«  +  1669  x»  -  25  x«  -  833  (x  -  6)».    .    (41) 

For  values  of  x  from  12  to  16, 

Eit=3011-34,223x+5007x«-100x»-2500(x-6)«-1500(x-12)«,     .    (42) 
J&i»-3011x-17,112x»+16e9x»-25x«-833(x-6)«-500(x-12)«.      .    (43) 

By  placing  (40)  equal  to  aero,  the  value  of  x,  for  the  point  of  sero  slope,  is 
found  to  be  equal  to 

X- 8.69  ft. (44) 
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and,  by  subBtituting  in  (41)  the  miuriTnnnn  value  of  EIv  for  the  span  is  found 

to  be 

EIv''  =  -330,000 (45) 

Taking  the  origin  at  (3),  the  equations  for  the  overhanging  end  will  be 

Eli  =  53,619  -  12,800  x  -f  2200  x«  -  100  x»,  .     .     .    .     (46) 
^ii;  «  53,619  X  -  6400  «» -h  733  x»  -  25  ar« (47) 

An  inspection  of  (46)  will  show  that  the  greatest  deflection  in  this  section  will 
come  at  the  end  of  the  beam;  and,  substituting  x  »  4  in  (42), 

EIv'"  =  152,000 (48) 

(g)  Comparing  the  maximum  values  of  EIv,  the  greatest  deflection  will 
evidently  occur  in  the  span  (2-3)  and  will  be  equal  to 

330,000 


»"  =  - 


EI 


(49) 


where  the  linear  units  are  all  expressed  in  ft.    Hence  to  obtain  the  value  of 
v"  in  inches  we  have 


i/'  = 


330,000  X  12 


X  12  =  -  0.088". 


(50) 


28,000,000  X  144  X  216 

For  the  sake  of  completeness,  the  equations  for  S^  M,  Eli  and  EIv  have  heesa 
written  for  every  section  of  the  span,  although  some  of  the  equations  were  not 
required  in  making  a  solution  of  the  problem. 

Problem  6. 

Find  the  greatest  deflexion  of  the  beam  given  in  Problem  (1),  assumitig 
E  »  28,000,000  lbs.  per  sq.  in.  and  /»  200  (ins.)«. 

Problem  7. 

Find  the  greatest  bending  moment  and  the  greatest  deflexion  in  the  beam 
given  in  Problem  (1),  assuming  E  =  28,000,000  lbs.  per  sq.  in.,  /  =  200  (ins.)*: 

(a)  When  the  middle  support  is  i"  below  the  level  of  the  end  supports. 

(b)  When  the  middle  support  is  J"  above  the  level  of  the  end  supports. 

Problem  8. 

Solve  Problem  (5),  assuming  that  the  end  of  the  beam  is  free,  instead  of 
fixed,  at  the  support  (1),  all  other  conditions  remaining  the  same. 


hi 


wlbB.per  tt. 


Fig.  172. 


:^ 


—80^ 


// 


Problem  9. 

A  standard  riveted  plate  girder,  made  up  of  a  24"  X  }"  web  plate  and  4  —  5 
X  3}"  X  i"  angles,  is  supported  at  three  points  at  the  same  level  and  loaded 
uniformly  over  its  entire  length,  as  shown  (Fig.  172). 
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(a)  Find  the  maximum  load  per  ft.  of  length  (w),  including  the  weight  of 
the  girder,  provided  the  greatest  allowable  fiber  strees  is  12,000  lbs.  per  sq» 

in.;  given  -  =  204  (ins.)*. 

(b)  Find  the  maximum  deflexion,  given  E  —  28,000,000  lbs.  per  sq.  in. 
and  the  total  depth  of  the  girder  =  24}". 

Problem  10. 

Solve  Problem  (9),  asHuming  that  the  support  (1)  is  i"  below  the  level  of 
the  supports  (2)  and  (3). 

Problem  11. 

Find  the  bending  moments  at  the  supports  and  the  supporting  forces  for  a 
fouivspan  continuous  beam,  loaded  as  shown  (Fig.  173),  assuming  that  the 
supports  are  maintained  at  the  same  level. 


Fig.  173. 

Problem  12. 

Solve  Problem  (11),  assuming  that  the  beam  is  subjected  to  a  total  load  of 
16,000  lbs.,  imiformly  distributed  over  a  length  of  8  ft.,  the  center  of  the  load 
being  over  the  support  (3). 

Problem  13. 

(a)  Find  a  suitable  I-beam  to  use  for  the  continuous  beam  (Problem  11), 
provided  the  greatest  allowable  fiber  stress  =  12,000  lbs.  per  sq.  in. 

(b)  Find  a  suitable  I-beam  to  use  for  the  continuous  beam  (Problem  12) 
assuming  the  greatest  allowable  fiber  stress  «  12,000  lbs.  per  sq.  in. 


Problem  14. 

Deduce  the  equation  for  the  bending  moment  at  the  middle  support  and 
determine  the  supporting  forces  and  the  maximum  values  of  the  bending 
moments  in  each  span  of  a  continuous  beam,  having  two  equal  spans  subjected 
to  equal  loads  TT,  distributed  over  each  span  as  shown  (Fig.  174). 
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SoltUian,  —  Let  u>  »  the  load  intensLty  at  any  point  in  the  beam.    Taking 
the  origin  at  (2)  and  following  the  usual  notation  we  shall  have  for  values  of  x 


from  0  to  X : 

where  the  constant  a  =  -^, 


and 


w  "  aXf 


(1) 


(2) 


M^Mt  +  S^"^     (Art.  73) (8) 


Substituting  in  the  equation  of  the  elastic  curve  and  integrating, 


(4) 


the  constant  of  integration  being  equal  to  zero,  since  the  slope  at  the  middle 
support  is  equal  to  zero.    Integrating  again 


EIv 


6        120' 


(5) 


the  constant  being  equal  to  zero. 

I 
For  values  of  x  from  q  to  2, 


and 


(«) 


-S.-^  +  ^^^^(Art.73). 


•        •        •        •        • 


(7) 


(») 


and,  putting  (8)  equal  to  (3)  when  »  ■=  5 ,  we  obtain  c'  «  Af  1  +  -g- . 
Eli.fMdx.M^+^+^^^-^  +  ^  +  c". 
and,  putting  (9)  equal  to  (4)  when  x  =  ^ ,  we  obtain  c"  =  —  j^^  • 

EIv^Eiydx^^-^^-^ j^ _4._.— __+c'    (10) 

I  of 

and,  putting  (10)  equal  to  (6)  when  x  ~  „>  we  obtain  e"'  >-  y^' 

When  X  V  I,  (8)  roduoes  to 


M, 


O'Mt+Si-j;] 


(11) 
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and  hence 

01  =  — T^    — ru' ^ 

and,  when  x  ^l,  (10)  reduces  to 

£[/t;»-.0--^+-^-j28 ^^^^ 

Eliminating  St  between  (12)  and  (13),  we  have 

o-^+lf; (H) 

and  hence 

6aZ»  6TFi  .    . 

^*  128 32" (^^^ 

Substituting  in  (12), 

and  hence 

5^-|^T^ (17) 

The  supporting  forces  will  be  equal  to 

fii=||w^,    ft-jgW^,    ^»"S^ (^^^ 

Taking  the  origin  at  the  support  (1),  the  shearing  force  and  bending  moment 
equations,  for  values  of  x  from  0  to  r,  will  be 

Putting  (10)  equal  to  zero,  we  obtain  for  the  section  of  zero  shear 

x  - -ii  i  =  0.415  i; (21) 

and  substituting  in  (20)  we  have,  for  the  maximum  value  of  the  positive 
bending  moment  in  the  span  (1-2)  and  also  for  the  span  (2-3), 

M'  =  ^\^^  Wl  =  0.096  Wl (22) 

Problem  16. 

Using  the  notation  in  Art.  (118),  deduce  the  following  form  of  the  three 
moment  equation  for  a  continuous  beam,  loaded  as  shown  (Fig.  174),  when  the 
spans  are  unequal,  the  supports  being  on  the  same  level. 

MJi  +  2Mo{li+k)+Mtlt  -  -  ^*-^  -  -  ^  (TTiV  +  T7A«). 

Problem  16. 

Determine  the  supporting  forces  and  the  greatest  bending  moment  for  the 
continuous  beam  given  in  Problem  (14)  if  the  load  on  one  span  is  omitted,  the 
distribution  of  the  load  on  the  other  span  being  as  shown  in  Fig.  (174). 


CHAPTER  VII. 

COMBINED   STRESSES. 

124*  Combined  Stresses.  —  In  the  discussion  of  the  applica- 
tions of  the  theory  of  bending,  it  has  been  shown  (Arts.  75  and  100) 
that  the  values  of  the  shearing  force,  bending  moment,  slope  and 
deflection,  at  any  cross  section  of  a  beam  subjected  to  bending  by 
the  action  of  a  system  of  transverse  loads  or  couples,  can  be  ob- 
tained by  calculating  the  values  of  these  quantities  due  to  each 
load,  or  couple,  acting  separately  and  adding  the  results,  alge- 
braically. It  is  plainly  evident  that  the  value  of  the  normal  or 
the  shearing  stress  intensity  at  any  point  in  the  cross  section  could 
be  obtained  in  the  same  manner,  by  adding  together  the  compo- 
nents of  the  stress  intensity  at  the  point  due  to  each  load  acting 
separately.  The  discussion  thus  far,  however,  has  been  confined 
to  load  systems,  comprised  of  transverse  forces  and  couples,  in 
which  all  the  forces  act  in  a  single  plane. 

The  method  of  analysis  may  be  extended  to  cases  in  which  the 
external  forces  are  not  restricted  to  transverse  forces  and  couples, 
nor  confined  necessarily  to  a  single  plane.  Since  the  resultant  of 
the  stress  on  any  cross  section  of  a  stationary  member  must  be  in 
equilibrium  with  the  external  forces  acting  on  the  portion  of  the 
member  on  one  side  of  the  section,  it  is  evident  that,  when  the 
system  of  external  forces  can  be  divided  into  parts  such  that  the 
component  of  the  stress  on  the  section  due  to  each  part  acting  alone 
can  be  determined,  the  resultant  or  combined  stress  on  the  section 
can  be  found  by  adding  together  in  the  same  manner  as  in  the 
case  of  bending  under  transverse  loads. 

In  the  preceding  chapters,  an  analysis  has  been  made  of  the 
stresses  due  to  three  types  of  load  systems. 

(a)  When  the  resvUant  of  the  system  of  external  forces^  acting  on 
the  part  of  a  member  on  one  side  of  a  given  cross  section,  is  a  single 
force f  whose  line  of  action  passes  through  the  cenier  of  gravity  of  the 
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section.    In  this  case,  the  stress  on  the  section  is  a  uniformly  dis- 
tributed normal  stress  and  the  intensity  at  any  point  is  equal  to 

J  (Arts.  50-52). 

(b)  When  the  resultant  of  the  external  forces  acting  on  one  side 
oj  the  cross  section  is  a  coupUy  in  a  plane  intersecting  the  cross 
section  along  an  axis  of  symmetry.  In  this  case,  the  stress  on  the 
section  is  a  uniformly  varying  normal  stress,  the  resultant  of 
which  is  also  a  couple,  and  the  intensity  at  any  point  is  equal  to 

^  (Art.  66). 

(c)  When  the  external  forces  acting  on  the  part  of  the  member  on 
one  side  of  a  cross  section  are  perpendicular  to  the  central  axis  of 
the  member  and  lie  in  a  single  plane  which  intersects  the  cross 
section  in  an  axis  of  symmetry.  In  this  case,  the  resultant  of  the 
system  consists  of  a  couple  and  a  shearing  force  and  the  resultant 
of  the  stress  on  the  section  is  made  up  of  a  uniformly  varying 
normal  stress,  as  in  the  preceding  case,  and  a  shearing  stress 
(Art.  69). 

We  shall  now  consider  a  number  of  cases  in  which  the  stress  on  a 
cross  section  of  a  member  can  be  determined  by  dividing  the  exter- 
nal forces,  acting  on  the  portion  on  one  side  of  the  section,  into 
two  or  more  of  the  above-mentioned  systems  and  finding  the 
resultant  stress  intensities  at  different  points  in  the  section  by 
combining  the  direct  and  bending  stress  intensities  due  to  the 
component  systems.  The  greatest  combined  stress  intensity  in 
every  case  is  assumed  to  be  within  the  elastic  limit  of  the 
material. 

125.  Axial  and  Transverse  Loads.  —  Let  the  sketch  (Fig.  175) 
represent  a  member  which  is  subjected  to  the  action  of  a  system  of 
transverse  forces,  in  a  plane  intersecting  any  cross  section  AB  in 
an  axis  of  symmetry  7  F,  in  combination  with  axial  forces,  causing 
compression  in  the  member. 

Divide  the  external  forces  acting  on  the  part  to  the  left  of  the 
section  AB  into  two  groups,  viz.,  the  transverse  forces  and  the 
axial  load  P.  If  we  assume  that  the  deflection  of  the  central  axis 
due  to  the  transverse  forces  is  so  small  that  it  can  be  neglected,  the 
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stress  due  to  the  load  P  will  be  a  uniform  compression  stress  and 
its  intensity  At  any  point  in  the  section  will  be  equal  to 


/.-5. 


where  A  =  the  area  of  the  cross  section. 


Fig.  176. 


(1) 


The  normal  stress  due  to  the  transverse  loads  will  be  uniformly 
varying  and  its  intensity  at  any  point,  at  a  vertical  distance  y 
from  the  center  of  gravity  of  the  section,  will  be  equal  to 


_   .My 


/.=  db 


(2) 


where  /  =  the  moment  of  inertia  of  the  cross  section  about  the 
horizontal  axis  through  the  center  of  gravity.  The  plus  sign  indi- 
cates compression  and  the  minus  sign  tensiony  the  symbols  M  and  y 
being  used  in  this  chapter  to  represent  mxignitudes  only. 

Adding  (1)  and  (2)  the  resultant  normal  stress  intensity  at  any 
point  in  the  cross  section  will  be  equal  to 


(3) 


The  resultant  normal  stress  on  the  section  will  evidently  be  uni- 
formly varying  and  the  neutral  axis  will  pass  through  some  point 
Oi,  at  a  distance  OOi  from  the  center  of  gravity. 

The  variation  in  the  resultant  stress  intensity  is  clearly  shown  in 
Fig.  (175a),  where  the  ordinates  between  AB  and  ab  represent  the 
uniform  stress  components  /i  and  the  ordinates  between  ab  and  de 
the  uniformly  varying  stress  components  /j.    The  neutral  axis  of 
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the  resultant  stress  will  be  the  line  ZiOiZi  (Fig.  175b),  parallel  to 
the  principal  axis  ZOZ  through  the  center  of  gravity.  If  we  let 
Vi  =  the  distance  OOi,  it  is  evident  that 

P  _Mvi 
A"    /    ' 
and  hence 

where  p  »  the  radius  of  gyration  of  the  cross  section  about  the 

axis  ZOZ, 

The  compressive  stress  intensity  will  evidently  be  greatest  at 

the  side  of  the  section  which  is  farthest  from  Oi  and  will  be  equal 

in  magnitude  to 

J.      P  ,  Mc  ,-. 

^=i+-r' (^> 

where  c  =  the  distance  from  the  axis  through  the  center  of  gravity 
to  the  most  strained  fiber  in  compression. 

If  the  cross  section  is  symmetrical  with  respect  to  the  axis  ZOZ^ 
the  minimum  intensity  of  stress,  or  the  greatest  intensity  of  the 
tensile  stress,  on  the  cross  section  will  be  equal  to 

r-l-^ (6) 

When  the  axial  loads  are  applied  at  the  ends  of  the  member  as 
indicated  (Fig.  175)  the  cross  section  at  which  the  fiber  stress  is 
greatest  will  evidently  be  the  section  of  greatest  bending  moment. 

The  shearing  stress  on  the  section  may  be  assumed  to  be  dis- 
tributed as  in  the  case  of  a  beam  subjected  to  ordinary  bending, 
the  intensity  at  any  point  being  represented  by  the  usual  formula 
(Art.  89). 

When  the  deflection  of  the  central  axis,  due  to  the  transverse 
loads,  is  so  great  that  a  serious  error  results  from  assuming  that 
the  force  P  passes  through  the  center  of  gravity  of  the  cross  section, 
allowance  can  be  made  for  the  displacement  of  the  cross  section,  as 
explained  in  the  next  article. 

The  foregoing  analysis  will  evidently  apply  equally  well  in  the 
case  in  which  the  axial  load  P  produces  tension  instead  of  com- 
pression, the  plus  sign  being  used  to  indicate  a  tensile  instead  of  a 
compressive  stress. 
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126.  Loads   Parallel  to  the  Axis.  —  Eccentric   Loading.  — 

When  the  loads  are  parallel  to  the  central  axis  of  a  member;  the 
resultant  of  the  forces  acting  on  the  part  on  one  side  of  any  given 
cross  section  can  be  found  by  the  usual  method  of  dealing  with 
any  system  of  parallel  forces. 
We  have  already  considered: 

(a)  The  case  in  which  the  resultant  is  a  single  force,  whose  line 
of  action  coincides  with  the  axis  of  the  member.    (Arts.  51-52.) 

(b)  The  case  in  which  the  resultant  is  a  couple,  located  in  a  plane, 
intersecting  the  cross  section  at  an  axis  of  symmetry  (Art.  66). 

Two  additional  cases  will  now  be  considered: 

(c)  When  the  resuUarU  is  a  single  force,  parallel  to  the  central  axis, 
its  line  of  action  intersecting  the  cross  section  at  an  axis  of  symmetry, 

(d)  When  the  resultant  is  a  single  force,  parallel  to  the  central  axis, 
not  intersecting  the  cross  section  in  an  axis  of  symmetry,  and  the  cross 
section  has  two  axes  of  symmetry  at  right  angles. 

In  both  of  these  cases,  the  load  on  the  member  is  said  to  be 
eccentric  and  the  distance  between  the  line  of  action  of  the  resultant 
force  and  the  central  axis  is  called  the  eccentricity  of  the  load. 

(c)  In  this  case  the  force  can  be  resolved  into  an  equal  parallel 
force,  coinciding  with  the  central  axis,  and  a  couple,  acting  in  the 
plane  of  symmetry.  Hence,  if  we  neglect  the  deflection  due  to  the 
bending  produced  by  the  couple,  the  normal  stress  on  the  cross 
section  will  be  the  resultant  of  a  uniform  stress,  due  to  the  com- 
ponent force  acting  along  the  axis,  and  a  uniformly  varying  stress, 
due  to  the  couple. 

For  an  illustration,  let  the  force  P  represent  the  resultant  of  a 
system  of  forces,  acting  on  the  portion  on  one  side  of  the  cross 
section  AB  and  parallel  to  the  central  axis  ZZ  of  the  member  shown 
(Fig.  176),  the  line  of  action  of  P  intersecting  the  cross  section  at  a 
point  on  the  axis  of  symmetry  YY,  at  a  distance  a  from  the  center 
of  gravity  0.  If  the  force  P  is  resolved  into  a  parallel  force  through 
0  and  a  couple,  the  moment  of  the  couple  will  be  equal  to  M  =  Pa 
and,  if  we  use  the  notation  of  Art.  (125),  the  normal  stress  intensity 
at  any  point  in  the  cross  section,  at  a  distance  y  from  the  center  of 
gravity,  will  be  equal  to 

/_/    .  /  ^P.My^P      Pay 
where  the  plus  sign  indicates  compression. 
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The  expression  for  the  distance  yt,  between  the  center  of 
gravity  and  the  neutral  axis  X^Xi,  will  be 

y-^A-P'i (^> 

and  the  magnitude  of  the  greatest  fiber  stress 

/=^¥=^('+7) <« 

where  p  —  the  radius  of  gyration  of  the  cross  section  about  the 
principal  axis  XX. 

If  the  curvature  of  the  central  axis  due  to 
bending  is  to  be  taken  into  account,  the  arm  a 
of  the  couple  will  be  increased  by  an  amount  v, 
equal  to  the  displacement  of  the  center  of 
gravity  due  to  the  deflection  of  the  member; 
and  the  couple  M  will  be  increased  by  an 
amount  equal  to  Pv.  Hence  equation  (1)  may 
be  written 

where  v  will  evidently  be  always  poutive.  In 
using  equation  (4),  a  value  of  v,  which  is  slightly 
approximate,  can  be  found  by  substituting  ilf  = 
Pa  in  the  deflection  equation  (Art.  97). 

In  this  case  it  is  obvious  that  there  is  do 
shearing  stress  on  any  cross  section.  -    '    _. 

If  the  forces  are  applied  at  the  ends  of  the 
member  and  the  stress  component  due  to  deflection  is  n^lected, 
the  state  of  stress  on  every  cross  section  will  be  the  same. 

The  foregoing  analysis  will  apply  equally  well  when  the  axial 
component  produces  tension  instead  of  compression. 

It  will  be  evident  that  if  the  deflection  of  the  beam,  in  the  case 
considered  in  Art.  (125),  is  to  be  taken  into  account,  it  is  simply 
necessary  to  add  to  the  bending  couple,  the  couple  due  to  deflection, 
estimated  as  above;  the  formula  for  the  normal  stress  intensity 
at  any  point  being  written, 

'"l^X^T" (5> 

which  is  another  form  of  equation  (4). 
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J^ 


(d)  In  this  case,  neglecting  the  deflection  due  to  bending,  let  the 
line  of  action  of  the  resultant  force  P  intersect  any  cross  section 
ABCD  at  a  point  whose  coordinates,  with  respect  to  two  axes  of 
symmetry  OX  and  OY,  are  (a,  6),  as  indicated  (Fig.  177).    Let 

(x,  y)  be  the  coordinates  of  any  point 

in  the  cross  section. 
The  force  P  may  be  resolved  into 

an  equal  parallel  force,  acting  along 

the  central  axis  OZ  of  the  member, 

and  two  couples, 

My  =  Pa  and  M,  =  P6, 


in  planes  perpendicular  to  the  axes 
OY  and  OX,  respectively. 

Proceeding  by  the  same  method  as 
before,  letting  /,  and  ly  equal  the  mo- 
ments of  inertia  of  the  cross  section 
about  the  axes  OX  and  OF,  respec- 
tively, the  stress  intensity  at  the  point 
(x,  y),  due  to  the  axial  component  P, 
will  be  equal  to 

f  -?■• 


Fig.  177. 


that  due  to  the  component  couple  Af ,  will  be  equal  to 

and  that  due  to  the  component  couple  My  will  be  equal  to 

.  Jlf  vX       .  Pax 

ly  ly 

Hence  the  resultant  stress  intensity  at  the  point  (x,  y)  will  be 
equal  to 

/  =  /i+/«  +  /8  =;;j=t-y- ±-y-,      ...     (6) 

the  plus  sign  indicating  compression  and  the  minus  sign  tension. 
The  greatest  intensity  of  the  resultant  stress  on  the  cross  section 
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shown  will  evidently  occur  at  the  point  C,  whose  coordinates 

(ci,  Ci)  are  the  greatest  values  of  x  and  y,  respectively.    When  the 

shape  of  the  section  is  such  that  the  point  at  which  x  has  the 

greatest  value  is  not  the  same  as  that  at  which  the  value  of  y  is 

greatest,  the  point  in  the  cross  section  at  which  the  resultant 

stress  intensity  is  a  maximum  can  be  determined  by  inspection. 

The  resultant  stress  on  the  section  will  be  uniformly  varying 

and  the  neutral  axis  will  be  a  straight  line,  indicated  by  the  line 

MN  in  the  sketch,  cutting  the  coordinate  axes  obliquely  and  not, 

in  general,  perpendicular  to  the  plane  of  loading.    Let  (xj,  0)  and 

(0,  j/i)  be  the  coordinates  of  the  points  of  intersection  of  MN  and 

the  axes  OX  and  07,  respectively.    For  all  points  on  the  axis  OX 

the  component  stress /a  =  0;  and  hence,  at  the  intersection  of  OX 

with  the  neutral  axis, 

P     M^i 

and 

where  py  =  the  radius  of  gyration  about  the  axis  OF. 

Similarly,  for  all  points  on  OF,  /a  =  0;  and  hence,  at  the  inter- 
section of  OY  with  the  neutral  axis, 

P  _  3f  xyi 

A       h 
and 


^'""iO'M/'  "  6  ' ^^' 

where  pz  =  the  radius  of  gyration  about  the  axis  OX. 

The  foregoing  analysis  will  evidently  apply  equally  well  when 
the  axial  stress  is  tension  instead  of  compression.  In  either  case 
there  will  be  no  shearing  stress  and,  if  the  deflection  is  neglected, 
the  state  of  stress  on  every  cross  section  will  be  the  same. 

127.  Maximum  Eccentricity  without  Reversing  Stress.  — 
When  a  member  is  subjected  to  eccentric  loading,  as  explained  in 
Art.  (126),  the  distance  between  the  center  of  gravity  of  any  cross 
section  and  the  neutral  axis  of  the  stress  on  the  section  has  been 
shown  to  vary  inversely  as  the  eccentricity  of  the  load.  When  the 
eccentricity  is  large,  the  neutral  axis  will  lie  within  the  limits  of 
the  cross  section,  the  stress  over  part  of  the  section  being  compres- 
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don  and  over  the  remainder  tension,  as  indicated  by  the  sketch 
(Fig.  178a).  When  the  eccentricity  is  small,  the  neutral  axis  will 
lie  outside  of  the  limits  of  the  section  and  the  stress  over  the  whole 
flection  will  be  of  the  same  sign,  as  indicated  (Fig.  178b). 

It  is  sometimes  essential  to  determine  the  eccentricity  for  which 
the  neutral  axis  will  coincide  with  one  side  of  the  cross  section,  the 
stress  on  the  section  being  of  the  same  sign  throughout  and  vary- 
ing in  intensity  from  zero  to  a  maximum,  as  indicated  (Fig.  178c). 


a 


A  0  B       A  6         B 


(6) 
Fia.  178. 


C) 


When  the  resultant  load  acts  in  a  plane  intersecting  the  cross 
section  at  an  axis  of  symmetry  we  have,  by  transforming  equation 
(2)  (Art.  126), 

-i-k <« 

and,  by  substituting  for  y\  the  distance  from  the  center  of  gravity 
to  the  edge  of  the  cross  section,  the  value  of  the  eccentricity  re- 
quired to  satisfy  the  last  of  the  above-mentioned  conditions  can  be 
obtained. 

If  the  cross  section  is  rectangular,  of  breadth  h  and  depth  A, 

when  1/1=2 


^      I2bh^h     6 


(2) 


If  the  cross  section  is  circular,  of  diameter  d,  when  yi=-n 

Ad*      2     d 
^     64d*^d     8 


(3) 


For  other  sections,  the  eccentricity  required  to  fulfill  the  same 
condition  may  easily  be  obtained  by  the  solution  of  equation  (1). 

128.  Oblique  Loads.  —  When  the  external  forces  acting  on  a 
member  are  inclined  to  the  central  axis  at  angles  less  than  90^  and 
the  lines  of  action  lie  in  a  plane  cutting  any  cross  section  in  an 
axis  of  symmetry,  the  forces  can  be  resolved  into  components  per- 
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pendicular  and  parallel  to,  or  coinciding  with,  the  central  axis.  By 
the  methods  of  analysis,  stated  in  Arts.  (125-126),  the  resultant 
stress  on  the  cross  section  can  then  be  determined. 

For  example,  take  the  upright  member  fixed  at  the  lower  end  and 
subjected  to  the  oblique  loads  P\  and 
P2  (Fig.  179),  acting  in  a  plane  of 
symmetry.  To  determine  the  stress 
on  a  cross  section  A-B  resolve  Pi 
and  P%  into  H  and  V  components  as 
indicated.  The  component  Vi  can 
in  turn  be  resolved  into  an  equal 
component,  acting  along  the  central 
axis  OX,  and  a  couple  V\a,  Hence 
the  resultant  of  the  external  forces 
acting  above  the  section  AB  will  be 
made  up  of  a  single  force 

P  =  Fi  +  F2,  .    .    .  (1) 

acting  along  the  axis  OX,  a  couple 
M  =  HiXi  -  Via  -  Hfpoi,   .  (2) 

which  is  the  bending  moment  at  the 
section,  and  a  shearing  force  at  the  section, 

5  =  ^1-^2 (3) 

The  normal  stress  intensity  at  any  point  in  the  cross  section  will, 
therefore,  be  equal  to 

/  =  ?±^^ (4) 


FiQ.  179. 


and  the  greatest  intensity  of  stress  and  the  position  of  the  neutral 
axis  can  be  determined  as  in  the  preceding  cases. 

If  required,  the  shearing  stress  intensity  can  be  calculated  by 
the  usual  formula  (Art.  89). 

If  ai  and  Oa  represent  the  moment  arms  of  the  forces  Pi  and  P2 
with  respect  to  the  center  of  gravity  0  of  the  cross  section,  the 
value  of  M  will  evidently  be  equal  to 

JIf  =  Piai  -  P2a, (5) 

Occasionally  the  last  expression  gives  a  simpler  solution  for  M 
than  that  given  by  equation  (2).  The  cross  section  at  which  the 
maximum  combined  stress  intensity  occurs  can  be  determined  by 


302 


APPLIED  MECHANICS 


ipspection.    It  should  be  observed  that  this  section  is  not  neces- 
sarily the  section  of  greatest  bending  moment. 

129.  Transverse  Loads  not  in  the  Same  Plane.  —  When  the 
cross  section  of  a  member  has  two  axes  of  symmetry  at  right  angles 
and  the  external  forces  act  in  different  planes,  passing  through  the 
central  axis,  each  force  can  be  resolved  into  components  in  the  two 
planes  at  right  angles,  which  intersect  any  cross  section  in  the 
axes  of  synunetry.  In  this  manner,  the  entire  system  of  external 
forces  can  be  resolved  into  two  S3rstems  acting  in  the  two  planes  of 
symmetry  and  the  resultant  stress  on  any  cross  section  can  be 
found  by  combining  the  stresses  due  to  each  of  the  component 
force  systems.  For  example,  assume  the  member  (Fig.  180)  to 
be  in  equilibrium  under  the  action  of  a  system  of  forces  Pi,  Pt, 
etc.,  perpendicular  to  the  central  axis  ZZ,  any  cross  section  ABCD 
having  two  axes  of  symmetry,  XX  and  YY. 


Fig.  180. 


By  resolving  each  force  into  V  and  H  components  in  the  planes 
containing  XX  and  YY,  respectively,  the  system  of  external  forces 
can  be  resolved  into  two  balanced  systems,  one  of  which  will  cause 
bending  in  the  plane  ZOX  and  the  other  in  the  plane  ZOY.  If  we 
let  Mg  =  the  bending  moment  at  the  section  ABCDy  due  to  the  H 
components.  My  =  the  bending  moment  due  to  the  V  components, 
/x  =  the  moment  of  inertia  of  the  section  with  respect  to  the  axis 
XX  and  7y  =  the  moment  of  inertia  with  respect  to  FF,  the  re- 
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sultant  intensity  of  the  nonnal  stress  at  any  point  in  the  cross 
section,  whose  coordinates  are  (x,  y),  will  be  equal  to 

/=±^±J^..  .......  (1) 

The  resultant  normal  stress  on  the  cross  section  will  be  uni- 
formly  varying,  with  the  neutral  axis  passing  through  the  center 
of  gravity,  and  the  greatest  intensity  of  the  stress  will  evidently 
occur  at  the  opposite  comers  of  the  section. 

If  we  let  M  =  the  magnitude  of  the  resultant  bending  moment 
at  the  cross  section  A  BCD  it  is  evident  that 

M  =  VAf/  +  My^; (2) 

and,  if  ^  =  the  angle  between  the  moment  axes  of  M  and  Mg, 

cos ^  =  TT >  *^d  ^^^^  ^  Tf (^) 

When  written  in  terms  of  the  resultant  bending  moment  ilf , 
equation  (1)  becomes 

f  __    .  My  cos B      Mx sin B  _  ^  /     ycos^      x sin B\        .,. 
.     ^""^       /,       =^       ly       "       \         U  ly    )'       ^^ 

If  {x'j  I/O  are  the  coordinates  of  any  point  on  the  neutral  axis, 

M,y'      Myx' 


/.  L 


=  0, (5) 


X  ^y 

which  may  be  taken,  with  proper  assumptions  in  regard  to  signs, 
as  the  equation  of  the  neutral  axis.  The  neutral  axis  will  not,  in 
general,  be  perpendicular  to  the  plane  of  the  resultant  couple  M. 

When  the  form  of  the  cross  section  is  such  that  the  point  at 
which  the  coordinate  x  is  greatest  is  not  the  same  as  that  at  which 
the  coordinate  y  is  greatest,  the  point  at  which  the  resultant  stress 
intensity  is  a  maximum  can  be  determined  by  inspection. 

When  the  greatest  values  of  Mx  and  My  occur  at  the  same  cross 
section,  that  section  wiU  evidently  be  the  one  on  which  the  com- 
bined stress  intensity  has  its  greatest  value.  When  the  greatest 
values  of  Mx  and  My  do  not  occur  at  the  same  cross  section,  the 
section  on  which  the  combined  stress  is  a  maximum  must  be 
determined  by  inspection. 

The  components  of  the  shearing  stress  intensity  at  any  point 
in  a  cross  section,  due  to  the  H  and  V  load  components  may  be 
calculated  by  the  usual  formula  (Art.  89)  and  combined  to  give 
approximately  the  resultant  intensity  of  the  shearing  stress. 
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Bending  by  Couples.  —  A  special  case  under  the  preceding  occurs 
when  the  force  system  is  composed  of  two  couples,  not  in  a  plane 
of  symmetry,  acting  at  the  ends  of  the  bar.  In  this  case  the 
couples  may  be  resolved  into  components  Mx  and  My  in  planes 
perpendicular  to  the  axes  of  X  and  Y,  respectively,  and  the  normal 
stress  intensity  at  any  point  in  a  cross  section  found  by  the  use  of 
equation  (1).    In  this  case  no  shear  will  accompany  the  bending. 

Oblique  Loads.  —  If  the  loads  are  oblique,  instead  of  perpendicu- 
lar to  the  central  axis,  each  load  can  be  resolved  into  a  component 
acting  along  the  axis  and  one  perpendicular  to  it,  after  the  method 
in  Art.  (128).  The  transverse  components  can  then  be  resolved 
as  indicated  above  and  the  formula  for  the  combined  stress  in- 
tensity will  take  the  form 

the  effect  of  the  deflection,  caused  by  the  transverse  components, 
being  neglected. 

130.  Resilience  Due  to  Combined  Stresses.  —  When  the 
material  is  perfectly  elastic,  the  resilience  of  a  member  subjected 
to  combined  stress  will  evidently  be  equal  to  the  algebraic  sum 
of  the  works  done  by  the  different  components  into  which  the 
system  of  external  forces  may  be  divided,  provided  each  of  the 
components  of  the  force  system  is  gradually  applied. 

For  example:  when  a  member  is  subjected  to  eccentric  loading, 
as  in  Case  (c)  (Art.  126),  if  the  external  forces  are  applied  at  the 
ends  of  the  member,  and  we  let  A  =  the  area  of  the  cross  section 
and  I  =  the  length,  the  resilience  due  to  the  axial  force  P  will  be 
equal  to 

2S(Art.l5); (1) 

and  the  resilience  due  to  the  couple  M  will  be  equal  to 

M*l 

^(Art.109) (2) 

Hence  the  total  resilience  will  be  equal  to 


R  =  K-rB  + 


(i+7>S('+^").-  <') 


2AE  '  2EI      2E 

where  a  =  the  eccentricity  of  the  loading  and  p  =  the  radius  of 
gyration  of  the  cross  section  about  the  axis  through  the  center  of 
gravity. 
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In  a  similar  manner,  the  following  expression  for  the  resilience 
of  a  member  loaded  eccentrically  as  in  Case  (d)  (Art.  126)  may  be 
obtained,  the  notation  being  the  same  as  in  the  article  referred  to. 

m     .   MJl   .   M*l       P*l 


R  = 


2AE 


+„^+ 


2AE 


(!  +  -.  +  -,)••     (4) 


2  Eh  '  2  Ely 

Similar  expressions  for  the  resilience  in  the  other  cases  of  com- 
bined stress,  discussed  in  this  chapter,  can  be  obtained  by  adding 
the  expressions  for  the  resilience  due  to  the  axial  loads  and  those 
due  to  bending  under  the  load  systems  in  the  different  planes. 

131.  Truss  Members  Subjected  to  Combined  Stresses.  —  In 
the  simple  trusses,  which  were  discussed  imder  the  subject  of 


Statics  (Vol.  I),  the  loads  were  applied  at  the  joints  and  the  mem- 
bers were  assumed  to  be  framed  together  in  such  a  manner  that 
the  resultant  stress  on  each  member  acted  along  its  central  axis, 
which  resulted  in  the  stress  in  each  member  being  uniform  com- 
pression, or  uniform  tension.  Sometimes  loads  are  applied  to 
members  of  a  truss  at  sections  between  the  joints,  in  which  case 
bending  will  take  place,  combined  with  compression  or  tension. 
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An  illustration  of  a  truss  loaded  in  this  manner  is  given  in  Fig. 
(181),  where  the  load  on  the  truss  is  divided  into  equal  parts  TT, 
concentrated  at  points  on  the  upper  chords,  at  equal  distances 
apart,  with  the  exception  of  the  loads  at  the  ends  A  and  E,  which 

W 

are  each  equal  to-^  .  The  members  of  the  upper  chords  are  sub- 
jected to  combined  bending  and  axial  stresses,  but  all  the  other 
members  are  joined  together  in  such  a  manner  that  each  one  is 
subjected  to  axial  tension,  or  axial  compression,  only. 

The  analysis  for  the  stresses,  neglecting  deflections  due  to  bend- 
ing, can  be  made  as  follows:  First  separate  from  the  load  system, 
the  forces  causing  bending  in  the  members  of  the  upper  chords. 
For  the  member  AB  these  forces  will  be  the  load  TF,  acting  at  its 

W 
middle  point,  and  the  reactions  -^  at  4  and  B,  required  to  balance 

the  load  W,  as  indicated  (Fig.  181b).  The  stress  in  the  member 
AB  due  to  these  forces  can  be  found  by  the  method  of  analysis  for 
bending  under  oblique  loads  (Art.  128).  On  resolving  the  forces 
into  components,  perpendicular  to  and  coinciding  with  the  central 
axis  AB,  it  will  be  evident  that  the  greatest  intensity  of  the  com- 
pressive stress  in  the  member  will  occur  at  the  top  of  a  cross  section 
just  to  the  left  of  the  intersection  of  the  line  of  action  of  the  load  W 
and  the  central  axis;  and,  if  we  let  I  =  the  length  of  AB,  the 
stress  intensity  at  this  point  will  be  equal  to 

_P  ,Mc  _  Wsine      Wl  cos  Be  .-v 

/i-j-i-7--     2A     "^       4/      •     •     •     •     W 

The  same  expression  will  evidently  represent  the  resultant  in- 
tensity of  the  tensile  stress  at  the  bottom  of  a  section  just  to  the 
right  of  W,  provided  the  cross  section  is  synmietrical  with  respect 
to  the  neutral  axis  and  the  plus  sign  is  taken  to  indicate  tension 
instead  of  compression. 

If  the  members  of  the  upper  chords  are  all  of  the  same  cross 
section,  the  maximum  compressive  stress  intensity  /i,  due  to  the 
loads  W  at  the  middle  points,  will  be  the  same  for  all  four 
members. 

Having  determined  the  component  stresses  in  the  members, 
due  to  the  loads  causing  bending,  the  axial  stresses  in  the  different 
members  of  the  truss  as  a  whole  can  be  determined  by  adding  to 
the  loads  at  the  joints  the  reactions,  due  to  the  intermediate  loads 
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between  the  joints,  and  calculating  the  stresses  in  the  members 
from  the  resultant  joint  loads,  as  indicated  in  Fig.  (181c).  This 
is  evidently  equivalent  to  resolving  each  intermediate  load  into 
two  parallel  components,  acting  at  the  adjacent  joints. 

Finally,  in  order  to  determine  the  resultant  stress  on  any  cross 
section  of  an  upper  chord  member,  the  uniform  stress  component, 
due  to  the  axial  load,  must  be  combined  with  the  component 
stress,  due  to  bending.  In  the  member  AB,  for  example,  the  axial 
stress  will  evidently  be  equal  to 

'      sin  e 
and  the  stress  intensity  on  any  cross  section  will  be  equal  to 

Pi  _    3W  .. 

^'^  A  ""ZriS^ ^^^ 

Therefore,  to  obtain  the  greatest  intensity  of  stress  for  the  entire 
member,  the  value  of  ft  must  be  added  to  the  value  of  /i,  which 
will  give 

.      ...       WsinO  ,  Wl  COS  Be  ,     STF  .^. 

The  stress  in  BC  can  be  found  in  a  similar  manner. 

In  this  analysis,  each  upper  chord  has  been  assumed  to  be  made 
up  of  two  parts  hinged  at  the  joints.  When  the  chord  is  con- 
tinuous, as  is  practically  always  the  case,  the  foregoing  analysis 
for  the  stress  due  to  bending  is  evidently  approximate.  It  is  hardly 
worth  while,  however,  to  undertake  the  more  complex  solution 
required  if  the  member  is  to  be  treated  as  a  continuous  beam, 
owing  to  the  uncertainty  in  regard  to  the  conditions  at  the  joints. 

132.  Trussed  Beams.  —  Beams  are  sometimes  trussed  for  the 
purpose  of  increasing  the  strength  and  stiffness.  Such  beams 
may  be  considered  to  be  simple  forms  of  trusses  in  which  a  part 
of  the  members  are  subjected  to  bending.  Hence  the  method  of 
determining  the  stresses  is  similar  to  that  given  in  Art.  (131). 

The  following  case  may  be  taken  as  an  illustration.  The  beam 
AB  (Fig.  182)  is  braced  with  a  strut  CD  at  the  middle  point,  the 
strut  being  supported  by  the  tie  rods  AD  and  BD,  and  is  sub- 
jected to  a  uniformly  distributed  load  of  intensity  w.  Let  I  = 
the  length  of  each  span  of  the  beam  and  W  =  2wl  equal  the 

W 
total  lo^.    The  supporting  forces  will  each  be  equal  to  -^' 
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AB  is  the  member  of  the  truss  which  is  subjected  to  bending 
and  will  be  treated  as  a  beam  which  is  continuous  over  the  sup- 
port C.  We  will  assume  that,  when  the  truss  is  subjected  to  the 
total  load  W,  the  points  A,  C  and  B  are  on  the  same  level.  Then, 
if  the  system  of  forces  acting  on  the  truss  as  a  whole  is  resolved 
into  two  component  systems,  one  component  including  the  forces 
producing  bending  in  the  beam  AB  and  the  other  including  the 
forces  producing  axial  stresses  only  in  the  members  of  the  truss, 
the  forces  producing  bending  in  AB  will  be  those  shown  in  Fig. 
(182b)  (see  Case  b,  Art.  102)  and  those  producing  the  axial 
stresses  in  the  members  will  be  those  shown  in  Fig.  (182c). 


The  greatest  bending  moment  in  the  beam  AB  will  occur  at  the 
point  C  and  will  be  equal  to 

M  =  -  ^  =  -  ^  (Art.  102) (1) 

If  we  let  d  =  the  length  of  the  strut  CD,  the  axial  stress  in  the 
beam  AB  will  be  equal  to 

5^^ (2) 


P  = 


Ud 


Hence  the  greatest  intensity  of  the  combined  stress  will  be  equal 


to 


/-^«' 


/ ' 


(3) 
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which  is  the  intensity  of  the  compression  at  the  lower  side  of  the 
cross  section  at  C. 
The  stress  in  the  tie  rod  AD  will  be  equal  to 

^'^l6d' ^*> 

where  h  =  VP  +  cP, 

and  the  stress  in  the  strut  CD  will  be  equal  to 

P2  =  |tF (6) 

The  foregoing  analysis  could  easily  be  made,  if  the  final  de- 
flection at  C  instead  of  being  zero  were  assumed  to  have  any  small 
finite  value,  by  determining  the  corresponding  values  of  the  re- 
actions at  -4,  C  and  By  as  indicated  in  Art.  (102).  In  any  case, 
the  accuracy  of  the  result  will  evidently  depend  on  the  Correctness 
of  the  estimate  of  the  final  deflection  at  the  point  C,  as  the  bending 
stress  in  AB  will  be  affected  to  a  considerable  degree  by  a  small 
change  in  level  at  this  point. 

Solution  by  Method  of  Least  Work.  —  A  solution  of  the  foregoing 
problem  can  also  be  made  by  applying  the  method  of  least  work 
as  foUows: 

Let  A  =  the  area  and  I  =  the  moment  of  inertia  of  the  cross 
section  and  E  =  the  modulus  of  elasticity  of  the  member  AB; 
Ai  =  area  of  the  cross  section  and  Ei  =  the  modulus  of  elasticity 
of  the  tie  rod  ADB;  A^  =  the  area  of  the  cross  section  and  E^  = 
the  modulus  of  elasticity  of  the  strut  CD,  Let  P,  Pi  and  P% 
equal  the  axial  stresses  in  the  members  ACBy  ADB  and  CD,  re- 
spectively, and  let  l\  =  VP  +  cP  equftl  the  length  of  the  two  sec- 
tions AD  and  BD  of  the  tie  rod. 

Expressing  the  axial  stresses  in  terms  of  the  stress  in  the  strut, 
we  have 

^-Ti <«) 

and 

^-S •  •  (^) 

The  expression  for  the  resilience  of  the  strut  may  then  be 
written 

i2«  =  2^/^-^^^'  ••••.••     (8) 
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that  for  the  total  resilience  of  the  two  sections  of  the  tie  rod  will  be 

and  for  the  component  of  the  resilience  of  the  beam  AB,  due  to  the 
axial  stress  P, 

^' ^  ^2AE '^  TJ^E (^^> 

The  component  of  the  resilience  of  AB,  due  to  bending,  will  be 

jh"- ("> 

where  M  =  the  bending  moment  at  any  section  at  a  distance  x 
from  the  end  support.    The  expression  for  M  may  be  written 


and  then 


M *  =  (wl  -  ^Vz*  -wLl-  |?)x»  +  ^"^ 


4 

Substituting  the  value  of  M*  in  (11)  and  integrating, 

^  ^mir-j)  3-^r--2J4+2oJ 

~3^L"5  S^  +  Tj ^^^^ 

Adding  (8),  (9),  (10)  and  (12),  the  expression  for  the  total  re- 
silience of  the  trussed  beam  becomes 

p  2  J  ptj* 


2A2E2      4Ai(PEi 


^4:A(PE^S 


^[?«.P-|a«,J  +  ^].    (13) 
Differentiating, 


dR 
dPt 


=  ^{A.  +  2J^  +  2T¥E]  +  A[-h^  +  ^]^^^^ 


and,  placing  the  derivative  equal  to  zero  and  solving  for  Pt,  we 
obtain 

^*~  d         h'       p  /  1      ly  •  '  ^^^^ 

AtEt  '^2Aid'E'^2E\Ad*'^3l) 
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which  gives  the  stress  in  the  strut  CD.  Having  this  stress,  the 
axial  stresses  in  the  tie  rods  and  the  beam  can  be  obtained  from 
equations  (7)  and  (6).  The  reactions  at  the  ends  of  the  beam 
can  then  be  found  and  the  greatest  bending  moment  and  greatest 
fiber  stress  can  be  computed  in  the  usual  manner. 

133.  Stresses  in  Hooks.  —  An  approximate  solution  for  the 
stress  on  a  cross  section  of  a  hook,  or  an  open  link  can  be  made  by 
the  same  method  of  analysis  as  that  employed  in  dealing  with 
eccentric  loading  (Art.  126).  For  example,  if  the  open  link 
(Fig.  183)  is  subjected  to  a  pull  P,  along  a  line  at  a  distance  a  from 
the  center  of  gravity  0  of  the  cross  section  AB,  the  force  P  acting 
on  the  part  of  the  link  on  one  side  of  AB  can  be  resolved  into  an 
equal  parallel  force  P,  whose  line  of  action  passes  through  0,  and  a 
couple  Af  =  Pa.  The  stress  on  the  cross  section  due  to  the  com- 
ponent P  will  be  uniform  and  its  intensity  will  be  equal  to 

.    .    (1) 


/-I- 


If  the  stress  intensity  due  to 
the  couple  is  calculated  by  use 
of  the  formula 


/a  = 


_My 


(2) 


the  equation  for  the  combined 
stress  intensity  at  any  pomt  in  the 
cross  section  will  be  the  usual  ex- 


pression 


/-? 


My 


(3) 


I  '  '     '        '  YiQ.  183. 

the  plus  sign  indicating  tension. 

The  approximation,  when  this  equation  is  used  in  computing 
the  stress  in  a  hook,  or  link,  or  any  curved  bar,  is  due  to  the  fact 
that,  when  the  assumptions  of  the  simple  beam  theory  are  applied 
in  the  case  of  the  curved  bar,  the  stress  on  the  cross  section  will  be 

found  to  be  non-uniformly  varying  and  hence  the  formula/  =  —jr- 

will  not  give  the  correct  value  for  the  intensity. 

The  error  of  approximation  in  cases  of  this  kind  will  depend  on 
the  curvature  of  the  central  axis  of  the  member,  being  compara- 
tively slight  when  the  radius  of  curvature  is  large  and  increasing 
as  the  radius  diminishes. 
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If  the  formula  is  used,  therefore,  it  must  be  regarded  as  empirical, 
the  value  of  /  not  being  a  true  value  of  the  stress  intensity,  but  a 
factor  which  must  be  chosen  to  suit  the  conditions  of  the  problem. 

A  more  exact  analysis  of  the  stresses  in  curved  members  will  be 
found  in  Chapter  XI. 

134.  Problems  —  Combined  Stresses.  —  The  following  prob- 
lems will  serve  to  illustrate  the  application  of  the  methods  of  de- 


y: 


^ 


B 


Fig.  184. 


Fig.  185. 


termining  combined  stresses,  which  have  been  discussed  in  this 
chapter.  When  not  otherwise  stated,  the  loads  are  to  be  assumed 
to  act  in  a  plane  intersecting  the  different  cross  sections  of  the 
member  in  their  axes  of  symmetry.  The  eccentricity  of  the  load- 
ing due  to  the  deflection  of  the  member  is  to  be  neglected  unless 
otherwise  specified. 

Problem  1. 

Find  the  greatest  intensity  of  stress  in  a  cross  section  of  the  hollow  circular 
column  due  to  the  vertical  loads  of  10,000  lbs.,  60,000  lbs.  and  30,000  lbs.  act- 
ing at  the  points  A,  Of  B,  respectively  (Fig.  184).  Locate  the  neutral  axis  of 
the  stress. 

Problem  2. 

Solve  Problem  (1),  assuming  that  an  additional  load  of  20,000  lbs.  is  appUed 
at  the  point  C. 
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FrobiemS. 

Find  the  greatest  intensity  ot  strcBB  on  the  cross  section  of  the  hoUow  rec- 
tangular column  (Fig.  1S5)  due  to  the  vertical  loads  of  20,000  Iba.  and  10,000 
lbs.,  acting  at  the  points  0  and  A  respectively.    Locate  the  neutral  axis  of  the 


Problem  4. 

Solve  Problem  (3),  MiiTniiig  that  an  additional  load  of  10,000  Iba.  ie  applied 
at  the  point  B.  Determine  the  angle  which  the  neutral  uda  makee  with  the 
line  of  intersection  d  the  plane  containing  0  and  the  resultant  of  the  loads 
and  the  cross  section. 

FiobiemB. 

A  column  10"  square  is  subjected  to  vertical  loading  as  shown  (Pig.  1S6). 
The  maximum  allowable  fiber  stress  is  1000  lbs.  per  sq.  inch.  Find  the 
greatest  allowable  value  of  P. 


Solve  Problem  (5),  assuming  that  the  load  of  10,000  lbs.  (Fig.  186)  is  re* 
placed  by  a  load  (^  40,000  lbs. 

Problem  T. 

A  12"  Bethlehem  H  column  supports  a  central  vertical  load  of  60,000  lbs. 
and  two  vertical  loads  of  20,000  lbs.  each  on  brackets  as  indicated  (Fig.  I87J. 
Find  the  greatest  intensity  of  streee  in  the  column  due  to  the  loading,  /o  — 
600  (ins.)*.  A  -  19  sq.  ins.  Locate  the.  neutral  axis  in  the  cross  section  of 
greatest  stress. 
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Problem  8. 

Solve  Problem  (7),  assmning  that  an  additional  vertical  load  of  30,000  lbs. 
is  applied  at  the  top  of  the  oolmnn  at  a  distance  of  3''  from  the  central  axis  in 
a  plane  at  right  angles  to  the  plane  of  the  loads  shown  (Fig.  187);  the  moment 
of  inertia  of  the  cross  section  with  respect  to  the  other  axis  of  symmetry  being 
equal  to  h'  ■»  168  (ins.)'  and  the  width  of  the  flange  of  the  H  being  equal 
to  12". 
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Problem  9. 

A  thick  steel  plate  resto  on  the  top  of  a  wood  column,  12"  X  12"  cross  section 
(Fig.  188).  If  a  concentrated  vertical  load  of  30,000  lbs.  is  applied  to  the 
plate,  determine:  (a)  the  maximum  intensity  of  the  compressive  stress  between 
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the  plate  and  the  column  at  the  section  AB\  (b)  the  maximum  intensity  of  the 
compressive  stress  on  the  cross  section  CD.  Assume  the  stress  on  AB  to  be 
uniformly  varying. 
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Problem  10. 

A  wooden  strut,  8''  X  10"  cross  section  and  8  ft.  long,  is  rigidly  held  at  the 
base  and  subjected  to  system  of  loads  shown  (Fig.  189).  Find  the  greatest 
intensity  of  stress. 

Problem  11. 

Solve  Problem  (10),  aBsuming  that  the  load  of  1000  lbs.  is  replaced  by  a  load 
of  2000  lbs. 

Problem  12. 

Find  the  maximum  fiber  stress  in  a  standard  15"  I-beam,  subjected  to  the 
system  of  forces  shown  (Fig.  190).    Jo  =  442  (ins.)*.    A  =  12.5  sq.  ins. 
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Fig.  191. 

Problem  IS. 

A  12"  I-beam  is  supported  and  loaded  as  shown  (Fig.  191).  Find  the  maxi- 
mum intensity  of  fiber  stress,  assuming  the  reaction  at  the  point  B  to  be  verti- 
cal.   /  =  216  (ins.)*.    A  =  9.26  sq.  ins. 

IB 


FiQ.  102. 


Fig.  193. 


Problem  14. 

Find  the  maximum  fiber  stress  in  the  inclined  wooden  beam  AB^  8"  X  10" 
cross  section  and  10  ft.  long,  subjected  to  a  single  concentrated  vertical  load  of 
8000  lbs.  at  the  center.  (Fig.  192.)  Assume  the  reactions  parallel  to  the 
resultant  load. 
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Problem  16. 

Solve  Problem  (14),  replacing  the  load  of  8000  lbs.  with  a  load  of  12,000 Ibe., 
imiformly  distributed  along  the  central  axis  of  the  beam. 

Problem  16. 

The  beam  AB  (Fig.  193),  6"  X  10"  cross  section,  is  subjected  to.  a  uniformly 
distributed  vertical  load  of  5000  lbs.  Find  the  maximum  intensity  of  stress 
on  the  middle  cross  section,  assuming  the  supporting  force  at  B  to  be  horizontal. 

Problem  17. 

Find  the  section  at  which  the  greatest  intensity 
of  stress  occurs  in  the  beam  given  in  Problem  (16). 
Find  the  greatest  intensity  of  stress  on  this  section. 


6000 


Problem  18. 

A  12"  I-beam,  31.5  lbs.  per  ft.,  is  placed  in  a 
vertical  position  and  subjected  to  the  system  of 
loads  shown  (Fig.  194).  Assuming  that  the  sup- 
porting force  at  A  is  horizontal  and  the  beam  is 
hinged  at  J?,  find  the  greatest  fiber  stress.  I  —  216 
(ins.)^.    A  «  9.26  sq.  ins. 

Problem  19. 

A  beam  6"  X  10"  cross  section  is  subjected  to  an 
oblique  load  of  4000  lbs.  and  supported  at  the  ends 
as  shown  (Fig.  195).  Find  the  maximum  fiber  stress 
and  locate  the  neutral  axis. 
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Problem  20. 

A  beam,  8"  X  10"  cross  section  (Fig.  196),  is  supported  at  the  ends  and  sub- 
jected to  a  horizontal  load  of  2000  lbs.  and  a  vertical  load  of  3000  lbs.,  acting 
as  shown.  Find  the  greatest  fiber  stress  and  locate  the  neutral  axis  in  the 
section  at  which  the  greatest  stress  occurs. 

Problem  21. 

Determine  the  greatest  fiber  stress  in  the  beam  given  in  Problem  (20)  if,  in 
addition  to  the  loads  given,  two  equal  and  opposite  forces  of  20,000  lbs.,  acting 
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along  the  axis,  are  applied  at  the  ends,  the  forces  producing  compression  in 
the  member.    Locate  the  neutral  axis  in  the  section  at  which  the  fiber  stress 


IS  a  maxuniuu. 
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Problem  22. 


Solve  Problem  (20),  assuming  that  an  additional  load  of  2400  lbs.  is  applied 
at  a  cross  section  12  ft.  from  the  end  A,  acting  in  the  direction  of  the  diagonal 
from  the  upper  left  to  the  lower  right-hand  comer  of  the  section. 


Fia.  197. 


Problem  23. 

A  round  bar,  4"  diameter  (Fig.  197),  is  supported  at  the  ends  and  subjected 
to  vertical  loads  of  4000  lbs.  and  2000  lbs.  and  a  horizontal  load  of  5(X)0  lbs. 
Find  the  greatest  fiber  stress. 
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Problem  24. 

Determine  the  greatest  fiber  stress  in  the  bar  given  in  Problem  (23)  if,  in 
addition  to  the  transverse  loads,  two  equal  and  opposite  forces  of  30,000  lbs, 
acting  along  the  axis  are  applied  at  the  ends,  the  forces  producing  compression 
in  the  member. 


Fig.  198. 


Problem  26. 


Find  the  greatest  intensity  of  stress  in  the  members  of  the  truss  subjected 
to  the  system  of  vertical  loads  W  spaced  equal  Stances  apart  as  shown 
(Fig.  198),  assummg  W  =  1000  lbs.  The  members  AB,  BC,  CD,  BF  and  DF 
are  6"  X  10"  cross  section;  and  the  members  AF,  EF  and  CF  are  steel  rods, 
1"  diameter. 


Fia.  199. 


Problem  26. 


The  lower  chord  of  the  truss  (Fig.  199)  is  subjected  to  a  uniformly  distributed 
load  of  1000  lbs.  per  ft.  Find  the  greatest  fiber  stress  in  the  members  AB, 
BC  and  CD.    The  cross  section  of  these  members  is  8"  X  12". 


Problem  27. 

Solve  Problem  (26),  assuming  that  ABCD  is  a  continuous  beam  and  that 
the  points  A,  B,  C  and  D  are  on  the  same  level. 
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Problem  28. 

Solve  Problem  (26)  if,  in  addition  to  the  load  on  the  lower  chord,  loads  of 
1000  lbs.  each  are  applied  at  the  joints  Ey  F,  and  O  and  also  at  the  middle  point 
of  each  member  of  the  upper  chords.  Also  determine  the  greatest  fiber  stress 
in  the  members  AE  and  EF  if  the  cross  section  of  these  members  is  8"  X  10". 

Problem  29. 

The  trussed  beam  AB  (Fig.  200)  supports  a  uniformly  distributed  load  of 
1000  lbs.  per  ft.  of  length.  The  section  of  the  beam  is  8"  X  12".  The  tie  rod 
ADB  is  2"  diameter.  The  strut  CD  has  a  cross  section  of  6  sq.  ins.  Find  the 
greatest  fiber  stress  in  AB^  asHuming  no  deflection  at  the  center  (Art.  102);  also 
the  tensile  stress  intensity  in  the  tie  rod  ADB, 


FiQ.  200. 

Problem  80. 

Solve  Problem  (29)  if  the  deflection  of  the  beam  at  its  center  due  to  the 
applied  load  is  0.25".    E  »  1,200,000  lbs.  per  sq.  in. 

Problem  81. 

Solve  Problem  (29)  by  the  method  of  least  work  (Art.  132),  assuming  for  the 
tie  rod  ^  »  30,000,000  lbs.  per  sq.  in.  and  for  the  strut  E  =  15,000,000  lbs. 
per  sq.  in. 

Problem  82. 

Solve  Problem  (29),  replacing  the  uniformly  distributed  load  with  three  con- 
centrated loads  of  5000  lbs.  each,  applied  at  the  middle  of  each  of  the  spans 
AC  and  CB  and  at  the  point  C. 


Fig.  201. 

Problem  88. 

A  trussed  beam  (Fig.  201)  is  constructed  of  two  timber  beams,  8''  X  12^' 
cross  section,  placed  side  by  side,  and  two  paraUel  tie  rods  each  2"  diameter 
and  two  struts  BF  and  CE,  each  having  a  cross  section  of  8  sq.  ins.  If  the 
beam  is  subjected  to  a  uniformly  distributed  load  of  1600  lbs.  per  ft.  determine 
the  greatest  fiber  stress  in  the  beam  and  the  intensity  of  the  tensile  stress  in  the 
tie  rods,  assuming  no  deflection  at  the  points  B  and  C. 
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Problem  34. 

Solve  Problem  (33)  by  the  method  of  least  w<^k,  assuming  E  «  1,200,000 
lbs.  per  sq.  in.  for  the  beam,  E  «  30,000,000  lbs.  per  sq.  in.  for  the  tie  rods  and 
E  «  12,000,000  lbs.  per  sq.  in.  for  the  struts. 


Problem  86. 

Given  an  open  circular  link  loaded  as  shown  (Fig.  202).  If  the  greatest 
allowable  fiber  stress  »  12,000  lbs.  per  sq.  in.,  find  the  allowable  value  of  P, 
by  the  approximate  solution  (Art.  133). 


CHAPTER  VIII. 

GENERAL  THEORY  OF  FLEXURE. 

136.  Unsymmetrical  Bending.  —  Thus  far  the  discussion  of 
the  theory  of  bending  has  been  restricted,  at  first  to  cases  in  which 
the  loads  have  been  in  a  single  plane,  intersecting  every  cross  sec- 
tion in  an  axis  of  symmetry,  and  then  to  cases  in  which  all  the 
external  forces  could  be  resolved  into  components  in  two  planes 
at  right  angles  intersecting  every  cross  section  along  two  axes  of 
symmetry. 

In  practice,  nearly  all  members  which  are  intended  to  resist 
bending  moments  of  any  considerable  magnitude  are  designed  with 
cross  sections  having  one  axis  of  symmetry  at  least;  and  usually 
with  cross  sections  symmetrical  with  respect  to  two  axes  at  right 
angles. 

Minor  members  which  are  sometimes  subjected  to  bending 
moments  of  small  magnitude  are  quite  often  designed  with  unsym- 
metrical cross  sections.  In  such  cases  an  analysis  of  the  stresses 
due  to  bending  under  different  load  systems  will  be  of  value. 

136.  Principal  Axes  and  Moments  of  Inertia.  —  Passing 
through  any  point  in  a  plane  area,  there  are  always  two  axes  at 
right  angles,  with  respect  to  one  of  which  the  moment  of  inertia 
of  the  area  is  a  maximum  and  to  the  other  a  minimum,  the  prod- 
uct of  inertia  with  respect  to  the  two  axes  being  equal  to  zero. 
The  moments  of  inertia  about  these  axes  are  called  principal 
moments  of  inertia;  and  the  axes  are  called  principal  axes. 

Axes  of  symmetry  are  always  principal  axes  passing  through  the 
center  of  gravity  of  the  area  and,  for  any  unsymmetrical  area,  the 
principal  axes  and  moments  of  inertia,  with  the  center  of  gravity 
as  the  origin,  can  always  be  found  when  the  moments  and  product 
of  inertia  with  respect  to  any  pair  of  rectangular  axes  are  known. 
Throughout  the  discussion  in  this  chapter,  the  center  of  gravity 
of  a  cross  section  will  be  taken  as  an  origin  and  the  axes  XX  and 
y  F  as  principal  axes,  /,  and  ly  will  be  taken  to  represent  the  prin- 
cipal moments  of  inertia  and  /i,  h  and  Ky  the  moments  and  product 
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of  inertia,  respectively,  about  any  pair  of  rectangular  axes,  1-1  and 
2-2,  inclined  at  an  angle  a  with  the  principal  axes. 
Then  from  Art.  (124)  (Vol.  I), 

/,  =  /i  cos*  a  +  h  sin*  a  —  2  X  sin  a  cos  a,  .     .     .     (1) 
ly  =  7i  sin*  a  +  /2  cos*  a  +  2  X  sin  a  cos  a  ...     (2) 
and 

tan  2  a  =  T^^  (Art.  125,  Vol.  I).     ...     (3) 

±2  —  ±1 

Conversely,  the  values  of  the  moments  and  product  of  inertia, 
with  respect  to  the  axes  1-1  and  2-2,  in  terms  of  the  principal 
moments  of  inertia  will  be  represented  by  the  expressions: 

1 1  =  /x  cos*  a-^Iy  sin*  a, (4) 

Zj  =  ly  cos*  a  +  7,  sin*  a, (5) 

2C  =  (7«  —  ly)  sin  a  cos  a (6) 

In  the  following  discussion,  whenever  a  principal  axis  is  referred 
to,  it  is  to  be  understood  that  the  axis  passes  through  the  center  of 
gravity. 

137.  Bar  of  Unsymmetrical  Cross  Section  Subjected  to  Simple 
Bending.  —  If  the  same  assumptions  are  made  as  in  the  case  of  a 
bar  of  symmetrical  section,  bent  under  the  action  of  couples  at  the 
ends  (Art.  64),  the  stress  on  any  cross  section  of  a  straight  bar  of 
unsymmetrical  section,  which  is  bent  under  the  action  of  terminal 
couples,  vrill  be  uniformly  varying  and  the  nevJtral  axis  will  pass 
through  the  center  of  gravity  (Art.  60).  Moreover,  the  resultant 
couple  formed  by  the  stress  on  the  cross  section  mu^t  be  in  a  plane 
coinciding  with,  or  parallel  to,  the  plane  of  the  terminal  couples. 
There  will  be  no  shearing  stress  on  any  cross  section. 

If  the  principal  axes  of  the  section  are  unknown,  they  can  be 
located  by  the  method  referred  to  in  Art.  (136),  provided  the 
moments  and  product  of  inertia  of  the  cross  section  with  respect  to 
any  two  axes  at  right  angles  can  be  found. 

In  determining  the  distribution  of  the  normal  stress,  two  cases 
will  be  considered: 

(a)  When  the  plane  of  the  terminal  couple  interse-ds  the  cross 
section  at,  or  in  a  line  parallel  to,  a  principal  axis.  —  In  this  case, 
since  the  couple,  formed  by  the  stress  on  a  cross  section,  is  in  a 
plane  containing,  or  parallel  to,  the  principal  axis,  it  follows,  con- 
versely, from  Art.  (60)  that  the  neutral  axis  is  the  principal  axis  of 
the  section  which  is  perpendicular  to  the  plane  of  the  couple. 
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Therefore,  the  normal  stress  intensity  at  any  point  in  the  cross 
section,  at  a  distance  y  from  the  neutral  axis,  will  be  given  by  the 
usual  formula 


/= 


_My 


(1) 


where  /  »  the  moment  of  inertia  of  the  cross  section  about  the 
neutral  axis,  and  the  greatest  stress  intensity  will  be  equal  to 

Mc 


/  = 


(2) 


where  c  =  the  distance  to  the  fiber  which  is  farthest  from  the 
neutral  axis. 

(b)  When  the  plane  of  the  terminal  couple  does  not  intersect  a 
cross  section  at,  or  in  a  line  parallel  to,  a  principal  aods.  —  In  this 
case  let  M  represent  the  terminal  couple,  acting  in  a  plane  per- 
pendicular to  the  axis  OA  (Fig. 
203),  and  let  6  =  the  angle  be- 
tween the  moment  axis  of  M 
and  the  principal  axis  OX. 
Resolving  M  into  components 
in  planes  perpendicular  to  the 
principal  axes,  we  have 

Mx  =  McosB  .    .    (3) 
and         M y  =  M  sin  ^. .    .     (4) 

Let  (^j  y)  be  the  coordinates  of 
any  point  q  in  the  cross  section 
with  respect  to  the  principal 
axes. 

If  we  call  a  compressive  stress 
plus  and  a  tensile  stress  minus 
and  follow  the  usual  system  of 
signs,  in  designatmg  values  of  x,  y  and  the  functions  of  6,  the  com- 
ponent  stress  intensity  at  the  point  q  due  to  the  component  couple 
Jlf,  will,  according  to  Case  (a),  be  equal  to 


Y 

Fio.  203. 


-       MtV      My  cos  B 

and  that  due  to  the  couple  My  will  be  equal  to 

-      MyX          Mx  sin  $ 
H  =  ~j-  = J . 


(5) 


(6) 
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The  resultant  stress  intensity  at  the  point  will,  therefore,  be  equal 
to 

i*      ^    I  i»       ^*y      ^v^      My  cos  $      MxBinS 

=  m(?^^-^) (7) 

If  we  designate  the  coordinates  of  any  point  on  the  neutral  axis 
by  the  symbols  (x', !/')»  t^e  equation  of  the  neutral  axis  may  evi- 
dently be  written 

J»f(?^-^)=0, (8) 

which  reduces  to 

l/'  =  x'^tan^  =  a/f^'ytand, (9) 

^v  \Pv/ 

where  p,  and  py  represent  the  radii  of  gyration  of  the  section  about 
the  principal  axes  OX  and  OY,  respectively. 

If  we  let  fi  =  the  angle  between  the  neutral  axis  ON  and  the 
principal  axis  OX  (Fig.  203), 

tan/3  =  ^, 

and  hence  equation  (9)  may  be  written, 

tan  /3  =  -^  tan  6  =  f- V  tan  ^ (10) 

The  angle  w,  between  the  axis  OX  and  the  line  of  intersection 
OB,  of  the  plane  of  the  resultant  couple  and  the  cross  section,  will 
be  equal  to  (90*^  +  6).  Hence  tan^  =  —  cotw  and,  substituting 
in  (10)  and  transposing, 

^  =  tan/3tan«=-f^'V (11) 

cot    W  \Py/  ^  ^ 

If  the  inertia  ellipse  (Art.  127,  Vol.  I)  is  constructed  for  the  prin- 
cipal axes  OX  and  07,  as  indicated  (Fig.  203),  it  is  evident  from 
(11)  that  ON  and  OB  will  be  conjugate  axes  of  the  ellipse.  The 
formula  for  the  fiber  stress  (equation  7)  may  be  expressed  in  terms 
of  the  couple,  formed  by  the  stress  on  the  cross  section,  and  the 
moment  of  inertia  of  the  section,  about  the  neutral  axis,  as  follows: 

The  component  in  a  plane  perpendicular  to  ON,  of  the  resultant 
couple  M,  is  equal  to 

Af  cos  (/3-d); 
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and  the  moment  of  inertia  of  the  section,  about  the  neutral  axis 
ON,  is  equal  to 

In  =  /.cos^iS  +  lyQin^p  (Art.  136). 

Hence  M  cos  (/3  -  ^)  =  a"Jn  (Art.  60),   ....     (12) 

where  a"  =  the  intensity  of  stress  at  a  distance  unity  from  the 
neutral  axis,  and,  if  we  let  y"  =  the  distance  of  any  point  q  from 
the  neutral  axis,  the  stress  intensity  at  that  point  will  be  equal  to 

^McoB{ff-e)y" ^jg. 

In 

When  the  axis  OA  coincides  with  the  principal  axis  OX,  ^  =  0  and, 
from  (10),  /3  =  0  and  equation  (13)  reduces  to  the  ordinary  form 

/  =  ^ ••     (14) 

The  case  of  the  bar  with  a  S3nnmetrical  cross  section,  bent  by 
couples  not  in  a  plane  of  synmietry  (Art.  129),  may  evidently  be 
considered  to  be  a  special  case  under  the  foregoing  one. 

The  greatest  fiber  stress  at  any  cross  section  will  occur  at  the 
point  which  is  farthest  from  the  neutral  axis,  and,  if  that  point 
can  be  determined  by  inspection,  the  stress  intensity  can  be  cal- 
culated directly  from  equation  (7),  without  determining  the  posi- 
tion of  the  neutral  axis.  When  the  cross  section  is  a  rectangle,  for 
example,  opposite  comers  will  be  points  of  greatest  stress  what- 
ever the  position  of  the  bending  couple. 

When  the  point  of  maximum  stress  intensity  cannot  be  located 
by  inspection,  the  neutral  axis  may  be  plotted  by  use  of  equation 
(10).  The  coordinates  of  the  point  farthest  from  the  neutral  axis 
may  then  be  measured  and  the  greatest  fiber  stress  calculated  by 
the  use  of  equation  (7)  or  (13).  If  the  ellipse  of  inertia  is  con- 
structed, the  neutral  axis  may  be  found  by  drawing  the  diameter 
NON  which  is  conjugate  to  OB  (Fig.  203)  and  the  value  of 
/„  =  Apn^  can  be  computed  directly  from  the  value  of  p»,  meas- 
ured from  the  ellipse. 

138.  Bar  of  Unsymmetrical  Cross  Section  Subjected  to  Oxdi- 
nary  Bending.  —  When  a  straight  bar  of  unsymmetrical  section 
is  bent  under  the  action  of  transverse  forces,  passing  through  the 
axis  of  the  bar,  the  forces  can  be  resolved  into  two  systems  in  planes 
at  right  angles  and  the  resultant  bending  moment  at  any  cross 
section  can  be  obtained  in  the  same  manner  as  for  the  symmetrical 
bar  (Art.  129). 
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In  like  manner  the  greatest  resultant  bending  moment  in  the 
bar  can  be  obtained.  The  stress  on  any  cross  section,  due  to 
bendiag,  may  then  be  found  by  the  method  used  in  the  case  of 
simple  bending,  the  stress  intensity  at  any  point  being  given  by 
the  ordinary  formula  for  fiber  stress,  provided  the  plane  of  the 
resultant  bending  moment  intersects  the  cross  section  at  a  princi- 
pal axis  (Case  a),  and  otherwise  by  the  formulas  derived  for  (Case 
b)  (Art.  137). 

In  general,  the  normal  stress  on  a  cross  section  will  be  accom- 
panied by  a  shearing  stress.  For  an  unsymmetrical  section,  how- 
ever, the  ordinary  analysis  for  determining  the  intensity  of  the 
shearing  stress  fails  to  give  satisfactory  results;  and  no  solution 
for  shearing  stress  will  be  attempted. 

The  approximation  in  the  results  obtained  by  the  foregoing 
analysis  of  the  bending  of  an  unsymmetrical  bar  is  probably  some- 
what greater  than  in  the  case  of  a  symmetrical  beam  subjected  to 
ordinary  bending  (Art.  115). 

The  cases  discussed  in  Art.  (129)  may  evidently  be  considered 
as  special  cases  under  this  and  the  preceding  article,  in  which  the 
cross  sections  are  S3rmmetrical,  instead  of  unsymmetrical. 

139.  Combined  Direct  and  Bending  Stresses  in  Unsymmetri- 
cal Bars.  —  When  the  load  system,  acting  on  an  unsymmetrical 
bar,  includes  forces  which  are  parallel  to,  or  oblique  to,  the  axis  of 

Is  ^3--  \«      I" 


the  bar,  the  intensity  of  the  combined  direct  and  bending  stress 
at  any  point  in  a  cross  section  can  be  found  by  a  method  similar  to 
that  employed  in  the  cases  discussed  in  Arts.  (125-128). 


COMBINED  DIRECT  AND  BENDING  STRESSES         327 

A  general  case  of  this  kind  will  be'  one  in  which  all  the  forces, 
acting  on  the  part  of  the  bar  on  one  side  of  any  cross  section  AB, 
can  be  combined  into  a  single  resultant  force  R^  acting  in,  a  plane 
containing  the  central  axis  ZZ  of  the  bar,  as  indicated  (Fig.  204) ; 
where  Oi  is  the  trace  of  the  line  of  action  of  i2  in  the  plane  of  the 
cross  section  and  OOi  is  the  line  of  intersection  of  the  plane,  con- 
taining R  and  the  central  axis,  and  the  cross  section. 

The  resultant  R  may  be  resolved  into  a  force  P,  normal  to  the 
section  AB,  and  a  shearing  force  S,  The  normal  force  P  can  then 
be  resolved  into  an  equal  and  parallel  force,  acting  along  the  central 
axis  ZZ,  and  a  couple 

M=^Pr, (1) 

where  r  =  OOi. 

Let  OX  and  OY  represent  the  principal  axes  of  the  cross  section 
and  OA  the  moment  axis  of  the  couple  M.  Let  6  =  the  angle 
AOX  and  let  (a,  b)  be  the  coordinates  of  Oi  and  {x,  y)  the  coordi- 
nates of  any  other  point  q  in  the  cross  section,  with  respect  to  the 
principal  axes.  Let  A  =  the  area,  /,  and  ly  equal  the  principal 
moments  of  inertia  and  px  and  py  equal  the  principal  radii  of  gyra- 
tion of  the  cross  section.  Then,  if  a  compressive  stress  is  called 
positive  and  a  tensile  stress  negative,  the  component  stress  in- 
tensity at  g,  due  to  the  axial  component  P,  will  be  equal  to 

and  the  component  stress  intensity  at  g,  due  to  the  bending 
moment  Jlf ,  will  be  equal  to 


''-I, 

h            '''  \       h                   ly     , 

where 

Afx  =  Jlf  cos^  =  P6 

and 

M„  =  Af  sind  =  —Pa, 

The  resultant  stress  intensity  at  the  point  q  will,  therefore,  be 
equal  to 

,     f   ,,      P  .M,y     MyX     P,   ,,/ircostf     xsinflN 
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If  we  let  NON  represent  the  neutral  axis  of  the  component 
stress  due  to  bending  only  and  j9  =  the  angle  NOX, 

tan iS  =  j?tanff  =  (rV tand  (Art.  137).     ...    (5) 

The  neutral  axis  N'N'  of  the  resultant  stress  will  be  a  line  parallel 
to  NON  and,  if  we  let  (xj,  0)  and  (0,  y^  be  the  coordinates  of  the 
points  of  intersection  of  N^N'  and  the  principal  axes  OX  and  OF, 
respectively,  we  shall  obtain  from  equation  (4) 


^  _  P  _  Mxi  sin  B 


A  I 


and 


whence 


and 


V 


" "  il  "^        /.       ' 

*^      AMsind"Msin^"        a      •    •    •     W 
^'  AM  cos  ^  Mcos^  6  •  '     ^'^ 


Elxpressed  in  terms  of  the  moment  of  inertia  of  the  cross  section 
with  respect  to  the  neutral  axis,  the  resultant  stress  intensity  at 
any  point  q  will  be  equal  to 

P      Mcos(p-d)y"  _P     Pfny"  _P(,   ,  r^y"\     .^. 

^~A+  T.  "I  +  "7r"IV^+"^>   ^^^ 

where  rn  —  r  cos  (j8  —  0)  is  the  perpendicular  distance  between 
Oi  and  the  axis  NON,  pn  =  the  radius  of  gyration  of  the  cross 
section  about  NON;  and  t/"  is  positive  for  points  on  the  same 
side  of  NON  as  Oi  and  negative  for  points  on  the  opposite  side. 
Equation  (8)  should  be  compared  with  equation  (3)  (Art.  126). 

To  obtain  the  value  of  y/',  the  distance  between  the  center  of 
gravity  and  the  neutral  axis  iVW,  we  have,  from  equation  (8), 
for  points  on  N'N' 


P      Mcos(p-e)yi''  _ 
A  "^  In  ~ "' 


whence 


,,. Pin  ^  Ppn'  _         Pn*  r^. 

^'  AM  COS  03-^)  Mcos(p-d)  Tn'  '     ^^ 

Case  (d)  (Art.  126)  might  evidently  be  considered  as  a  special 
case  under  the  foregoing.    In  order  to  calculate  the  greatest 
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stress  intensity  on  the  section,  it  is  necessary  to  determine  the  co- 
ordinates of  the  point  at  which  the  intensity  is  a  maximum,  either 
by  inspection,  or  by  locating  the  neutral  axis  NON  of  the  stress  due 
to  bending,  as  indicated  in  Art.  (137).  The  solution  can  then  be 
made  by  the  use  of  either  of  the  equations  (4)  or  (8). 

140.   Section  Moduli  Lines.  —  By  solving  equation  (7)  (Art. 
137),  we  obtain 

M  TJ 

=  Sqy  ....        (1) 


M  IJy 


f       Ij,y  cos  d  —  I^  sin  Q 

where  &q  may  be  considered  to  be  a  section  modulus  (Art.  77)  for 
any  point  </  in  a  cross  section,  the  coordinates  of  which  with  re- 
spect to  the  principal  axes  are  (a;,  y)  (Fig.  203). 

If  the  plane  of  the  bending  couple  is  rotated  in  such  a  manner 
that  the  angle  By  between  the  moment  axis  OA  and  the  principal 
axis  OX,  varies  from  0  to  90®,  the  value  of  Sj  will  evidently  vary 
from 

-8/=^% (2) 

when  ^  =  0,  to 

5."=-^, (3) 

when  B  —  90®,  the  negative  sign  indicating  that  the  stress  intensity 
at  g,  when  B  =  90®,  is  of  the  opposite  sign  to  the  stress  intensity, 
when  ^  =  0.  For  points  in  the  second  quadrant  for  which  the 
values  of  the  coordinate  x  are  negative,  the  signs  of  Sq  and  Sq" 
would  evidently  be  the  same. 

If  vectors,  representing  the  values  of  Sq  for  different  values  of  d, 
are  laid  off  along  the  corresponding  positions  of  the  trace  OB,  of 
the  plane  of  the  bending  couple  in  the  cross  section,  they  will  all 
terminate  in  the  same  straight  line;  for,  on  writing  equation  (1) 
in  the  form 

Sq[{Iyy)  cose -(I^)smd]- (IJy)  =  Oy   .    .    .    (4) 

it  is  evident,  since  Sq  and  6  are  the  only  variables,  that  it  is  the 
polar  equation  of  a  straight  line;  for  which  Sq  is  the  length  and  9 
the  angle  of  inclination  of  the  radius  vector  to  any  point.  Such  a 
line  may  be  called  a  aedxcrnrmodvlua  line  for  the  point  q  or,  for  the 
sake  of  brevity,  an  Sq  line. 

As  an  illustration;  let  OB  (Fig.  205)  represent  the  intersection 
of  the  plane  of  the  bending  couple  Af  in  a  cross  section,  whose 
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principal  axes  are  OX  and  OF,  and  let  0  =  the  angle  between  the 
axis  OX  and  the  moment  axis  OA,  of  the  couple  M. 

Let  q  be  any  point  in  the  section  whose  coordinates  are  (x,  y). 
The  value  of  S^,  for  any  angle  By  can  be  computed  from  (1)  and 
the  values  Sq  and  Sq'y  for  the  principal  axes,  from  (2)  and  (3). 
For  the  point  in  question,  Sq'  is  represented  by  the  vector  Ocy  Sq'^ 
by  the  vector  Od,  and  the  value  Sq,  for  any  value  of  the  angle  6, 
by  the  vector  Oe;  and  the  straight  line  dee  is  the  section  modulus 
line  for  the  point  q. 

It  should  be  observed  thai  positive  values  of  Sq  are  laid  off  along 
OB  to  the  right  and  negative  values  to  the  left,  as  the  directions 
appear  when  looking  along  the  moment  axis  from  A  towards  0. 

The  section  modulus  line  will  ex- 
tend to  infinity  in  both  directions, 
since  Sq  becomes  infinite  when  the 
value  of  6  is  such  that  the  neutral 
axis  passes  through  q.  Therefore, 
if  we  let  6'  =  the  value  of  $  when 
S,  =  00 ,  by  putting  the  denominator 
of  the  fraction  in  equation  (1)  equal 
to  zero,  we  obtain 


tan(?'  =  ^  =  :^^tani3', 

IxX         Ix  ' 


(5) 


where  /3'  =  the  angle  between  OX 
and  the  radius  vector  through  q. 
When  Sfl  =  00 ,  OB  is  evidently  par- 
allel to  cd  and  hence  6'  =  angle  be- 
tween cd  and  the  axis  OY, 
On  comparing  (5)  with  equation  (10)  (Art.  137),  it  will  be  evident 
that  cd  is  parallel  to  the  diameter,  of  the  ellipse  of  inertia  for  the 
cross  section,  which  is  conjugate  to  the  diameter  through  Oq.  In 
other  words  the  section  modulus  line  for  the  point  q  is  parallel  to 
the  neutral  axis  of  the  stress  due  to  a  bending  couple  whose  plane 
intersects  the  cross  section  in  the  line  Oq» 

When  the  section  modulus  line  for  any  point  q  has  been  drawn, 
the  stress  intensity  at  the  point,  due  to  any  bending  moment  M, 
may  evidently  be  obtained  from  the  formula 


(6) 
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where  Sq  is  equal  to  the  distance  measured,  along  the  trace  of  the 
plane  of  the  bending  couple,  from  0  to  the  Sq  line.  The  sign  of 
the  stress  can  be  easily  determined  by  inspection. 

It  is  evident  from  the  foregoing  analyais  thai,  if  the  magnitude  of 
a  bending  moment  remains  constant  while  its  plane  is  rotated  about 
the  cerUral  axis  of  the  bar,  the  greatest  stress  intensity  at  any  given 
point  q  vnU  occur  when  the  plane  is  at  right  angles  to  the  section 
modulus  line  for  the  point;  and  the  stress  intensity  will  be  zero  when 
the  plane  is  parallel  to  that  line. 

141.  Section  Moduli  Polygon.  —  When  a  cross  section  is 
bounded  by  straight  lines  a  polygon,  circumscribing  the  whole 
section,  may  be  constructed  by  drawing  straight  lines  between  the 
extreme  comers.  A  polygon  ABCDE  (Fig.  206)  would  represent 
such  a  polygon  for  the  angle  cross  section  shown. 

If  section  moduli  lines  are  constructed  for  each  of  the  vertices, 
as  explained  (Art.  140),  they  will  intersect,  forming  a  polygon, 
known  as  the  section  moduli  polygon,  or  simply,  the  S  polygon. 

In  such  a  polygon,  the  section  moduli  lines  for  the  points  A,B,C, 
etc.,  may  be  designated  as  the  Sa  line,  the  Sb  line,  etc.,  and  the 
vertices  may  be  lettered  (ab),  (be),  etc.,  to  indicate  the  intersection 
of  the  Sa  and  Sh  lines,  the  Sb  and  Sc  lines,  etc. 

The  plane  of  any  bending  moment  M  will  intersect  the  S  polygon 
at  two  points;  and  the  radii  vectors  to  these  two  points  will  give 
the  two  values,  Si  and  &,  of  the  section  modulus  required  to  obtain 
the  greatest  intensity  of  the  compressive  and  tensile  stresses  due 
to  the  bending;  viz., 

/c  =  | (1) 

and 

f'-i ••••■») 

Moreover,  the  section  moduli  lines  which  are  intersected  and 
the  direction  of  rotation  of  the  bending  couple  will  indicate  the 
points  in  the  cross  section  at  which  the  maximum  intensities  fo 
and  ft  occur.  When  the  plane  of  the  bending  couple  passes  through  a 
vertex  of  the  S  polygon,  the  stress  intensities  at  the  two  correspond- 
ing vertices  of  the  polygon  circumscribing  the  cross  section  unll 
evidently  be  the  same;  and  the  neutral  axis  of  the  stress  vnll  be 
parallel  to  the  straight  line  connecting  the  vertices.  Hence  the  stress 
intensities  at  all  points  on  this  straight  line  will  be  the  same  and 
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therefore  the  sectjon  moduli  lines  for  all  points  on  the  line  will  pass 
through  the  same  vertex  of  the  S  polygon. 

For  example;  if  the  intersection  OBi  (Fig.  206),  of  the  plane  of 
the  bending  couple  whose  moment  axia  is  OAi  and  the  cross  section, 
passes  through  the  vertex  (ab)  of  the  S  polygon,  the  greatest  in- 
ten^ty  of  the  compressiv.;  stress  will  occur  at  points  on  the  side 
AB  of  the  cross  section,  also,  if  a  section  modulus  line  were 
drawn  for  any  point  on  the  line  AB,  it  would  pass  through  the 
point  (flb).    The  neutral  axis  in  this  case  is  parallel  to  AB,  and 


Fia.  206. 

hence  the  greatest  intensity  of  the  tensile  stress  will  occur  at  points 
on  the  side  CD  of  the  section,  which  is,  evidently,  farthest  from 
the  neutral  axis.  Moreover,  since  CD  ia  parallel  to  AB,  the 
vert«x  (cd)  of  the  S  polygon  must  lie  in  the  line  OBi  extended 
on  the  opposite  side  of  the  origin. 
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Similarly,  the  vertices  of  the  S  polygon,  corresponding  to  any 
two  parallel  sides  of  the  polygon  circumscribing  the  cross  section, 
such  as  (be)  and  (ea),  will  lie  on  straight  lines  passing  through  the 
origin. 

Construction  of  the  S  Polygon.  —  The  S  polygon  for  any  given 
cross  section  may  be  constructed  by  laying  oflF  the  values  of  Sa 
and  Sa',  Sb  and  Sb\  etc.,  computed  from  equations  (2)  and  (3) 
(Art.  140),  along  the  principal  axes  of  the  section,  as  indicated 
(Fig.  206),  and  drawing  the  sides  of  the  S  polygon  through  the 
ends  of  these  vectors.  Greater  accuracy  can  usually  be  obtained 
by  locating  the  vertices  (ofc),  (6c),  etc.,  of  the  S  polygon,  as  follows: 

Let  the  coordinates  with  respect  to  the  principal  axes,  OX  and 
07,  of  the  points  A  and  B  (Fig.  206)  be  (Xa,  ya)  and  {Xb,  yb).  Let 
Sab  represent  the  value  of  the  section  modulus  and  dab  the  value  of 
6  at  the  point  of  intersection  of  the  Sa  and  Sb  lines,  designated  a  and 
b  in  the  diagram,  and  let  (Xab,  yab)  be  the  coordinations  of  this  point 
of  intersection,  with  respect  to  the  principal  axes.  Then  from 
equation  (1)  (Art.  140)  we  shall  have 

o      __  Ixly ^  Ixly /o\ 

**         lyya  COS  dab  —  I^JOa  slu  Bab         lyyh  COS  B^b  —  Is^b  slu  ^a6  ' 

But  Xab  —   —Sab  sin  Bdb,    ydb  =  StA  COS  BfOf 

Xnh 

and  —  =  —  tan  ^06;  and  hence,  from  e^juation  (3), 

y<A 

—  IJy  sin  Bab  Ixly 

Xd»  = 


and 


lyya  cos  B^  — I xXa  sin  Bab     J      y^iT 

^   "Xab 
lyVayab  +  /^rXoXoft  =  Uy (4) 

Similarly,  from  (3), 

lyybyab  +  I^PCbXcb  =  IJy] (5) 

and,  solving  (4)  and  (5)  simultaneously, 

Xayb  —  Xbya 
and 

Vab  =  — —7- (7) 

Xayb  —  Xbya 

When  more  convenient,  the  coordinates  of  the  point  of  inter- 
section of  the  section  modulus  lines  with  respect  to  a  pair  of  rec- 
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tangular  axes,  making  any  angle  a  with  the  principal  axeS;  may  be 
obtained  by  transforming  the  coordinates  and  substituting  the 
values  of  the  moments  and  product  of  inertia,  with  respect  to 
these  axes,  in  equations  (6)  and  (7)  and  solving,  as  follows: 

Let  the  axes  1-1  and  2-2  (Fig.  206)  be  any  pair  of  rectangular 
axes,  making  the  angle  a  with  the  principal  axes  OX  and  OY.  Let 
1 1  =  the  moment  of  inertia  about  1-1, 1 2  =  the  moment  of  inertia 
about  2-2  and  K  =  the  product  of  inertia  with  respect  to  these 
axes.  Let  {xdb,  yab')y  {xj,  yJ)  and  {xb^  yi)  be  the  coordinates  of 
the  points  (afe),  A  and  B,  with  respect  to  the  axes  1-1  and  2-2,  re- 
spectively. Then,  by  substituting  the  values  of  Xat,  2/ai  yi,  etc., 
given  by  the  usual  equations  of  transformation,  Xab  =  x^b'  cos  a  + 
ya/  sin  a,  y^b  =  yab'  cos  a  —  Xab'  sin  a,  etc.,  in  equation  (6)  and 
reducing,  we  obtain 

/  I  /  •  -[(ya -yb)  cos  a  -  (xa' -Xb^)  8ina]  ly  ^^  .q. 
x^'  cos  a+y^'  sm  a  =  —^ ^T'Z^^'^:^' '      (^) 

Xa  yb  Xb  ya 

and  similarly  from  (7), 

l/^-co8  «  -  x^  sin  «  =  t^^''-  ^*^^  "^f  +  ^y-'r  f'^  '^" "^  ^'.  •    (9) 

Xayb    —  Xb  ya 

Solving  (8)  and  (9),  simultaneously, 

,_  {Xg  —  Xb)  (Jy — /x)  sin  tt  cos  a—(ya—  yb)  (Ix  sin^  a+Iy  cos^  a) 

Xcb  ^~  /      /  ft 

XaVb    —  Xb'ya 

(10) 

But  Ix  sin*  a  +  ly  cos*  a  —  h  and  {ly  —  7x)  sin  a  cos  a  =  K  (Art. 
136).  Substituting  these  values  in  (10)  and  observing,  that  when 
a  is  positive  in  the  transformation  equations  for  the  coordinates, 
Xab,  yab,  etc.,  it  will  be  negative  in  the  above  formula  for  K,  and 
vice  versa,  we  shall  have 

,  _  (Xg'  -  Xb')  K  -  {ya'  -  yb')  h  ,..v 

Xa  yb    —  Xb  ya 

In  a  similar  manner  we  may  obtain 

„  /      (xg'  -  Xb') /i  -  (ya  -  yb) K  .    . 

Xayb    —  Xb  ya 

When  the  cross  section  is  bounded  by  a  curve,  the  S  polygon 
can  be  constructed  by  plotting  the  section  moduli  lines  for  a  series 
of  points  on  the  curve  and  drawing  a  curve  tangent  to  these  lines. 

It  should  be  observed  that  when  the  linear  unit  is  the  inch,  all 
dimensions  of  the  S  polygon  will  be  expressed  in  (ins.)'  (equa- 
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tion  1,  Art.  140),  and  hence  the  polygon  may  be  constructed  to 
any  convenient  scale,  which  is  large  enough  to  give  values  of  S\  and 
St  with  su£Gicient  accuracy,  when  measured  from  the  diagram. 

142.  S  Polygon  for  Combined  Stresses.  —  When  the  stress  on 
a  cross  section  of  a  member  is  a  combined  direct  and  bending 
stress  (Art.  139),  the  section  moduli  polygon  for  the  bending  stress 
may  be  constructed,  in  the  same  manner  as  when  the  stress  in  the 
member  is  due  to  bending  only  (Art.  141). 

If  the  axial  stress  is  compression,  the  formulas  for  the  maximum 
and  minimum  (algebraic)  intensities  of  stress  will  evidently  take 
the  forms 


and 


where  S\  and  S^  are  the  radii  vectors  of  the  S  polygon  for  com- 
pression and  tension,  respectively,  measured  along  the  line  of  in- 
tersection of  the  plane  of  loading  and  the  cross  osection. 

For  any  plane  of  loading,  the  limit  of  the  eccentricity  of  the  re- 
sultant longitudinal  force  P  (Fig.  204)  at  which  the  stress  will 
cease  to  be  of  the  same  sign  throughout  the  cross  section  can  be 
obtained  by  placing  equation  (2)  equal  to  zero  and  solving  as 
follows: 

whence 

f-^ (3) 

where  t'  =  the  distance  from  the  center  of  gravity  of  the  section 
to  the  trace  of  the  line  of  action  of  P,  when  the  stress  intensity  at 
the  vertex  of  the  cross  section  corresponding  to  the  section  modu- 
lus line  to  which  the  radius  vector  ^2  is  measured,  is  equal  to  zero. 
It  is  evident  from  the  form  of  equation  (3)  that,  if  values  of  r' 
are  plotted  for  all  possible  values  of  ^,  a  polygon  will  be  described 
in  which  each  one  of  the  sides  is  parallel  to  a  side  of  the  S  polygon 
and  is  located  on  the  opposite  side  of  the  origin.  The  vertices  of 
the  polygon  will  evidently  be  located  on  straight  lines  through  the 
origin  and  the  vertices  of  the  S  polygon,  the  corresponding  vertices 
of  the  two  polygons  being  in  opposite  directions  from  the  origin. 
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Core  of  the  Section.  —  A  polygon  constructed  in  this  manner  is 
called  the  core  or  the  kemd  of  the  section.  If  the  resultant  normal 
force  intersects  the  cross  section  within  the  boundary  of  this  poly- 
gon, the  normal  stress  will  be  of  the  same  sign  throughout  the 
limits  of  the  section.  If  the  resultant  normal  force  acts  through  a 
vertex  of  the  core,  the  neutral  axis  of  the  stress  on  the  section  will 
evidently  coincide  with  one  of  the  sides  of  the  polygon,  circmn- 
scribing  the  cross  section. 

In  constructing  the  core,  it  is  evidently  necessary  to  locate  the 
vertices  only,  by  appljring  equation  (3)  to  the  radii  vectors  to 
each  of  the  vertices  of  the  S  polygon.  If  desired,  the  coordinates 
of  the  vertices  may  be  obtained  by  dividing  the  corresponding 
coordinates  of  the  vertices  of  the  S  polygon  (equations  6  and  7) 
or  (equations  11  and  12)  by  the  area  A;  and  plotting  the  same  on 
opposite  sides  of  the  coordinate  axes. 

It  should  be  observed  that  when  the  linear  unit  is  the  inch,  all 
dimensions  of  the  polygon  forming  the  core  of  the  section  will  be 
expressed  in  (ins.);  and  hence  the  scale  of  the  core  will  be  the 
same  as  the  scale  df  the  section. 

The  core  of  the  section  (Fig.  206)  is  represented  by  the  polygon 
whose  vertices  are  marked  (a'6')  (6'c'),  etc.,  the  radii  vectors  to 
which  are,  respectively. 
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143.  Problems  —  General  Flexure.  —  The  problems  may  be 
divided  into  three  classes,  similar  to  those  mentioned  when  the 
bending  is  in  a  plane  of  symmetry  (Art.  83) ;  the  angle  between 
the  plane  of  loading  and  an  axis  through  the  center  of  gravity  of 
the  cross  section  being  known  in  each  case. 

First:  When  the  dimensions  of  the  cross  section  and  the  resultant 
of  the  external  forces  acting  on  the  portion  of  the  member  on  one 
side  of  the  section  are  known,  and  the  greatest  fiber  stress  is  to  be 
determined. 

Second:  When  the  dimensions  of  the  cross  section  of  a  member 
and  the  greatest  allowable  fiber  stress  are  known,  and  the  moment 
of  resistance  of  the  section  is  to  be  determined. 

Third:  When  the  greatest  allowable  fiber  stress  and  the  resultant 
of  the  external  forces  acting  on  the  portion  of  the  member  on  one 
side  of  the  section  are  known  and  the  required  section  modulus  of 
a  cross  section  of  a  given  type  is  to  be  determined. 
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Problem  L 


A  steel  angle,  having  a  section  5"  X  3|"  X  i",  similar  to  that  shown  in  Fig. 
(206),  is  subjected  to  bending  by  transverse  loads  acting  in  a  plane  intersecting 
the  cross  section  m  the  axis  2-2»  iMissing  through  the  center  of  gravity  and 
perpendicular  to  the  face  BC.  Find  the  greatest  intensity  of  the  compressive 
and  tensile  stresses,  if  the  greatest  bending  moment  is  equal  to  30,000  in.  lbs., 
the  loads  being  apphed  in  such  a  manner  that  the  top  of  the  angle,  as  shown 
(Fig.  206),  IS  m  comprpssiou. 

First  SohUton  —  Computing  the  values  of  the  moments  and  product  of 
inertia  with  respect  tct  the  axes  1-1  and  2-2,  we  have  h  «  10.00  (ins.)^  1%  *■ 
4.05  {vDS,y,  K  »  3.eg  (ins.)^    Hence 

tan  2  a  =  4Q^i^Q  =  -1.240  (Art.  136); 
and 

a  s  64.5°  cnearly),  cos  a  =  0.431  and  sin  oe  s  0.903. 
.-./x  =  10  X  (JlSf^  4-  4.05  X  (TSOS*  -  2  X  3.69  X  0.431  X  0.903  -  2.29  (ins.)* 

and 

/,  =  10  X  0.90^  +  4.05  X  (TiSP  +  2  X  3.69  X  0.431  X  0.903  «  11.78  (ins.)*. 

In  this  case  the  angle  between  the  moment  axis  OAi,  of  the  bending  couple, 
and  the  axis  OX  is  equal  to  0  »  —64.5'';  and  cos  0  «  0.431,  sin  9  ">  —0.903 
and  tan  9  =  -0.477. 

Substituting  .in  equation  (10)  (Art.  137)  we  obtain 

tan  /?  =  -  j^  X  0.477  =  -0.093  and  ^  =  -6.5*  (nearly). 

If  the  neutral  axis  is  laid  off  on  Fig.  (206)  it  will  be  evident  that  the  greatest 
intensity  of  the  compressive  stress  will  occur  at  the  point  B,  and  the  greatest 
intensity  of  the  tensile  stress  at  the  point  E,  The  coordinates  of  these  points 
with  respect  to  the  principal  axes  are 

Xb  =  1.11,    yb  =  1.54  and  x«  =  -3.19,  y^  =  -1.06. 

Substituting  in  equation  (7)  (Art.  137)  we  obtain  for  the  intensity  of  the  com- 
pressive stress  at  the  point  B, 

r        on  AHA /1-54X  0.431    .   1.11  X  0.00^\      nonniK- 

fe  =  30,000  I  229 ^ ifTs 1 ""  11.200  lbs.  per  sq.  m., 

and  for  the  intensity  of  the  tensile  stress  at  the  point  E^ 

/       onnnfif      106  X  0.431       3.19  X  0.903\  ,Q«nniK- 

ft  =  30,000 ( 229 TTts )  "  "" ^^»^"" ™'  1^ ^-  "^* 

Second  Solution,  —  Plot  the  section  modulus  lines  for  the  points  B  and  E  by 
laying  off  the  values, 

''"'  - S  -  rS  -  »•«'  *"  ■  S  -  w  =  i«"  (^- 1**) 


and 


Ix  2.29  „,^      o»      /«  11.78 


vr-m' -'•'''  ^•"-^--w--3«»' 


5/  -  If  -  _ 
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alofDg  the  principal  axes;  and  scale  off  the  lengths  of  the  radii  vectors  to  these 
lines,  measured  along  the  line  of  intersection  2>2  of  the  plane  of  loading  and 
the  cross  section.  The  length  of  the  radius  vector  to  the  Sh  line  will  be  Om  » 
Si  =  2.67  and  that  of  the  radius  vector  to  the  S9  line  will  be  On  -  ^  »  —2.25. 
Hence 

/c  ■»  «■  ■■   ofi7    =  11,200  lbs.  per  sq.  in. 
and 

-         M  30,000  -  o  onn  lu 

ft  =  -o"  ^  — one    ■=  —13,300  lbs.  per  sq.  in. 

Third  Sduiian.  —  Plot  the  S  polygon  for  the  section,  by  computing  the  co- 
ordinates of  the  vertices  from  equations  (11)  and  (12)  (Art.  14),  as  follows: 

(3.34  4- 1.66)  4.05           _  ^ 

•*        -0.91  X  1.66  -  0.91  X  3.34  '    ' 
(3.34  +  1.66)  3.69 

^**        -0.91  X  1.66  -  0.91  X  3.34  "  •"^' 

,^         -(0.91+2.59)3.69 
^        -0.91  X  1.66  -  2.59  X  1.66  "         ' 
-(0.91  +  2.59)10  ^^^ 

'^^        -0.91  X  1.66  -  2.59  X  1.66  ' 

-(1.66-1.16)4.05       _ 
***       2.59  X  1.16  -  2.59  X  1.66  ' 

,  -(1.66-1.16)3.69       _ 

^"^  "  2.59  X  1.16  -  2.59  X  1.66  ' 

,  (2.59  +  0.41)  3.69  -  (1.16  +  3.34)  4.05  ^  . 
^'  "           -2.59  X  3.34  +  0.41  X  1.16          "         ' 

,  ^  (2.59  +  0.41)  10  -  (1.16  +  3.34)  3.69      _  ^ 

^*'*  -2.59  X  3.34  +  0.41  X  1.16         "  '^ 

,  ^       (-0.41+0.91)3.69        _  _ 
"       0.41  X  3.34  -  0.91  X  3.34  ' 

,  ^        (-0.41+0.91)10         ^ 
^^       0.41  X  3.34  -  0.91  X  3.34  ' 

The  values  of  Si  and  St  can  then  be  measured  as  before. 

Problem  2. 

If  the  working  fiber  stress  in  tension  is  equal  to  the  working  fiber  stress  in 
compression,  find  the  plane  of  loading  for  which  the  moment  of  resistance  of 
the  angle  section  in  Problem  (1)  will  be  greatest. 

Sdviion,  —  In  this  case  the  plane  of  loading  must  intersect  the  S  polygon 
(Fig.  206)  in  such  a  manner  that  Si  »  S\  and,  at  the  same  time,  Si  and  St  must 
have  the  greatest  value  possible  under  this  condition.  An  inspection  of  the  S 
polygon  will  show  that  when  the  angle  between  the  moment  axis  OAi  and  the 
principal  axis  OX  is  85.5°  (nearly),  or,  the  angle  between  OAi  and  the  axis  1-1 
is  150°  (nearly),  the  above  condition  is  fulfilled  and 

Si^St^  3.7  (ins.)*  (nearly). 
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The*  maximum  value  of  M  under  this  condition  will,  therefore,  be  equal  to 

Mo  =  3.7/. 

The  plane  of  loading  is  inclined  at  an  angle  of  60°  with  the  axis  1-1  and  the 
greatest  fiber  stress  occurs  at  the  points  A  and  C 

Problem  8. 

Find  the  plane  of  loading  for  which  the  moment  of  resistance  of  the  angle 
section  in  Problem  (1),  for  a  given  working  fiber  stress,  is  the  smallest. 

SoliUion.  —  In  this  case  the  plane  of  loading  wiU  be  perpendicular  to  the  side 

of  the  S  polygon  (Fig.  206)  which  is  nearest  the  center  of  gravity  0;  which 

is  evidently  the  side  d.    The  angle  between  the  moment  axis  OAi  and  the 

principal  axis  OX  will  be  12.5°  (nearly),  or,  the  angle  between  OAi  and  the 

axis  1-1  will  be  77°  (nearly),  and  the  vidue  of  Si  =  1.2  (ins.)»  (nearly).    The 

greatest  fiber  stress  /  will  occur  at  the  point  D  and  the  value  of  M,  in  terms  of 

/,  will  be 

M  -  1.2/. 

Problem  4. 

If  the  steel  angle  (Problem  1)  is  subjected  to  a  compressive  force  P  «  12,000 
lbs.,  parallel  to  its  central  axis  and  intersecting  the  cross  section  at  a  point  on 
the  axis  2-2  at  a  distance  r  —  1.5"  from  the  center  of  gravity,  find  the  greatest 
intensity  of  the  fiber  stress. 

First  SdiUion.  —  The  area  of  the  cross  section  il  =  4  sq.  ins.  and  the  values 

of  the  moments  of  inertia,  the  coordinates  of  the  vertices  of  the  cross  section, 

etc.,  are  given  in  Problem  (1).    The  bending  moment  is  equal  to  3/  =  Pr  = 

12,000  X  1.5  =  18,000  in.  lbs.    It  is  evident  from  the  solution  of  Problem  (1) 

that  the  greatest  compression  stress  intensity  due  to  bending  will  occur  at  the 

point  B;  and,  by  substituting  the  values  of  the  co()rdinates  of  this  point  in 

equation  (4)  (Art.  139),  we  obtain  for  the  greattet  intensity  of  the  combined 

stress: 

.       12,000  ,   ,o,^n-54X  0.431  .   1.11  X  0.903\ 

•^*""~r"  +  ^^'^V        2:29        +        11.78        ) 
«=  3000  +  6700  =  9700  lbs.  per  sq.  in. 

The  greatest  intensity  of  the  tensile  stress  will  occur  at  the  point  E  and  will  be 

equal  to 

-       12,000      ,0  AAA  / 10^  X  0.431  ,  3.19  X  0.903\ 

^'  =  "T"  "  ^^^^[ 2:29 +        11.78       J 

=  3000  -  8000  =  -5000  lbs.  per  sq.  in. 

The  coordinates  of  the  point  of  intersection  of  the  resultant  force  P  and  the 
cross  section,  with  respect  to  the  principal  axes,  will  be  a  «  1.35,  b  »  0.65. 
Substituting  in  equations  (6)  and  (7)  (Art.  139)  we  obtain,  for  the  points  of 
intersection  of  the  neutral  axis  with  the  principal  axes, 

^'  a  4X1.36"      ^•^^'     ^'  h  -      TXOM  ' 

The  angle  0  »  —5.5°,  between  the  neutral  axis  and  the  principal  axis  OX,  has 
been  computed  in  the  solution  of  Problem  (1). 
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Second  ScitUion.  — The  S  polygon  may  be  constructed,  as  in  the  solution  of 
Problem  (1),  from  which  the  radius  vector  for  the  greatest  compressive  stress, 
Si  «  2.67,  can  be  measured.  The  greatest  intensity  of  the  combined  stress 
will  then  be  equal  to 

-        P.M       12,000   .    18,000       qnnn_L«'7nn       oTnn  lu- 

For  the  greatest  intensity  of  the  tensile  stress  the  radius  vector  measured 
from  the  S  polygon  will  be  equal  to  St  =  2.25  and  hence 

.  P        M        12,000        18,000         onnA        onru\  e/wu\  lu 

/«  =  -7  —  ■«-  =  — h 225~  "  ^^  ""  ^^  "  —6000 lbs.  per  sq.  m. 

Problem  5. 

If  the  steel  angle  in  Problem  (1)  is  subjected  to  an  eccentric  load,  parallel 
to  its  central  axis  in  the  plane  containing  the  axis  2-2,  find  the  greatest  possible 
eccentricity  of  the  load  under  the  condition  that  the  stress  shall  be  of  the  same 
sign  throughout  the  limits  of  the  cross  section. 

First  Solution.  —  It  is  evident  from  the  solution  of  Problem  (1)  that,  so  long 
as  the  plane  of  loading  contains  the  axis  2-2  of  the  cross  section,  the  greatest 
intensity  of  the  combined  stress  will  occur  at  either  the  point  B  or  the  point  E 
and,  therefore,  the  greatest  allowable  eccentricity  of  the  load  under  the  con- 
ditions of  the  problem  will  occur  when  the  neutral  axis  of  the  stress  passes 
through  one  of  these  points. 

Let  ft  —  the  eccentricity  of  the  load  when  the  neutral  axis  passes  through 
E.    Then,  from  equation  (4)  (Art.  139), 

^       1    ,      Jyeco^e      x«  sin  0\      1         ,  / 1.06  X  0.431  ,  3.19  X  0.903\. 

^^A^'^'K'-U 7;~j^4~'*  ^""2:29 +        11.78       j 

.-.  r,'  =  0.56". 

Similarly,  if  we  let  ri  —  the  eccentricity  of  the  load  when  the  neutral  axis 
passes  through  B  we  shall  have 

^      1   ,      ,/1.54X  0.431   ,   1.11X0.903\ 
^  =  4  +  "^  A— T29 +        11.78       )• 

.-.  n'  =  -0.67", 

the  negative  sign  indicating  that  r/  is  measured  in  the  negative  direction  along 
the  axis  2-2.  If  we  lay  off  Ov  =  n  and  Ou  -  ft  (Fig.  206),  it  is  evident 
that,  if  the  load  intersects  the  cross  section  at  any  point  in  the  axis  2-2  be- 
tween the  points  u  and  r,  the  stress  will  be  of  the  same  sign  throughout  the 
cross  section. 

Second  SoltUion.  —  The  values  of  n'  and  r%'  might  also  be  obtained  from  the 
values,  Si  =  Om  and  &  =  Onj  measured  from  the  S  polygon  (Fig.  206),  by 
use  of  equation  (2)  (Art.  142),  as  follows: 

When  the  neutral  axis  passes  through  Ej  we  have 
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and,  when  the  neutral  axis  passes  through  B,  we  have 


^      A      iSi  "  4      2.67 


and   r/  =  0.67" ; 


the  values  of  r/  and  rt  to  be  laid  off  on  the  opposite  sides  of  the  origin  from  Si 
and  Stj  as  before. 

Third  Spiittion.  —  The  core  of  the  cross  section  may  be  plotted  as  explained 
in  Art.  (142).    For  the  cross  section  under  discussion: 

r^' =  ?:J?  =  1.50",    r^o' =  ^  =  1.61",    fed' =  ?^  =  0.54", 
rd/  =  ^  =  0.46",    Tea'  =  ^  =  0.80"  (Fig.  206). 

The  limits  within  which  the  resultant 
normal  force  must  act  will  then  be  given 
directly  from  the  intersections  of  the 
plane  of  loading  with  the  core  of  the 
section. 

Note:  —  The  greatest  possible  ec- 
centricity of  the  load  imder  any  condi- 
tions, when  the  stress  is  of  the  same  sign 
throughout  the  cross  section,  will  occur 
when  the  resultant  acts  through  the 
point  (6V),  where 

Tu'  =  1.61". 

Problem  6. 

A  standard  12"  channel,  weighing  40 
lbs.  per  ft.,  having  the  cross  section 
shown  (Fig.  207),  is  subjected  to  a  sys- 
tem of  transverse  loads  in  the  plane 
intersecting  the  cross  section  in  the  axis 
YY.  Calculate  the  moment  of  resist- 
ance, if  the  greatest  allowable  fiber  stress 
is  15,000  lbs.  per  sq.  in. 

Solution.  —  In  this  case  the  axes  XX 
and  YY  are  principal  axes  and  the  values 
of  the  principal  moments  of  inertia  are 
Ix  =  196.9  (ins.)*  and  ly  =  6.6  (ins.)*.    The  area  of  the  cross  section  is 
A  =  11.76  sq.  in. 

The  neutral  axis  of  the  stress  is  XX  (Art.  138)  and  hence 

^      fix  _  15,000  X  196.9      j,(,onnn-     ik 
M  =  —  »» ^ =  492,000  m.  lbs. 


Fig.  207. 


Problem  7. 

Determine  the  moment  of  resistance  of  the  channel  given  in  Problem  (6) 
when  the  plane  of  the  loads  intersects  the  cross  section  in  the  line  OBi,  making 
an  angle  of  30"  with  OY  (Fig.  207). 
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First  SoLviion,  —  Let  .Oil  i  represent  the  moment  axis  of  the  bending  couple. 
Then  B  =  -30^,  cos  0  =  0.866,  sin  ^  =  -0.5  and  tan  ^  =  -0.577.  For  the 
neutral  axis  of  the  stress, 

tan  /8  =  -  ^^  X  0.577  =  -17.21 
o.b 

and 

/3  =  -86.7^ 

If  the  neutral  axis  NON  is  drawn,  it  is  evident  that  the  intensity  of  the  stress 
will  be  greatest  at  the  point  B\  and  hence,  from  equation  (7)  (Art.  137), 

/.  =  15.000  =  Af  {p^  +  ^-^^^)  ■=  0.231  M. 

.-.  M  =  64,900  in.  lbs. 

Second  Solution.  —  Construct  the  S  polygon  for  the  section.  In  this  case, 
since  XX  and  YY  are  principal  axes,  the  intercepts  of  the  section  moduli  lines 
on  these  axes  may  be  obtained  directly  from  equations  (2)  and  (3)  (Art.  140), 
as  follows: 

iS«'  «  Sb'  «  -Sc'  «  -Sd'  =  i^  =  32.8  (ins.)», 
Sb"  «  5c"  =  -  If  =  -2.44  (ins.)», 

5a"  =  5d"  =  ^  =  9.17  (ins.)» 

Since  Sa  ~  Sb*,  etc.,  the  vertices  of  the  S  polygon  are  located  on  the  principal 
axes.  In  laying  off  the  intercepts  particular  attention  must  be  paid  to  the 
rule  for  signs,  stated  in  Art.  (140). 

On  inspection  of  the  S  polygon  it  is  evident  that,  for  the  given  plane  of  load- 
mgf  the  stress  intensity  is  greatest  at  the  point  B;  and  the  value  of  Si  for  this 
point,  measured  from  the  diagram,  will  be  found  to  be  equal  to 

Si  «  4.33. 
Hence 

16,000  =  ^ 

and 

M  «  64,900  in.  lbs. 

Problem  8. 

Solve  Problem  (7),  when  the  plane  of  loading  is  such  that  9  =  +30°:  (a) 
Analytically;  (b)  By  use  of  the  S  polygon. 

Problem  9. 

Calculate  the  values  of  /i,  It  and  K  for  the  Z  bar  section  shown  (Fig.  208); 
and  determine  the  values  of  a  and  the  principal  moments  of  inertia,  Ig  and  Jy. 
Compute  the  coordinates  of  the  vertices  of  the  S  polygon  with  respect  to  the 
coordinate  axes  1-1  and  2-2  and  construct  the  core  of  the  section. 

Problem  10. 

Calculate  the  moment  of  resistance,  in  terms  of  the  greatest  fiber  stress,  of 
the  Z  bar  section  in  Problem  (9) :  (a)  When  the  plane  of  loading  intersects  the 
section  in  the  axis  2-2;  (b)  When  the  plane  of  loading  intersects  the  section  in 
the  axis  1-1. 


Problem  IL 

Determine  the  pontion  of  the  plane  of  loading  when  the  moment  of  leai 
ance  of  the  Bection  in  Problem  (9),  for  a  given  muTiniimi  fiber  Btreen  /,  it 
maximum.  Calculate  the  value  of  the  greatest  moment  of  n 
of/. 


I 
I 
I 

■\^ 

I 
I 
I 
I 


Calculate  the  coordinates  of  the  vertices  of  the  S  polygon  and  construct  the 
core  of  the  rectangular  section,  shoVn  in  Fig.  (209). 

Problem  13. 

Calculate  the  codrdinatee  of  the  vertioea  of  the  5  polygon  and  construct  the 
core  of  the  standard  I  section,  shown  in  Fig.  (210).  J,  "  269.0  (ins.)*.  I,  =• 
13.8  (ins;)*.    A  -  11.84  sq.  in. 

Problem  U. 

Calculate  the  moment  of  resistance  of  the  I  section  given  in  Problem  (13), 
when  the  plane  of  loading  intersecta  the  cross  section  at  an  angle  of  30°  with 
the  principal  axis  YY,  assuming  the  greatest  fiber  stress  to  be  16,000  lbs.  per 
sq.  in.  and  using  the  iS  polygon.    Determine  the  podtion  of  the  neutral  axis. 
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Pkoblrai  IS* 

A  beam  having  a  standard  I  section  is  to  be  subjected  to  loading  in  a  plane 
making  an  angle  of  60^  with  the  principal  axis  perpendicular  to  the  web.  If 
the  greatest  bending  moment  in  this  plane  is  8000  ft.  lbs.,  find  the  size  of  the 
section  required,  by  plotting  the  section  moduli  lines  for  the  poiht  of  maximum 
stress  intensity  only,  for  a  series  of  standard  sections,  and  determining  the 
section  which  will  give  the  required  value  of  Si  by  interpolating  the  plot. 
Assume  the  working  fiber  stress  /  »  15,000  lbs.  per  sq.  in. 


Fig.  200. 


Fig.  210. 


Problem  16. 

Solve  Problem  (15),  using  standard  channel  sections  and  assuming  that  the 
plane  of  loading  makes  an  angle  of  75^  with  the  principal  axis  perpendicular  to 
the  web,  the  plane  being  inclined  in  the  direction  indicated  in  Fig.  (207). 

Problem  17. 

A  load  P,  acting  parallel  to  the  central  axis,  is  applied  to  a  standard 
5"  X  3}"  X  i"  angle  through  a  riveted  connection,  shown  in  cross  section 
(Fig.  211).  The  angle  section  is  the  same  as  that  given  in  Problem  (1).  If 
the  greatest  allowable  fiber  stress  fe  =  10,000  lbs.  per  sq.  in.,  determine  the 
greatest  allowable  value  of  P  by  use  of  the  S  polygon:  (a)  Assuming  the  re- 
sultant load  to  act  through  Oi,  the  intersection  of  the  axis  of  the  rivet  and  the 
middle  layer  of  the  plate;  (b)  Assuming  the  load  to  act  through  0/,  the  inter- 
section of  the  axis  of  the  rivet  and  the  surface  of  the  angle;  (c)  Assuming  the 
load  to  act  through  Oi",  the  intersection  of  the  axis  of  the  rivet  and  the  middle 
layer  of  the  angle. 
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Problem  18. 

Determine  the  greatest  intensity  of  the  tensile  stress  in  the  angle  under  each 
of  the  assumptioDS  in  Problem  (17). 
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CHAPTER   IX. 
COLUMNS. 

• 

144.  Columns  and  Struts.  —  Reference  has  been  made  (Art. 
11)  to  the  fact  that  when  a  piece  of  material  is  subjected  to  its 
tdtimate  or  breaking  load  in  compression  the  manner  of  failure 
and  the  breaking  strength  will  depend  upon  the  length  of  the 
piece.  Under  its  ultimate  load  a  short  piece  of  a  brittle  mate- 
rial will  crmnble,  breaking  into  small  pieces;  while  a  short 
piece  of  ductile  or  malleable  material  will  gradually  flatten  out 
as  the  load  is  increased,  without  any  definite  breaking  load 
being  attainedi 

A  long  piece  will  bend  laterally,  or  buckle,  at  the  ultimate 
load,  until  it  collapses  and  the  breaking  load  in  compression 
will  be  found  to  be  much  less  than  that  of  the  short  piece  of 
the  same  cross  section  and  material.  Moreover,  the  breaking 
loads  for  pieces  of  a  given  cross  section  and  material  will  be 
found  to  diminish  as  the  lengths  of  the  pieces  are  increased. 
If  the  material  in  the  long  piece  is  brittle  rupture  will  occur  at 
one  or  more  sections  after  a  certain  amount  of  lateral  deflection 
has  taken  place,  but  if  the  material  is  ductile  the  piece  may 
continue  to  bend,  after  the  ultimate  load  has  been  reached,  until 
the  ends  are  brought  together. 

A  column  may  be  defined  as  a  vertical  member  which  is  sub- 
jected to  compression  by  forces  acting  in  the  direction  of  its 
axis,  whose  length  is  large  enough,  compared  with  the  dimen- 
sions of  its  cross  section,  for  failure  to  take  place  by  lateral 
bending.  When  a  member  which  is  not  vertical  is  subjected 
to  stress  under  similar  conditions  it  may  be  called  a  strut,  or 
brace. 

In  short  columns  and  struts  when  the  ultimate  or  breaking 
load  is  applied,  the  buckling  is  largely  due  to  the  unequal  yield- 
ing of  the  fibers,  which  are  subjected  to  stress  beyond  the  elastic 
limit  or  even  above  the  yield  point  of  the  material.    In  long 
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columns  faOiue  at  the  ultimate  load  may  be  due  to  bending 
which  takes  place  at  stress  intensities  below  the  elastic  limit. 

Different  theories,  based  upon  assumptions  similar  to  those 
made  in  the  common  theory  of  beams,  have  been  proposed  for 
determining  the  law  of  variation  of  the  breaking  strength  with 
the  length  for  different  sixes  and  t^-pes  of  columns.  The  as- 
sumptions in  these  theories,  however,  are  at  greater  \'arianco 
with  the  actual  conditions  met  with  in  practice  than  those  made 
in  the  beam  theory  and  hence  the  formulas  which  are  deduced 
have  to  be  regarded  as  empirical  to  a  considerable  degree.  Under 
the  usual  conditions  of  practice  purely  empirical  formulas,  based 
upon  the  experimental  determination  of  the  ultimate  strengths 
of  columns  under  working  conditions,  as  nearly  as  possible,  can 
be  made  to  represent  the  law  of  variation  of  the  breaking  strength 
fully  as  well  as  the  formulas  based  on  the  column  theories. 

A  discussion  of  the  more  common  column  theories  and  of 
different  types  of  empirical  formulas  is  given  in  the  following 
Articles. 

145.  Long  Thin  Rods.  —  The  behavior  of  a  long-  thin  rod,  in 
equilibrium  under  equal  and  opposite  forces  applied  at  its  ends, 
is  of  interest  when  considered 
in  connection  with  the  theory  I 
for  determining  the  strength  ^ 
of  long  columns.  Such  a  rod 
can  be  held  in  equilibrium 
ia  this  manner  in  a  number 
of  different  shapes  without 
the  stress  intensity  on  any 
cross  section  exceeding  the 
elastic  limit.  Some  of  these 
shapes  will  be  in  stable  equi- 
libriimi,  while  others  will  be 
in  unstable  equilibrium  and 
will  change  to  different  forms 
upon  any  disturbance  in  the 
•  forces  acting.    Under  certain 

conditions  the  rod  may  remain  perfectly  straight  and  in  other 
cases  it  may  be  bent  into  one  of  a  number  of  curved  forms,  such 
as  those  shown  (Fig.  212).  For  a  rod  of  any  given  dimensions, 
subjected  to  forces  of  a  given  magnitude,  one  form  only  would 


B 
P 


(a) 
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be  in  stable  equilibrium,  however,  that  being  the  form  embody- 
ing a  minimum  of  strain  energy. 

An  analysis  of  rods  of  different  dimensions,  held  in  equilib- 
rium under  forces  applied  at  the  ends,  would  show  that  in  some 
the  straight  form  (Fig.  212a)  would  be  the  stable  one  and  in 
others  the  curved  form,  shown  in  (Fig.  212b). 

The  derivation  of  the  general  equations  of  the  elastic  curves 
and  the  determination  of  the  stable  forms  for  thin  rods  of  this 
kind  is  beyond  the  scope  of  this  work.* 

146.  Euler's  Theory  —  Long  Columns.  —  The  object  of  this 
theory  is  the  determination  of  the  magnitude  of  the  centrally 
applied  load  required  to  produce  a  small  lateral  deflection  in  a 
long  column  when  the  greatest  stress  intensity  on  any  cross 
section  is  less  than  the  elastic  limit  of  the  material. 

The  result  is  affected  to  a  large  extent  by  the  conditions  at 
the  ends  of  the  colmnn;  the  load  required  to  bend  the  column 
being  greater  when  the  ends  are  "  fixed  "  than  when  the  ends 
are  held  so  that  the  axis  of  the  column  may  be  free  to  incline 
to  any  angle  with  the  vertical.  This  leads  to  the  consideration 
of  four  separate  cases,  differing  in  the  manner  in  which  the  ends 
of  the  columns  are  supported.  In  all  of  the  cases  the  following 
conditions  are  impqsed: 

(a)  The  material  is  homogeneous. 

(b)  The  cross  section  of  the  column  is  uniform. 

(c)  The  line  of  action  of  the  resultant  of  the  load  is  vertical. 

(d)  The  maximum  stress  intensity  is  below  the  elastic  limit  and 
the  material  follows  the  law  of  proportionality  between  stress 
intensity  and  strain. 

Case  I,  —  Column  fixed  at  one  end  and  free  at  the  other.  —  The 
theory  is  first  developed  for  an  ideal  case  in  which  the  colunm 
is  fixed  at  the  base,  with  the  axis  vertical,  and  is  free  to  deflect 
at  the  top  in  any  direction.  The  resultant  of  the  load  acts 
through  the  center  of  gravity  of  the  top  section  and  remains 
vertical,  whatever  the  deflection  of  the  coliunn  (Fig.  213).  Under 
these  conditions,  if  the  column  bends,  the  bending  will  evi* 
dently  take  place  in  the  direction  of  the  plane  which  is  perpen-. 

*  A  discussion  of  the  forms  of  the  elastic  curve  for  thin  rods  held  in  equi- 
librium imder  the  action  of  forces  at  the  ends  will  be  found  in  a  number  of 
treatises,  among  them  the  ''Mathematical  Theory  of  Elasticity,"  by  A.  E.  H. 
Love. 
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dicular  to  the  principal  axis  of  the  cross  section^  about  which 
the  moment  of  inertia  is  a  minimimi.  Assimie  that  P  =  the 
magnitude  of  the  load  which,  under 
the  foregoing  conditions,  is  required 
to  maintain  equilibrium  when  the 
column  is  deflected  a  small  amount 
a  at  the  top.  Let  I  =  the  length  of 
the  colimm  and  let  il  =  the  area, 
/  =  the  minimum  moment  of  inertia 
and  p  =  the  minimum  radius  of  gyra- 
tion of  a  cross  section.  Let  (x,  y) 
be  the  coordinates  of  any  point  on  ^ 
the  elastic  curve  OA  land  let  r  =  the 
radius  of  curvature  at  this  point. 

The  bending  moment  at  a  cross 
section   through   this   point  will   be  yiq.  213. 

equal  to 

ilf  =  P(a-x) 

and,  if  the  same  assumptions  are  made  as  in  the  common  theory 
of  bending  (Art.  95), 

1  ^  M  ^Pja-x) 

r      EI  EI 


-iL 


(1) 


From  the  differential  calculus,  so  long  as  a  is  small, 

1      cPx 

-  =  ^  (very  nearly),    .   .    .   . 


(2) 


and  equating  (1)  and  (2), 


(Px      P(a  —  X) 


which  may  be  written 


dy' 


EI 


(3) 


dx  cPx  J        P(a  —  x)  dx  J 


Integrating, 


1  /^Y 

2  W 


2  EI 


dx 


When  a;  =  0,  T-  =  0  and  hence  c  =  „  „, 

dy  2  EI 


(a  —  x)*  +  c. 


Pa* 


dv      "^y  EI 


V2  aa;  —  ai*, 


(4) 
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which  may  be  written, 

Integrating  again,  

ver8-i5==b2/y^  +  c'. 

When  2/  =  0,  a:  =  0,  and  hence  c'  =  0. 

/.     x  =  averss^y-g^  =  a^l -cosyy-^j,     .    .     (6) 

which  gives  the  equation  of  the  elastic  curve  in  terms  of  the 
maximum  deflection  a. 
When  y  =  Z,  equation  (5)  becomes 

IT 

a  —  a  —  acosly  -pjj (6) 

IT 

from  which  it  is  evident  that  a  =  0,  or,  cos  l\  -pf  =^  0«    Hence, 
if  a  has  a  finite  value, 

cosZy^  =  0 (7) 

and  ^\  Wt  ~  ^^®~^  ^  ~  9  ~  "9"'  ^^' 

Taking  the  smallest  value  of  the  angle  and  solving  for  P, 

'■-{T^^"<:ih^-  ■■ ® 

The  average  stress  intensity  on  any  cross  section  will  evidently 
be  equal  to 

^^"(1)' (») 

The  maximum  stress  intensity  will  occur  at  a  section  through 
the  fixed  end  and  will  be  greater  than  the  above  value  by  an 
amount  depending  on  the  value  of  a. 

The  load  P  may  be  called  the  critical  load;  for,  a  small  incre- 
ment added  to  P  will  produce  a  proportionately  largq  increase  in  a 
and  a  corresponding  increase  in  the  maximum  stress  intensity 
on  the  section  through  the  fixed  end,  resulting  in  the  collapse  of 
the  colunm. 
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p 
Hence  the  value  of  -j,  given  by  equation  (9),  may  be  taken  as  the 

vUimate  strength  of  the  column,  so  long  as  it  does  not  exceed  the 
elastic  limit  of  the  material. 

When  the  average  stress  intensity,  calculated  from  (9),  is 
greater  than  the  elastic  limit,  the  theory  assumes  that  the  condi- 
tion a  =  0  (equation  6)  must  hold  until  the  load  on  the  column 
is  sufficient  to  produce  a  stress  intensity  above  the  elastic  limit 
and  when  this  occurs  the  colimm  will  fail  by  buckling,  due  to  the 
unequal  yielding  of  its  parts;  and  that  under  these  conditions 
the  ultimate  strength  will  be  represented  by  the  simple  expression 

3=/c,    .    .    .    . (10) 

where  fe  =  the  elaslic  limit  of  the  material. 

Therefore^  the  ultimate  strength  for  a  column  of  any  dimensions 
will  be  the  less  of  the  values  given  by  equations  (9)  and  (10).    For 

any  given  values  of  fe  and  E  there  will  be  one  value  of  -  for  which 

P 

the  results  given  by  these  equations  will  be  identical.    Equating 

<9)  and  (10)  and  solving  for  -,  this  value  evidently  is 

P 


P      2V/. 


(11) 


This  may  be  called  the  critical  value  of  - ;  for,  when  this  ratio  is 

P 

less  than  the  value  given  by. (11),  the  ultimate  strength  is  given 
by  equation  (10)  and,  when  greater,  the  ultimate  strength  is  given 
by  equation  (9). 

Case  II.  Column  free  to  tarn  at  both  end  bearings.  —  In  this 
case  the  column  may  be  assumed  to  be  supported  on  rounded 
€nds,  or  frictionless  hinges,  at  A  and  B  (Fig.  214a)  which  offer  no 
resistance  to  the  turning  of  the  ends  of  the  axis  to  any  angle  of 
inclination  with  the  vertical  AB. 

If  the  column  bends  the  elastic  curve  will  be  symmetrical  with 
respect  to  the  axis  OX  through  the  middle  point  0. 

If  P  =  the  magnitude  of  the  equal  and  opposite,  centrally 
applied,  forces  required  to  maintain  equiUbrium  when  the  col- 
umn is  deflected  laterally  a  small  amount  a,  each  half  of  the  column 
must  fulfill  all  the  conditions  imposed  in  Case  I. 


352  APPLIED  MECHANICS 

Hence,  if  I  =  the  total  length  of  the  column  and  the  notaticm 
adopted  for  Caae  I  is  otherwise  followed,  by  substituting  ^  for  I 
in  equation  (8)  we  obtain 

P  -  (~)'eI  -  (f)'EA, (12) 


which  gives  the  ultimate  load,  provided  the  average  etress  inten- 
aty, 

P 


<?)'■ 


b  less  than  the  elastic  limit.  When  the  value  given  by  (13)  is 
above  the  elastic  limit  the  ultimate  strength  is  given  by  equation 
(10)  as  before. 


The  critical  value  of  -  for  this  case  will  evidently  be  equal  to 
P 
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Case  III.  Column  fixed  at  both  ends.  —  In  this  case  the  col- 
umn is  assumed  to  be  held  at  the  ends  in  such  a  manner  that  the 
tangents  to  the  ends  of  the  elastic  curve  remain  vertical  when 
the  column  bends  (Fig.  214b).  In  order  to  maintain  equilib- 
rium under  these  conditions,  when  the  column  begins  to  bend, 
a  couple  will  evidently  be  brought  into  action  on  each  of  the  end 
sections,  at  C  and  D,  in  addition  to  the  force  P  acting  through 
the  center  of  gravity.  The  stress  on  the  center  section  through  0 
will  be  the  resultant  of  a  couple  and  a  central  force  P,  respectively 
equal  to  the  couple  and  force  acting  at  either  of  the  end  sections; 
and  points  of  inflexion  will  be  located  at  A  and  B,  halfway  be- 
tween 0  and  the  ends  of  the  column. 

The  elastic  curve  will  be  symmetrical  with  respect  to  the  axis 
OX  J  through  the  middle  point  0,  and  each  quarter  of  the  colunm 
will  be  in  equilibrium  under  the  same  conditions  as  those  im- 
posed in  Case  I.    Hence  if  I  =  the  length  of  the  colunm  and  the 

notation  adopted  in  Case  I  is  followed,  by  substitutii^g  t  for  { in 
equation  (8)  we  obtain 

.  P  =  (^-fj  EI  =  {^Bj  EA, (15) 

for  the  ultimate  load  on  the  column.  The  average  stress  in- 
tensity, 

I  =  4x^s(5)', (16) 

must  be,  as  before,  less  than  the  elastic  hmit.  When  the  aver- 
age intensity  given  by  (16)  is  above  the  elastic  limit  the  ultimate 
strength  is  given  by  equation  (10). 

The  critical  value  of  -  for  this  case  is  evidently  equal  to 

P 


i-2.v/f 

P  ^   fc 


(17) 


Ca^e  IV.  Column  free  to  turn  at  one  end  and  fi^xed  ai  the  other. 
—  This  may  be  considered  as  an  intermediate  case  between 
Cases  II  and  III,  the  elastic  curve  taking  the  form  indicated  in 
Fig.  (214c). 

It  should  be  noted  that  it  differs  from  Case  I  in  that  the  hinged 
end  A  is  prevented  from  deflecting  laterally,  being  held  in  line 
with  the  vertical  through  the  fixed  end  D. 
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Since  the  greatest  deflection  a  is  small  compared  with  the 
length  of  the  column  each  third  of  the  length  may  be  assumed 
to  fulfill  very  nearly  all  the  conditions  imposed  in  Case  I  and 

hence,  by  substituting  5  for  J  in  equation  (8),  the  expression  for 

the  ultimate  load  becomes 

P  =  (|f)*£/  =  (^J  EA  (very  nearly), .    .     (18) 

and  that  for  the  average  stress  intensity  on  any  cross  section, 

P      9  n^E  /pV 


I' (19) 

As  before  when  the  value  of  the  intensity  given  by  (19)  is  above 
the  elastic  Umit  the  ultimate  strength  is  given  by  equation  (10). 

The  critical  value  of  -  for  this  case  becomes 

P 


I  ^3£./^ 

P       2  V// 


(20) 


Summary.  —  It  should  be  observed  that  the  formula  for  the 
ultimate  strength  in  each  of  the  foregoing  cases  is  in  the  form  . 

1  =  ^^(7)''      ....'....     (21) 

where  k  has  the  values,  -j,  x^,  4iir^,  —r-,  in  the  four  respective 
cases. 

The  expression  for  the  critical  value  of  -  in  each  case  is  in  the 

P 

form 

;  =  \/fc| (22) 

Since  the  ideal  conditions  imposed  are  rarely  met,  the  values  of 
k  may  be  modified  so  that  formulas  in  the  form  of  equation  (21) 
can  be  made  to  represent  the  ultimate  strengths  of  a  series  of 
long  columns,  loaded  under  ordinary  conditions,  more  nearly 
than  the  purely  theoretical  formulas. 

147.  Gordon's  Formulas  for  Columns.  —  Another  set  of  for- 
mulas for  determining  the  ultimate,  or  breaking,  loads  for  centrally 
loaded  columns  are  known  as  Gordon's  formulas. 
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These  formulas  have  been  developed  for  each  of  the  last  three 
cases  considered  in  the  preceding  article.  Although  a  rational 
derivation  is  attempted  in  each  case,  an  assumption  which  is 
made  is  so  inexact  that  the  formulas  must  be  regarded  as  empir- 
ical. The  deduction  of  the  formulas  follows,  the  column  in  each 
case  being  assumed  to  be  homogeneous  and  of  uniform  cross 
section. 

Case  I.  Column  free  to  turn  at  the  ends.  —  In  this  case  the 
colunm  may  be  assumed  to  be  supported  on  frictionless  hinges, 
or  on  rounded  ends,  so  that,  when  the  column  bends,  the  axis 
will  take  the  form  indicated  (Fig.  215a).  Let  P  =  the  ultimate 
load  and  v  =  the  lateral  deflection  under  this  load,  of  the  middle 
point  of  the  axis  of  the  colunm.  Since  the  load  is  centrally  ap- 
phed  the  stress  intensity  will  be  a  maximum  on  the  middle  cross 
section,  and  will  evidently  be -equal  to 

/c  =  ^  +  ^  (Art.  126), (1) 

where  -  =  the  minimum  section  modulus  of  the  cross  section, 
c 

To  determine  the  value  of  v  the  assumption  is  made  that 

t^  =  fcj, (2) 

or,  that  the  greatest  lateral  deflection  of  the  column  under  the 
ultimate  load  varies  as  the  square  of  the  length;  in  the  same 
manner  as  the  greatest  deflection  of  a  transversely  loaded  beam, 
when  subjected  to  a  maximum  fiber  stress  below  the  elastic  limit 
(Art.  104). 
Substituting  in  (1)  the  above  value  of  v  and  for  /  its  value 

where  p  evidently  equals  the  minimum  radius  of  gjrration  of  the 
cross  section,  we  obtain 

/-!+^=^h'm <'> 

Solving  (3)  the  expression  for  the  ultimate  load  reduces  to 

p  =  — M. (4) 

^  /7\« ^^^ 
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Since  the  affiiunption  (equation  2)  is  evidently  erroneous  when  fe 
is  above  the  elastic  limit  and  has  not  been  verified  for  values  of /« 
below  the  elastic  limit,  (4)  must  be  regarded  as  an  empirical  equa- 
tion, for  which  the  constants  fe  and  k  can  be  determined  from  the 
results  of  experiments  only. 


The  expression  for  the  ultimate  strength  in  terms  of  these 
constants  is  evidently, 

p i_ 

A 


l+k 


ar 


(5) 


Case  II.  Column  fixed  in  direction  at  the  ends.  —  The  deduc- 
tion of  the  formula  for  this  case  is  based  on  the  assumptions 
made  in  Case  I  and  the  additional  assumption  that  points  of 
inflexion  A  and  B  are  located  half  way  between  the  center  of  the 
column  and  the  ends  (Fig.  215b}.  As  soon  as  the  column  be^s 
to  deflect,  couples  will  evidently  be  brought  into  action  at  the  end 
sections,  in  addition  to  the  centrally  applied  loads  P.  On  this 
basb  the  portion  of  the  column  between  A  and  B  fulfllls  the  con- 
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ditions  imposed  in  Case  I  and  hence  the  expression  for  the  ulti- 
mate strength  may  be  obtained  by  substituting  ^  for  I  in  equa- 
tion (5),  giving 


'  '+!©' 


(6) 


Case  III.  Column  fixed  in  direction  at  one  end  and  free  to  turn  at 
the  other.  —  In  this  case  the  axis  of  the  colunm  is  assumed  to  take 
the  form  indicated  in  Fig.  (215c),  with  a  point  of  inflexion  B 
one  third  of  the  length  of  the  colunm  from  the  fixed  end.  If 
the  portion  between  A  and  B  is  assumed  to  fulfill  the  conditions 
imposed  in  Case  I,  the  expression  for  the  ultimate  strength  may 
be  determined  by  substituting  J  {  for  2  in  equation  (5),  giving 

A      .    .  4Jk/ZV ^  ^ 


1  + 


T" 


Q' 


148.  Rankine's  Formulas.  —  The  following  method  was  pro- 
posed by  Rankine  for  developing  a  formula  which  would  give  the 
ultimate  load  on  a  centrally  loaded  column  of  any  length  and  free 
to  turn  at  the  ends  (Fig.  214a).  , 

Let  Pi  =  foA  equal  the  ultimate  load  for  a  short  colunm  and 

Pi  =  Ti^EA  Ij]  equal  the  ultimate  load  for  a  long  colunm,  ac- 
cording to  Euler's  theory  (Art.  146).  Then,  it  was  assumed  by 
Rankine  that,  if  P  «  the  ultimate  load  for  a  column  of  any 
length,  the  equation 

would  give  a  value  of  P  which  would  hold  for  either  a  short  or  a 
long  column;  since,  for  a  very  short  colunm  -5-  would  be  so  small 
as  to  be  negligible  and  P  =  Pi,  nearly,  and  for  a  long  column 
the  value  of  -^  would  be  negligible  when  compared  with  -5-  and 

jTi  r^i 

P  =  Pj,  nearly. 
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Transpomng  and  substitutiQg  the  values  of  Pi  and  Pj, 

1  1  fcA 


P  = 


Pi      P«     fcA  ^ir^EA  W       ^  ^ir*S  W 


or^  A  *~"  "^""^^"^^""""^^^^  *     ••••••••      \"/ 


This  formula  will  evidently  give  the  same  value  for  the  ulti- 
mate strength  as  Gordon's  formula  (equation  5,  Art.  147),  pro- 
vided the  constant 

&'^' (3) 

The  values  for  fc  and  k,  given  by  Rankine  for  computing  the 
ultimate  loads  on  wrought-iron  and  cast-iron  columns,  were  as 
follows: 

Wrought-iron  columns,  fc  =  36,000,  k  =  ^^t  ; 
Cast-iron  columns,         fe  =  80,000,  fe  =  tb*^v- 


149.  Empirical  Formulas  of  the  Gordoni  or  Rankine  Type. 

—  As  stated  previously,  the  assumption  in  regard  to  the  deflec- 
tion, made  in  the  deduction  of  the  Gordon  formulas,  is  so  in- 
exact that  the  formulas  must  be  treated  as  empirical;  and  the 
constants  must  be  determined  from  the  results  of  experiments 
covering  the  different  types  and  sizes  of  columns  to  which  the 
formulas  are  intended  to  apply. 

Moreover,  the  conditions  laid  down  in  the  theory  in  regard  to 
the  manner  in  which  the  ends  of  the  column  are  held  are  rarely 
fulfilled  in  practice.  For  example  a  column  may  be  built  with 
flat  ends,  or  bearing  surfaces  which,  if  perfect,  would  prevent 
the  ends  of  the  axis  from  turning  but  owing  to  lack  of  homogeneity 
and  to  deflects  in  construction,  these  conditions  will  be  met  only 
approximately.  A  column  may  also  be  built  with  pin  supports 
through  the  ends  of  its  axis  and  if  such  a  column  bends,  the  ends 
can  evidently  turn  on  the  pins,  but  friction  will  prevent  the  ends 
from  turning  freely  enough  to  fulfill  the  conditions  imposed  in  the 
case  of  a  column  with  rounded  ends. 
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Therefore,  if  the  formulas  are  to  be  of  practical  value,  differ- 
ent sets  of  constants  must  be  provided  to  meet  the  different  condi- 
tions regarding  the  material,  the  type  and  size  of  the  colunm  and 
the  method  of  supporting  the  ends. 

Various  sets  of  constants  have  been  proposed  for  formulas  of 
the  Gordon  and  Rankine  type,  of  which  the  following  are  given 
as  examples.  The  formulas  are  proposed  for  determining  the 
ultimate  strengths  of  structural  colunms,  of  a  medium  grade  of 
steel,  constructed  by  riveting  together  plates  and  angles,  or  chan- 
nels, of  the  ordinary  standard  sections. 

Colunm  with  flat  or  "square"  bearings, 

P  50,000  .. 

^"i+_L_ ^^ 

^  36,000  p» 

Column  with  pin  bearings, 

P  _       50,000  ,_, 

5 W 


A  T 

1+ 

^  18,000  p« 


Column  with  one  pin  bearing  and  one  "  square  "  bearing, 

P     50,000 

1  + 


A-      .        P    - •   •   •   •     (3) 


24,000  p« 

The  constants  may  be  modified  so  that  the  formulas  represent 
working  strengths  instead  of  ultimate  strengths.  For  example,  if 
a  factor  of  safety  of  4  is  used,  the  expression  for  the  working 
strength  for  a  column  with  pin  bearings,  determined  from  equation 
(2),  would  evidently  be 

P  _       12,500  ... 

^  18,000  p2 

Formulas  for  working  strengths,  similar  to  (4) ,  but  with  somewhat 
different  constants,  can  be  found  in  the  building  laws  of  cities  in 
the  United  States. 

160.  Parabolic  Formulas.  —  It  was  proposed  by  Professor 
J.  B.  Johnson  that  if  Gordon's  formula 

3 ^TTTi  (Art.  147), 
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when  written  in  the  form 

p 
were  modified  by  substituting  fci  =  -j  fc   and  transposing,  the 

resulting  equation  of  the  parabola, 

would  represent  the  ultimate  strengths  of  columns  of  moderate 
length  provided  the  values  of  fc  and  fci  were  properly  chosen. 

He  proposed  that  for  colunms  of  mild  steel  with  flat  ends  the 
formula  be  written 

J  =  42,000- 0.62  (-V, (2) 

its  use  to  be  limited  to  values  of  -  <  190. 

P 

Similarly  for  mild  steel  columns  with  pin  ends, 

~  =  42,000  -  0.97  py, (3) 

for  values  of  -  <  150. 

P 

To  determine  the  working  strength  in  any  case  the  ultimate 
strength,  calculated  from  the  equation,  was  to  be  divided  by  a 
proper  factor  of  safety. 

151.  Straight-Line  Formulas.  —  After  a  careful  investigation 
of  the  results  of  tests  which  had  been  made  on  centrally  loaded 
columns  of  various  materials,  supported  in  different  ways  at  the 

ends,  Mr.  Thomas  H.  Johnson  proposed  that  when  plots  of  the 

p 
ultimate  strengths  were  made,  with  values  of  -j  for  ordinates  and 

of  -  for  abscissae,  a  straight  line  would  fit  the  plot  for  colunms  of 

any  given  type  and  material  as  well  as  any  curve. 

Hence  the  equation  of  the  straight  line  would  represent  the 
ultimate  strengths  of  columns  of  any  length,  within  specified 
limits,  as  well  as  any  of  the  formulas  for  which  a  rational  deriva- 
tion had  been  attempted. 


STRAIGHT-LINE  FORMULAS  361 

The  general  form  of  the  equation  of  the  straight  line  would  be 

2=f'-''(!^' (1) 

where  fe  and  fcb  are  constants,  which  can  easily  be  obtained  from 
a  plot  of  the  results  of  tests  made  as  indicated  above. 

In  the  case  of  mild  steel  columns  Johnson  proposed  the  following 

formulas  for  determining  the  vUimate  strength  for  values  of  - 
within  the  limits  indicated. 

Mild  steel  columns  with  flat  ends  f-  <  195 


a  <  195), 


?  =  52,500 -179- (2) 

A  p 


Mild  steel  columns  with  pin  ends  f-  <  159  j, 


5  =  52,500-220- (3) 

A  p 

Evidently,  the  chief  merit  of  formulas  of  this  type  is  their 
simplicity.  The  results  of  experiments  tend  to  show,  however, 
that  for  some  types  of  colunms,  at  least,  the  ultimate  strength  for 

values  of  -  less  than  a  given  amount  is  nearly  constant  and  that, 
P 

for  values  of  -  exceeding  this  amount,  the  ultimate  strength  can  be 

p 

represented  by  a  formula  of  the  straight-line  type.  Hence,  if  the 
constants  in  equation  (1)  are  chosen  to  give  the  proper  values  of 
the  ultimate  strength  for  the  longer  columns,  the  formula  will  give 
values  for  very  short  columns  which  are  too  high.  This  difficulty 
is  easily  overcome,  however,  by  imposing  both  minimum  and 

maximum  limits  of  -,  between  which  the  formula  will  hold;  and 

P 

adopting  a  constant  value  for  the  ultimate  strength 

j-f" (^) 

when  -  is  less  than  the  minimum  limit. 
P 

It  should  also  be  noted  that,  owing  to  the  friction  on  the  bear- 
ings of  a  column  supported  on  pins  and  the  lack  of  homogeneity 
which  usually  exists  in  the  ordinary  column  with  either  pin  or  flat 


with 
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ends,  the  results  of  experiments  fail  to  show  the  difference  between 
the  ultimate  strengths  of  columns  with  pin  ends  and  of  those  with 
flat  ends  which  the  different  theories  would  seem  to  indicate. 

It  is  now  customary,  therefore,  when  the  use  of  straight-line 
formulas  is  proposed  to  make  no.  distinction  between  the  constants 
for  columns  with  flat  ends  and  those  for  columns  with  pin  ends,  but 
to  make  one  formula  represent  the  ultimate  strength  of  all  colunms 

of  a  given  type,  having  values  of  -  between  certain  limits. 

P 

By  introducing  proper  factors  of  safety  the  formulas  can  evi- 
dently be  made  to  represent  the  working  strength  instead  of  the 
ultimate  strength.  Two  of  the  accepted  formulas  of  this  type, 
representing  the  working  strength  of  structural  colunms  of  mild 
steel,  are  the  following: 

J  =  16,000  -  70  (-) ,  for  values  of  -  >  30  and  <  120,      (5) 

P  I 

^  =  14,000,  for  values  of- <  30, (6) 

A  p 

recommended  by  the  American  Railway  Engineering  and  Main- 
tenance of  Way  Association;  and 

J  =  19,000  -  100  (-V  for  values  of  -  >  60  and  <  120,      (7) 
with 

V  =  13,000,  for  values  of- <  60, (8) 

recommended  by  the  American  Bridge  Company. 

Final  emphasis  should  be  laid  on  the  fact,  mentioned  heretofore, 
that  no  one  of  the  colunm  formulas  given  can  be  adapted  to  the 
determination  of  the  ultimate  strengths,  or  the  working  strengths, 
of  all  columns  of  any  one  material;  but  that  the  use  of  any  one 
formula  must  be  restricted  to  columns,  not  merely  of  the  material, 

but  of  the  type  of  cross  section  and  ratio  of  -  within  the  limits  of 

that  of  the  columns  from  which  the  experimental  data  for  deter- 
mining  the  constants  were  obtained. 

T.  H.  Johnson  proposed  that  a  straight-line  formula  with  proper 
constants  be  used  to  represent  the  ultimate  strength  for  values  of 

-  below  certain  limits  and  that  modified  forms  of  Euler's  formula 
p 
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(equation  21,  Art.  146),  with  proper  values  of  k,  be  used  to  repre- 
sent the  strengths  of  columns  when  -  exceeds  the  limits  of  the 
straight-line  formulas.    For  mild  steel  columns  with  flat  ends  and 

-  >  195  he  proposed  that  Euler*s  formula  with  fc  =  16  be  used: 
P 

and  for  mild  steel  columns  with  pin  ends  and  -  >  159,  fc  =  25. 

p 

By  introducing  proper  factors  of  safety  similar  formulas  for  the 
working  strengths  of  the  short  and  the  long  columns  could  be 
obtained. 

For  purposes  of  comparison,  graphs  of  the  ultimate  strengths  of 
mild  steel  columns  with  flat  ends  and  also  with  pin  ends,  given  by 
the  different  formulas,  are  plotted  in  Fig.  (216),  the  graphs  being 
designated  as  follows: 

(a)  Euler's  formula  for  columns  with  fixed  ends  —  (16)  (Art. 

146),  when  E  =  28,000,000  lbs.  per  sq.  in. 

(b)  Empirical  formula  of  the  Gordon  type  for  column  with 

flat  ends  — (1)  (Art.  149). 
(b')   Empirical  formula  of  the  Gordon  type  for  column  with 
pin  ends  — (2)  (Art.  149). 

(c)  Parabolic  formula  for  column  with  flat  ends  —  (2)  (Art. 

150). 
(c')   Parabolic  (formula  for  colunm  with  pin  ends — (3)  (Art. 
150). 

(d)  Straight-line  formula  for  colunm  with  flat  ends —  (2)  (Art. 

151). 
(d')   Straight-line  formula  for  column  with  pin  ends —  (3)  (Art. 
151). 

(e)  Euler's  formula —  (21)  (Art.  146),  as  modified  for  columns 

with  flat  ends,  using  fc  =  16,  E  =  28,000,000  lbs.  per 
sq.  in. 
(eO   Euler^s  formula —  (21)  (Art.  146),  as  modified  for  columns 
with  pin  ends,  using  fc  =  25,  B  =  28,000,000  lbs.  per 
sq.  in. 
Graphs  of  the  formulas  for  working  strengths  are  designated  as 
follows: 

(f)  Formula  (4)  (Art.  149). 

(g)  Formulas  (5)  and  (6)  (Art.  151). 
(h)  Formulas  (7)  and  (8)  (Art.  151). 
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162.  Eccentric  Loading.  —  Thus  far  in  this  chapter  the  dis- 
cussion has  been  limited  to  the  theories  and  the  different  types  of 
formulas  which  have  been  proposed  for  determining  the  breaking 
strengths,  or  the  working  strengths,  of  centrally  loaded  columns. 

When  a  column  of  ordinary  dimensions  is  loaded  eccentrically, 
that  is,  with  forces  acting  parallel  to  the  original  axis  of  the  column, 
the  maximum  stress  intensity  may  be  determined  by  the  methods 
in  Art.  (126). 

It  is  customary  to  limit  the  greatest  stress  intensity,  determined 
by  these  methods,  to  the  working  strength  for  a  centrally  loaded 
column  of  the  same  dimensions.    For  example,  if  the  straight-line 

P  P  I 

formulas  j  =  13,000  and  ^  =  19,000  -  100  -  (Art.  161)  are  used 

to  determine  the  working ,  strengths  of  centrally  loaded  steel 
columns,  the  maximum  stress  intensities,  when  the  columns  are 
eccentrically  loaded,  must  not  exceed  the  values  given  by  these 
formulas. 

163.  Strut  or  Tie  Subjected  to  Combined  Axial  and  Lateral 
Loading.  —  Case  I.  StnUf  fixed  at  one  end,  subjected  to  combined 
axial  and  uniform  lateral  loads.  Let  OA  represent  the  elastic 
curve  formed  by  the  axis  of  a  horizontal  strut  of  uniform  section 


Fig.  217. 


and  material  (Fig.  217)  which  is  fixed  in  direction  at  A  and  sub- 
jected to  a  horizontal  force  P,  acting  through  the  center  of  gravity 
of  the  end  section  at  0,  combined  with  a  uniformly  distributed 
vertical  load  w  per  unit  of  length  (for  example,  its  own  weight)  the 
stress  intensity  throughout  being  less  than  the  elastic  limit. 

Let  I  =  the  length,  A  »  the  area  and  J  the  moment  of  inertia  of  any  cross 
section^  about  a  horizontal  axis  which  is  assumed  to  be  a  principal  axis  through 
the  center  of  gravity.  Refer  OA  to  horizontal  and  vertical  axes,  with  the  origin 
at  Of  and  let  a  «  the  vertical  deflection  of  0.    Let  Ma  =»  the  bending  moment 
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at  A  and  M  *  the  bending  moment  at  a  ctobb  section  through  any  point 
(x,  y)f  on  the  elastic  curve. 

An  approximate  solution  for  Ma  and  the  greatest  fiber  stress  can  evidently 
be  made,  after  the  method  suggested  in  Art.  (126),  by  neglecting  the  lateral 
deflection  due  to  the  load  P  and  calculating  a  from  the  equation  for  the  greatest 
deflection  of  a  uniformly  loaded  cantilever  beam  (Art.  98);  in  which  case,  if 
signs  are  taken  positive, 

"=07 (^> 

and 

^«-T  +  ^^"T  +  0/' ^^> 

and  the  greatest  fiber  stress 

-      P.M^      P,c/u^,Pwl*\  ,,. 

^^A^T-^A^iVJ^wm) (^> 

For  a  more  accurate  solution,  following  the  usual  convention  of  signs  for 
X,  y  and  Af , 

M--^-Py (4) 

and  hence,  according  to  the  beam  theory, 

d^  _M_  tog*       Py 

d^'Et^      2EI      EI' 
or, 

<ti^^  EI  2EI ^^^ 

The  solution  of  this  equation  may  be  made  as  follows:  Let  y  ^  u  +  v. 
Then 

—  -I-  ^  -  —  ^^*  T  (R\ 

d3?^EI~      2EI 1-    •    W 

and 

S  +  S-« C7> 

From  (6)  the  value  of  the  particular  integral, 

tox*  ,  wEI  xrtx 

is  readily  obtained  and  from  (7)  the  complementary  function  may  be  obtained 
as  follows: 

Multiplying  (7)  by  -^  cLr  and  converting  it  to  the  form, 

EI   du,/du\   ,       ,       rt 

and  integrating, 

2P\dx/  "^2      2' 
where  c.  a  constant.    Solviogforg, 

du         .    4  fP  ^r^ = 
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or, 

du 


vS^' 


V^TT^i           T  EI 
and  integrating  again,  


or, 

U  «  CC06 


\ooa  X  Kf  j^  COB  d  —  sin  x  y  ^  sin  d J  , 


where  d  »  a  constant. 
Letting  the  constants 

c  cos  d  »  C    and     —  c  sin  d  »  D 

we  obtain 


Therefore  the  complete  solution  of  equation  (5)  is 

tw*  ,  wEI  ,  ^ 


To  determine  C  note  that  when  x  »  0,  y  »  0;  and  hence 

wEI 


C=  - 


P« 


(9) 


u -Ccoexy -grp  +  Dsinxygj (11) 


ygj  +  Dsmxy^y.     .    .    (12) 


To  determine  D.note  that  when  x  »  Z,  -r^  »  0.    Hence 

ax 

|._-_Cv/|sin.V|  +  DV^c«.xV/|-0. 
when  X  ^  I,  and 

"-^'['V/I-'^/^-'-'V^]- 

Hence  equation  (12)  reduces  to 

»  = -|5  +  ^  [l  -  ooexy^+jy^eecl  Vj 

.        -Uml\f^mnx\/ff] (13) 

When  X  »  Z,  y  «  a,  and  hence 

and  the  greatest  bending  moment 


P    .      a/P 

Ei'^'^ym 


wP  ,  wEI 
^'"2P+ 


-^  Wl^  jy  WEI 

Ma  — 2 "O  = p- 


[l-8ecJV/5+i\/£tanlV/^].    .    (16) 
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(16) 


The  greatest  intensity  of  stress  on  the  section  through  A  will  evidently  be 
equal  to 

-       P   ,Mafi 

'      _  ^^A^~T 

If  we  let  a  "*  ^  y  e7  w^d  appJy  the  expansion 

1  _L     *  a»  ,   cr*   ,   7a«^113a«  ^ 

l-8ec«  +  «taii«=  2-+-8  +  144  +  "5760"^' 

to  equation  (15),  we  obtain 

wEI 


Ma^ 


L2  \El)  "^  8  V^//        144  V^/y  "^  6760  \E/y  "^ 


•] 


2  "*"8^/ 


P  [1+  0.389P  (^)  +  0.157^ (^y  +•••]..    .    (17) 

By  comparing  the  bending  moment  obtained  from  (17)  with  that  given  by 
(2)  for  any  specific  case  the  error  due  to  using  the  approximate  solution  given 
by  the  latter  equation  can  be  readily  estimated. 

Case  II,  Strut  with  hinged  ends  subjected  to  combined  axial  and 
uniform  lateral  loads.  Let  OAB  represent  the  elastic  curve  formed 
by  axis  of  a  horizontal  strut,  held  by  f  rictionless  hinges  at  0  and  B 
(Fig.  218),  and  subjected  to  a  horizontal  thrust  P,  through  the  center 
of  gravity  of  each  end  section,  combined  with  a  uniformly  dis- 
tributed load  w  per  unit  of  length,  the  greatest  stress  intensity  in 
the  strut  being  less  than  the  elastic  limit. 


Fig.  218. 


Let  I  —  the  length  of  the  strut,  Ma  the  bending  moment  at  the  middle 
section  A  and  follow  the  notation  adopted  in  Case  1. 

An  approximate  solution  will  evidently  be,  when  signs  are  neglected, 

Jl/a  = -g- +  Po  = -g- +  38417 (1*> 

and  the  greatest  fiber  stress 

P      c(wV      5Ptri«\ 
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For  a  more  exact  solution,  following  the  usual  convention  of  signs  for  x,  y 
and  M 

M  ^-^x--^  -Py, (21) 

and 

cLx^^EI  2EI^2EI ^^^^ 

Proceeding  in  the  same  manner  as  in  Case  I,  the  solution  of  equation  (22)  is 

When  X  =  0,  y  =  0,  and  when  *  =  5'  ;^  ~  ^»  *^^  hence 

^  w^/      -.  wEI.      l.lT 

Hence  equation  (23)  reduces  to 


_  __  m^     tdx     wEI 
y  2P"^2P"^ 


g^[l-cosa;y/^-tan^y|^8inxV^].  .    (24) 


When  X  —  ^^y  =  a\  and  hence 

''^SP^-prl^-^2\m--^2\fEI^2\ElJ 

=  8P  +  -^L^-^^2Ve7J (26) 

The  greatest  bending  moment 

A,,  =  !f_P„=_!f  [l-^eciy^].     ...    (26) 
and  the  greatest  fiber  stress 

I      l~P 

If  we  let  a  ~  o  V  f7  ^'^^  ^PP^y  ^^®  expansion 

1  -  _      ^      5a<      61  «•      1385 «» 

^*-        2        24         720   "  40,320' 

to  equation  (26),  we  obtain 

wElVl^t  P 
P 


Ma^ 


By  comparing  the  bending  moment  obtained  from  (28)  with  that  given  by 
(19)  for  any  specific  case,  the  error  due  to  using  the  approximate  solution  can 
be.readily  obtained. 
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Case  III,  Tie  with  hinged  ends  subjected  to  combined  axial  and 
lateral  loads.  By  reversing  the  direction  of  the  horizontal  forces, 
Fig.  (218)  may  be  taken  to  represent  a  horizontal  tie,  subjected 
to  an  axial  pull  P  combined  with  a  uniformly  distributed  lateral 
load. 

Assuming  that  the  greatest  stress  intensity  is  below  the  elastic  limit  and 
following  the  notation  of  Case  II  an  approximate  solution  may  be  made  by 
the  use  of  equation  (20),  the  positive  signs  in  this  case  representing  tension 
instead  of  compression. 

A  more  exact  solution,  using  the  same  notation  as  before  and  the  usual  con- 
vention of  signs  for  x,  y  and  M,  is  the  following: 

and  hence 

dx«      EI"      2EI^2EI ^^' 

The  solution  of  (30)  is  made  in  the  same  manner  as  that  of  (5)  and  (22]  and 

The  constants  may  be  determined  from  the  conditions 

y  =  0,  when  x  =  0,  and  -r^^  =  0,  when  a;  =  «»  *°^  *he  values  are 
^  wEI      j^      wEI  ^    .UfP 

Substituting  in  (31), 
When  X  =  5,  y  —  o,  and 


to      . 


The  greatest  bending  moment 

M„-f +Pa  =  l^'[l-8echiv5].    ...    (34) 
and  the  greatest  fiber  stress 

/  =  3  +  ¥t— ^lV/|]. (35) 

the  positive  sign  in  this  case  indicating  tension. 

Solutions  for  other  cases  where  struts  are  subjected  to  transverse  loads  may 
be  obtained  in  a  similar  manner.* 

*  See  Paper  by  Arthur  Morley  in  the  Philosophical  Magazine,  June,  1908. 
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164.  Long  Colamn  under  Eccentric  Load.  —  The  method 
of  detennining  the  maximum  stress  intensity^  due  to  eccentric 
loading  on  a  column  of  ordinary  length,  has  been  discussed  in  Art. 
(152).  The  modifications  in  Euler's  formulas  for  long  columns, 
which  result  from  an  eccentricity  of  the  load,  are  of  some  value. 

Referring  to  Case  I  (Art.  146),  assume  that  the  load  P  at  the  ead  section 
of  the  column  (Fig.  213)  acts  at  a  distance  e  from  the  axis,  the  plane  containing 
the  load  and  the  axis  of  the  colimm  being  perpendicular  to  a  principal  axis  of 
any  cross  section.  The  bending  moment  at  a  section  through  any  point  (x,  y) 
on  the  axis  will  then  be  equal  to 

M-'P(a  +  e-x) (1) 

and  equation  (3)  (Art.  146)  becomes 

dj^+m-Ei^''+'^ (2) 

The  solution  of  this  equation  is  evidently 

a;  =  (a  +  c)fl— cosy  y  ^ )  (equation  6^  Art.  146) ...    (3) 
When  y  ^  l,x  ^  a  and  equation  (3)  becomes 


and  hence 


acoe/V^  =6|1  — cosZVpj 


a^e\aecl\^-iy (4) 

from  which  a  value  for  a  can  be  obtained. 

The  bending  moment  at  the  fixed  end  is  equal  to 

JI/o-P(a  +  c)  ^PcfsecZy^j (5) 

and  the  greatest  intensity  of  the  compressive  stress 

P  ,  McC 
A 

BO  long  as  the  value  of  /«  does  not  exceed  the  elastic  limit  of  the  material.    If 
tension  exists  on  the  section  through  O  its  greatest  intensity  wiU  evidently  be 

/.-p(fBeol£-l) .    (7) 

In  the  case  of  the  column  hinged  at  both  ends  (Case  II,  Art.  146),  the 
greatest  stress  intensity  in  tension  and  compression  when  the  eccentricity  of 

the  load  is  equal  to  e,  can  evidently  be  obtained  by  putting  x  »  i  in  (6)  and  (7), 
which  will  give  


/«-^+^-Ki+7-'VS) («) 


and 


/..p(jaeciv/^-l) ,    .    (») 
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166.  Problems:  Columns  and  Struts. — 

Problem  1. 

Given:  A  steel  column  with  flat  ends,  having  the  cross  section  shown  in 
Fig.  (219),  and  subjected  to  an  axial  load.  By  use  of  the  empirical  formula 
(1)  (Art.  149)  of  the  Gordon  type  find  the  ultimate  strength  of  the  column: 

(a)  If  the  column  is  25  ft.  long; 

(b)  If  the  column  is  12  ft.  long. 

Find  the  working  loads  for  the  colunms  of  the  two  given  lengths: 

(a)  By  using  a  factor  of  safety  of  4  with  the  above  named  formula; 

(b)  By  using  the  straight  line  formula  (5)  or  (6)  (Art.  151); 

(c)  By  using  the  straight  line  formula  (7)  or  (8)  (Art.  151). 


\< 12^ 


"^^r^^^""  VV^V.XXVXXXV^X 


1.1 


/  *  8  *  ^fl"*  i 


^ 


-JL    \ 


$ 


^^^ 


.vvv^^v^^^vvvxv>^  vvwvx>.v«J«x«c«. 
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I, =80  (Ina,)* 
_g^  1^=8.0  (Ins.)* 

Xq^A  ins. 
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(a) 
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O 

i 

(b) 


Fig.  219. 


Problem  2. 


Solve  Problem  (1),  substituting  the  cross  section  shown  in  Fig.  (220)  for 
that  shown  in  Fig.  (219). 


V.|< M^ 


DETAIL  OF 
ANGLES 

A  =4.75  sq.lns. 

Is  =17.4  (Ins.)* 

I4=6.3  (Ins.)* 
a;o"1.0  ins. 

yo«=2.0  ins. 


^-vMwmmi^^^m^ 
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2 

(a) 


Fio.  220. 


Problem  3. 

Determine  the  ultimate  strength  of  the  columns  given  in  Problems  (1) 
and  (2),  assiuning  that  the  ends  are  supported  on  pins,  the  axes  of  which  coin- 
cide in  the  principal  axis  (1-1),  and  using  formula  (2)  (Art.  149). 


PROBLEMS 


373 


Problem  4. 

Determine  the  working  load  for  a  column  having  the  cross  section  shown 
in  Fig.  (221)  when  subjected  to  an  axial  load,  by  use  of  formula  (7)  or  (8) 
(Art.  151): 

(a)  If  the  column  is  8  ft.  long; 

(b)  If  the  column  is  16  ft.  long. 

Problem  6. 

Solve  Problem  (4),  using  formula  (5)  or  (6)  (Art.  151). 

Problem  6. 

Determine  the  ultimate  strength  of  an  axiaUy  loaded  column,  25  ft.  long,  of 
the  cross  section  shown  Fig.  (222),  by  use  of  Euler's  formulas  (Art.  146), 
using  E  »  28,000,000  lbs.  per  sq.  in. 

(a)  Assume  column  with  flat  ends; 

(b)  Assume  column  with  rounded  ends. 


k » 


»» 


I 


yyy/>y/yyAwxwyMmy/i 


i 

I — ^ 


If. 


^/yyy/'^/YMr/ryyxyyx/yy'/y:/. 


Fia.  221. 


Fia.  222. 


Problem  7. 

Determine  the  ultimate  strength  of  an  axially  loaded  column,  40  ft.  long, 
having  the  cross  section  shown  in  Fig.  (221),  by  use  of  Euler's  formula  (Art. 
146),  using  E  »  28,000,000  lbs.  per  sq.  in. 

(a)  Assiune  column  with  flat  ends; 

(b)  Assume  column  with  rounded  ends. 

Problem  8. 

Determine  the  working  load  for  an  eccentrically  loaded  column,  25  ft. 
long,  having  the  cross  section  shown  in  Fig.  (219),  assuming  that  the  resultant 
load  intersects  the  principal  axis  (2-2)  at  a  distance  2"  from  the  center  of 
gravity.    Use  formula  (7)  (Art.  151)  to  obtain  the  working  strength. 

Problem  9. 

Solve  Problem  (7),  assumini^  the  resultant  load  acts  through  the  principal 
axis  (1-1)  with  an  eccentricity  of  2' 


>// 


Problem  10. 

Solve  Problem  (8),  substituting  a  column  with  the  cross  section  shown  in 
Fig.  (220)  for  that  shown  m  Fig.  (219). 
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Problem  11. 

Determine  the  greatest  fiber  stress  in  a  column  30  ft.  long,  having  the 
orods  section  shown  in  Fig.  (222),  when  subjected  to  a  load  of  10,000  Ibe. 
witl)'an  eccentricity  of  2".  Assume  that  the  colunm  is  supported  on  pins 
at  each  end  and  use  the  method  of  Art.  (154),  taking  E  »  28,000,000  lbs. 
per  sq.  in. 

Problem  12. 

Determine  the  greatest  fiber  stress  in  a  horizontal  strut  30  ft.  long,  having 
the  cross  section  shown  (Fig.  221),  when  subjected  to  a  centrally  applied 
force  of  10,000  lbs.  at  each  end.  Assume  that  the  ends  of  the  strut  are  hinged 
in  the  direction  of  the  axis  (1-1),  (web  vertical),  and  that  the  weight  of  the 
material  is  0.28  lb.  per  cu.  in.  Use  the  method  of  Art.  (153),  taking  E  => 
28,000,000  lbs.  per  sq.  in. 


CHAPTER  X. 

SHAFTING  AND  SPRINGS. 

156.  Stress  Due  to  Torsion  in  a  Circular  Shaft  —  If  a,  straight 
bar,  or  shaft,  of  uniform  circular  section*  and  homogeneous  ma- 
terial, is  held  in  equilibrium  under  the  action  of  two  equal  couples, 
of  opposite  sign,  in  planes  perpendicular  to  its  axis  at  the  ends, 
the  bar  will  undergo  a  distortion  in  shear  and  every  cross  section 
will  be  subjected  to  a  shearing  stress,  the  intensity  of  which  at 
any  point  may  be  determined  in  the  following  manner. 


Fig.  223. 


Let  AB  (Fig.  223)  represent  any  Une  in  the  surface  which  is 
parallel  to  the  axis  of  the  bar  before  the  couples  M  and  —M  are 
applied  at  the  ends.  Let  the  end  A  be  held  stationary  and  the 
end  B  be  free  to  rotate.  The  couples  will  twist  the  shaft  about 
its  axis  so  that  any  plane  cross  section  will  undergo  a  slight  rota- 
tion, which  is  proportional  to  the  distance  of  the  section  from  the 
fixed  end  of  the  shaft,  and  hence  the  straight  line  AB  will  be  dis- 
torted into  a  heUx  AC.  It  is  assumed  that  any  line  of  intersec- 
tion of  a  cross  section  and  a  radial  plane  remains  straight,  under- 
going an  angular  displacement  only,  during  the  distortion  of  the 
bar;  the  radial  line  OB,  for  example,  being  displaced  to  the  posi- 
tion OC. 
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Let  r  =  the  radius  and  x  —  the  length  of  the  bar,  and  let 
t  =  the  angle  BOC.  Since  the  material  is  homogeneous,  the 
shearing  strain  at  any  point  in  the  surface,  in  the  directions  of. 
the  tangent  to  the  circumference  of  the  cross  section  and  the 
line  parallel  to  the  axis  of  the  bar  through  any  point,  will  be  uni- 
form for  the  entire  bar  and  the  measure  of  this  strain  will  be  the 
angle  between  the  helix  AC  and  any  line  in  the  surface  parallel 
to  the  axis  of  the  bar;  the  tangent  of  this  angle  evidently  being 

equal  to 

BC     ri  .  . 

^=ii  =  i <i) 

The  shearing  strain,  in  directions  parallel  to  the  above,  at  any 
point  6,  within  the  bar  at  a  distance  p  from  the  center,  will  evi- 
dently be  equal  to 

^■-i ») 

If  G  =  the  modulus  of  rigidity  and  the  law  of  proportionality  of 
shearing  stress  to  strain*  holds  for  the  material,  the  intensity  of 
the  shearing  stress  on  the  cross  section  UV,  at  the  point  e,  will 
be  equal  to 

«  =  Gy=%^(Art.7) (3) 

The  direction  of  the  shearing  stress  at  e  will  evidently  be  at 

• 

right  angles  to  the  radius  through  the  point  and,  since  G  -  is  a 

constant  for  all  points  in  the  cross  section,  the  stress  intensity  at 
other  points  in  the  section  will  vaiy  as  their  distances  from  the 
center  of  the  shaft. 

If  we  let  the  constant  G-  =  a,  the  expression  for  the  shearing 

X 

stress  intensity  at  e  becomes 

8  =  ap,   .    : (4) 

the  stress  on  an  area  dA  at  the  point  e  wiU  be  equal  to 

sdA  =  ap  dAy 

and  the  moment  of  this  stress  about  the  center  of  the  cross  section 

will  be  equal  to 

psdA  =  ap^  dA, 

Therefore,  since  the  resultant  of  the  stress  on  UV  must  be  a 


M 
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couple,  equal  in  magnitude  to  the  couple  M,  we  shall  obtain  by 
integration 

=  a  /  p*  dil  =  alp, (5) 

where  Ip  =  the  polar  moment  of  inertia  of  the  cross  section  about 

M 
its  center.    Hence  a  =  -^^ ,  and  substituting  this  value  in  (4)  we 

obtain 

«=Mf, (6) 

which  is  the  formula  for  the  stress  intensity  at  any  point  in  the 
cross  section. 

If  we  let  /,  ==  the  greatest  intensity  of  the  shearing  stress  on 
the  cross  section,  it  is  evident  that 

-       ,,  r        16 M  ,_. 

^'=^Tr^^ /^^ 

where  d  =  the  diameter  of  the  bar. 

Twisting  Moment,  or  Torque,  —  The  couple  M  is  called  the 
twisting  moment,  or  the  torque.  The  equal  and  opposite  couple 
formed  by  the  shearing  stress  on  the  section  is  called  the  mcnnerU 
of  resistance  in  torsion. 

It  is  evident  from  the  law  of  equality  of  shearing  stresses  on 
planes  at  right  angles  (Art.  24),  that  shearing  stresses  will  exist 
on  all  longitudinal  planes  containing  the  axis  of  the  shaft. 

The  direction  of  the  shearing  stress  at  any  point  in  such  a 
plane  will  be  parallel  to  the  axis,  its  intensity  will  be  proportional 
to  the  distance  of  the  point  from  the  axis  and  its  magnitude  will 
be  given  by  equation  (6). 

157.  Angle  of  Torsion.  —  The  angular  displacement  i  of  a 
radius  at  one  end  of  the  bar  (Fig.  223),  relatively  to  the  radius 
at  the  other  end  which  was  originally  in  the  same  plane,  is  called 
the  angle  of  torsion,  or  the  angle  of  twist  in  the  length  AB.  The 
value  of  i  for  any  portion  of  the  bar  of  length  equal  to  x  may 
be  readily  obtained  by  equating  (3)  and  (6)  (Art.  156)  and  reduc- 
ing to  the  expression 

.  _  Mx  _32Mx  ... 

^'  GIp~  irdH}  ' ^  ^ 

By  eliminating  M  between  this  equation  and  (7)  (Art.  156)  we 
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obtain  ah  expression  for  the  angle  of  torsion  in  terms  of  the 
greatest  intensity  of  the  shearing  stress. 

Torsional  Rigidity.  —  The  quantity  -,  or  the  angle  of  twist  per 

unit  length  of  the  bar,  may  be  called  the  twist;  and  the  ratio  of  the 
torque  M  to  the  twist,  expressed  by  the  formula 

^^  =  GI^ (3) 

may  be  taken  as  the  measure  of  the  torsional  rigidity  of  the  bar. 

168.  Elastic  Limit  in  Torsion.  —  The  relation  between  the 
angle  of  torsion  and  the  torque  for  a  bar  of  any  material  is  very 
similar  to  that  between  the  elongation  and  the  load  when  the  bar 
is  subjected  to  tension.     (Art.  8.) 

If  a  bar,  or  shaft,  of  ductile  steel  is  subjected  to  a  gradually 
increasing  twisting  moment,  the  angle  of  twist  will  be  found  to 
increase  very  nearly  in  proportion  to  the  torque  until  the  elastic 
limit  in  torsion  is  reached,  after  which  the  rate  of  increase  of  the 
angle  of  twist  will  be  much  greater  than  that  of  the  torque  until 
fracture  results. 

If  a  line  is  plotted  on  rectangular  coordinates,  having  values 
of  the  torque  M  for  ordinates  and  corresponding  values  of  the 
angle  of  torsion  i  for  abscissse,  it  will  be  similar  in  form  to  the 
diagrams  for  tension,  shown  in  Figs.  (6  and  7).  Such  a  diagram 
may  be  called  a  loadrdejormation  diagram  for  torsion.  The  line 
will  be  very  nearly  straight  for  values  of  M  between  zero  and  a 
value  which  may  be  called  the  torque  at  the  elastic  limit,  and  for 
values  of  M  above  this  limit  the  Une  will  be  a  curve  with  a  con- 
tinually decreasing  angle  of  slope. 

The  maximum  shearing  stress  intensity  in  a  round  bar  at  this 
limit,  given  by  equation  (7)  (Art.  156),  is  called  the  elastic  limit 
in  torsion.  If  the  twisting  couple  is  removed  before  the  elastic 
limit  is  reached  the  twist  will  disappear,  but  if  the  couple  is  re- 
moved after  the  elastic  Umit  is  reached  the  bar  will  retain  a  per- 
manent twist,  or  set  in  torsion. 

If  the  material  is  very  ductile  a  yield  poirU  in  torsion  will  appear 
at  a  torque  somewhat  higher  than  the  elastic  limit,  similar  to 
the  yield  point  in  tension. 
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Owing  to  the  fact,  however,  that  the  stress  intensity  at  points 
in  the  interior  of  the  bar  is  less  than  the  intensity  at  the  outer 
layer,  the  torque  at  neither  the  elastic  limit  nor  the  yield  point 
in  the  case  of  a  solid  bar  is  so  definitely  marked  as  the  load  at 
the  elastic  limit,  or  the  yield  point,  for  a  tension  bar.  In  the 
case  of  a  hollow  tube  the  analogy  between  the  stress  strain  rela- 
tions in  torsion  and  tension  is  much  closer,  since  the  stress  in- 
tensity in  all  parts  of  the  tube  is  very  nearly  uniform  for  either 
tension  or  torsion. 

For  other  materials  than  mild  steel  the  load-deformation  dia- 
grams in  torsion  and  tension  will  also  be  found  to  be  approxi- 
mately similar  iA  form. 

169.  Stress  Beyond  the  Elastic  Limit  in  Torsion.  —  It  will 

be  evident  from  the  assumptions  in  the  theory  of  torsion  (Art. 

156)  that  when  the  stress  intensity  in  a  round  bar  exceeds  the 

elastic  limit,  the  formula 

-      Mr 

will  cease  to  give  the  true  value  of  the  maximum  shearing  stress. 

The  value  of  /,  obtained  by  substituting  for  ikf ,  in  the  above 
formula,  the  twisting  moment  required  to  fracture  the  shaft 
may  be  called  the  modulus  of  rupture  in  torsion.  By  applying 
proper,  factors  of  safety  this  quantity  may  be  used  in  determining 
values  of  the  working  strength  in  torsion,  similar  to  determining 
the  working  fiber  stress  for  bending  from  the  transverse  modulus 
of  rupture  {Art.  81). 

A  hardening  effect,  similar  to  that  produced  by  applying  a 
stress  beyond  the  elastic  limit  in  tension  (Art.  14),  will  be  pro- 
duced by  applying  stress. beyond  the  elastic  limit  in  torsion,  the 
modulus  of  rupture  and  the  elastic  limit  in  torsion  being  increased 
and  the  ductiUty  diminished  thereby. 

Ductility  in  torsion.  The  number  of  turns  per  unit  of  length 
which  can  be  produced  in  a  bar  before  fracture  may  be  taken  as  a 
measure  of  the  ductility  of  the  material  in  torsion. 

160.  Transmission  of  Power  by  Shafting.  —  When  a  shaft  is 
used  to  transmit  power,  the  relation  between  the  torque  and  the 
power  transmitted  is  expressed  by  the  following  simple  equation, 

,--      h.p.  X  33,000  X  12  ,-v 

-^'^  2..V ' (^) 

where  M  =  the  torque,  expressed  in  in.  lbs.,  h.p.  =  the  horse 
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power,  N  =  the  number  of  revolutions  of  the  shaft  per  minute. 
Substituting  this  value  of  M  in  equation  (7)  (Art.  156)  we  obtain 

-  _  12  X  33,000  X  h.p.  X  r  .  . 

•'•"  2^^  ^^^ 

If  the  shaft  is  solid  and  d  =  its  diameter,  equation  (2)  reduces  to 

/  _  3,168,000  h.p.  .^. 


7rWd» 


from  which 


,  _  ;/3,168,000h.p.       ^  Vh.p.  ... 


where  

68.47 


-,      .'/3, 168,000      68.47 


(5) 


Equation  (4)  gives  in  simple  terms  the  diameter  of  a  shaft 
required  to  transmit  a  given  amount  of  power,  at  a  given  speed 
in  revolutions  per  minute,  when  the  value  of  the  constant  K  for 
the  material  in  the  shaft  has  been  determined. 

161.  Hollow  Circular  Shafts.  —  The  assumptions  made  in 
the  theory  and  the  formulas  deduced  thereby  for  determining 
the  intensity  of  the  shearing  stress  and  the  angle  of  torsion  will 
apply  equally  as  well  to  a  hollow  shaft  as  to  the  soUd  bar.  If 
fi  =  the  inside  radius  and  r  =  the  outside  radius  of  a  hollow 
shaft,  the  polar  moment  of  inertia  will  be  given  by  the  formula 

7,  =  I  (r*  -  n^), 

and  by  substituting  its  value  in  equations  (7)  (Art.  156)  and 
(1)  (Art.  157)  the  values  of  the  maximum  shearing  stress  inten- 
sity and  the  angle  of  torsion  for  any  given  torque  are  obtained. 

For  any  maximum  shearing  stress  intensity  the  ratio  of  the 
moment  of  resistance  in  torsion  of  a  hollow  shaft  to  that  of  a 
solid  shaft  of  the  same  outside  diameter  will  be  equal  to  the 
ratio  of  the  two  polar  moments  of  inertia;  for,  if  M  and  M'  are 
the  moments  of  resistance  in  torsion  and  Ip  and  Ip'  are  the  polar 
moments  of  inertia  of  the  hollow  and  solid  shafts,  respectively, 

M=^-^'  =  ^(^-rt*) (1) 


and 


M'=iljL=^r^, (2) 

r        2r 
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and  hence 


^-i-(?y.- (3) 


M'     //  r* 

The  above  equation  will  also  represent  the  ratio  of  the  torsional 
rigidity  of  the  hollow  shaft  to  that  of  the  solid  one. 

The  weights  of  any  given  length  of  the  two  shafts  will  be  pro- 
portioned to  the  areas  of  the  two  cross  sections  and,  if  W  and  W 
are  the  weights  of  the  hollow  and  solid  shafts,  respectively, 


-'-(?)■ (*) 


162.  Torsion  in  Bars  of  Non-Circular  Section.  —  When  a 
straight  bar,  which  is  not  circular  in  section,  is  subjected  to  tor- 
sion by  the  application  of  couples  at  the  ends,  the  cross  sections 
do  not  remain  plane,  as  in  the  round  bar  (Art.  156),  but  are  dis- 
torted into  curved  surfaces.  The  intensities  of  the  shearing  stress 
at  all  points  in  a  cross  section  are  not  proportional  to  their  dis- 
tances from  the  axis  of  the  bar,  the  points  of  maximum  intensity 
being  the  points  in  the  perimeter  of  the  section  which  are  nearest 
the  axis  of  the  bar. 

Saint- Venant  was  the  first  to  deduce  correct  expressions  for 
the  intensity  of  the  shearing  stress  due  to  toi:3ion  and  the  angle 
of  torsion  in  prismatic  bars  of  non-circular  cross  section.  The 
theory  is  difficult,  however,  and  the  resulting  formulas  only  will 
be  quoted  here.  Previous  to  Saint-Venant's  work  it  had  been 
customary  to  use  the  formulas  for  the  round  bar  (Arts.  156-157) 
for  determining  the  maximimi  stress  intensity  and  the  angle  of 
torsion  in  a  bar  of  any  other  shape;  substituting  for  I  the  polar 
moment  of  inertia  of  the  cross  section,  about  its  center  of  gravity, 
and  for  r,  the  distance  from  the  center  of  gravity  to  the  most 
distant  point  in  the  perimeter. 

The  magnitude  of  the  error  in  the  results  obtained  in  this 
way  may  be  readily  found  by  comparison  with  the  results  given 
by  the  use  of  the  following  equations. 

In  each  case  the  notation  previously  adopted  is  followed,  namely: 

X  =  the  length  of  the  bar; 
M  =  the  twisting  moment,  or  torque; 
/,  =  the  greatest  intensity  of  shearing  stress; 
i  —  the  angle  of  torsion  in  the  length  x; 
G  =  the  modulus  of  rigidity. 
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EUiptical  Cross  Section.  — Let  2a=*  the  major  axis  and  2  6  = 
the  minor  axis  of  the  ellipse. 

2Af 


/.= 


t  = 


or, 


t  = 


TOfc*'        •      •      • 

(g"  +  V)  Mx 
iro»6»      G  ' 

4r'7p  Mx 
A*      G  '  • 


(1) 

(2) 


(3) 


where  A  =  the  area  and  Ip  =  the  polar  moment  of  inertia  of 
the  ellipse  about  its  center. 

The  maximum  stress  intensity  given  by  equation  (1)  occurs  at 
the  ends  of  the  minor  axis  b;  and  it  may  be  noted  that  if  a  and 
6  are  interchanged  and  made  to  represent  the  minor  and  major 
axes,  respectively,  equation  (1)  will  give  the  stress  intensity  at 
the  ends  of  the  major  axis.  It  will  be  observed  that  the  value 
of  i  given  by  (2)  or  (3)  will  be  the  same  in  either  case. 

When  a  =  b  the  formulas  reduce  to  the  equations  for  the  bar 
of  circular  section  (Arts.  156-157). 


Fig.  224. 


Fig.  225. 


The  stress  intensities  at  points  on  any  radius  vector  of  the 
eUipse  are  directly  proportional  to  the  distances  of  the  points 
from  the  center,  and  the  direction  of  the  stress  at  any  point  is 
parallel  to  the  tangent  to  the  ellipse  at  the  end  of  the  radius 
vector  (Fig.  224). 

Rectangular  Cross  Section,  —  Let  2  a  =  the  length  of  the  longer 
side  and  2  &  =  the  length  of  the  shorter  side  of  the  rectangle. 

The  theoretical  equations  for  determining  the  maximum  in- 
tensity of  stress  and  the  angle  of  torsion  are  very  complex:  but 
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Saint-Venant  suggested  the  use  of  the  following  empirical  equa- 
tions which  give  results  for  all  ratios  of  t  with  an  error  of  less 

than  four  per  cent,  in  comparison  with  the  purely  theoretical 
values.* 

^  M{15a  +  9b) 
•'•  40a262 W 

._ 1 Mx  .-. 


[f-'-^^i'-^anv 


Saint-Venant  also  found  that  the  equation  for  the  angle  of  tor- 
sion in  the  bar  of  elliptical  section  (equation  3)  might  be  used 
to  determine  approximately  the  angle  of  torsion  in  a  bar  of  rec- 
tangular cross  section.  If  we  substitute  40  as  being  nearly  equal 
to  4  71^  equation  (3)  will  become 

40  Ip  Mx  .^. 

To  determine  the  angle  of  torsion  substitute  for  A  the  area 
and  for  Ip  the  polar  moment  of  inertia  of  the  rectangle  about 
its  center. 

The  error  in  the  results  obtained  from  (6)  is  small  when  a  >  2b. 
When  a  <  2b  more  accurate  results  can  be  obtained  by  using  42 
instead  of  40  for  the  constant. 

The  maximum  intensity  of  the  shearing  stress  (equation  4) 
occurs  at  the  middle  point  of  the  side  2  a.  The  variation  of  the 
stress  intensity  along  the  principal  axes  and  the  diagonal  is  indi- 
cated in  Fig.  (225). 

Square  Cross  Section.  —  The  equations  for  the  bar  of  rectangu- 
lar section  will  apply  to  a  bar  of  square  cross  section.  We  wiQ  let 
2  a  =  the  side  of  the  square.  Then  by  putting  &  =  a  in  equa- 
tions (4)  and  (5)  and  reducing  we  obtain 

/.  =  |^  =  0.6^ (7) 

and 

.^ 1      Ma;      0.4444  Ma;  . 

*      2.25a^   G   "     a*      G ^^^ 

*  A  History  of  the  Theory  of  Elasticity  and  of  the  Strength  of  Materials  — 
Todhunter  and  Pearson. 


384  APPLIED  MECHANICS 

The  value  of  i  may  be  obtained  with  a  comparatively  small 
error  by  using  equation  (6),  substituting  42  for  40. 

Torsional  Rigidity,  —  Formulas  for  the  torsional  rigidity  of 
each  of  the  foregoing  sections  can  be  readily  obtained  by  solving 
equations  (2)  or  (3),  (5)  or  (6),  and  (8)  or  (6)  as  modified,  for 

the  value  of  — r-  (Art.  157). 

It  will  be  observed  that  for  each  of  the  sections  considered 
the  formula  for  the  angle  of  twist  has  the  form 

'^^GC' ^^^ 

where  C  =  Si  constant  depending  on  the  shape  of  the  section, 
and  that  expression  for  the  torsional  rigidity  will  take  the  form 

^  =GC (10) 

Equations  (9)  and  (10)  are  in  the  same  form  as  the  equations 
in  Art.  (157),  the  constant  C  replacing  the  constant  Ip  in  the 
expressions  for  the  angle  of  torsion  and  for  the  torsional  rigidity 
in  the  circular  shaft. 

Summary  of  Values  of  C,  — 

2  ,  ,  2  =  J— 2jr  •    (Elliptical    section,    2  a  =  major   axis, 

2  6  =  minor  axis.) 

Trd^        A^ 

^  =  TZTT  '  (Circular  section,  d  =  diameter.) 

tangular  section,   2  a  =  long  dimension,   2  6  =«  short 
dimension.) 

A^ 
2.25  a*  =  j^Y     (nearly).     (Square  section,  2  a  =  side  of 

square.) 

In  each  case  A  =  area  of  cross  section,  Ip  =  polar  moment  of 
inertia  about  center  of  section. 

163.  Resilience  in  Torsion.  —  A  bar  under  stress  in  torsion 
will  evidently  possess  a  certain  amount  of  strain  energy j  or  re- 
silience in  torsion  (Art.  15).  If  the  material  is  elastic  and  follows 
the  law  of  proportionality  of  stress  intensity  to  strain  stated  in. 
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Art.  (156),  the  resilience  of  a  round  bar  of  length  x,  following 
the  notation  previously  adopted,  will  evidently  be  equal  to 

^"  2^"2G7p"  2Gr^ ^^^ 

If  the  bar  is  solid,  equation  (1)  reduces  to  the  form 

*-"4G""4G"' ^^^ 

where  V  =  the  volume  of  the  bar. 

Similarly,  the  torsional  resiUence  of  a  bar  of  elliptical  section 
(Art  162)  will  be  equal  to 

M  .  _  (a^  +  ¥)M^x  _  (g^  +  y)  f.'V  .  ,^. 

^"2^"     iraW     2G  8a2       G    ''   '     ^"^^ 

and,  approximately,  that  of  the  bar  of  rectangular  section  (Art. 
162)  will  be  equal  to 

M  .  ^  407p -M^  _  125(a^  +  y)  f.^V  .  . 

^2*        A^    2G      3(15a  +  962)    G        *    '     W 

and  that  of  the  square  bar  (Art.  162)  will  be  equal  to 

^       2  *         a^     2G  -"-^^  G ^^^ 

164.  Combined  Torsion  and  Bending.  —  In  the  preceding 
Articles  the  stresses  and  strains  produced  in  straight  bars,  or 
shafts,  by  the  action  of  twisting  couples  only,  have  been  consid- 
ered. Usually  the  stress  in  a  shaft  is  affected  by  bending,  due 
to  its  own  weight,  the  weights  and  pulls  of  pulleys  and  belts,  the 
thrust  of  cranks,  etc.,  and  sometimes  by  an  end  thrust  in  the 
direction  of  the  axis. 

When  the  transverse  forces  are  known  the  bending  moment 
at  any  cross  section  can  be  found  by  the  method  in  Art.  (129) 
and,  when  the  shaft  is  circular,  the  neutral  axis  of  the  bending 
stress  will  be  perpendicular  to  the  plane  of  the  resultant  bending 
couple  acting  at  the  section. 

We  will  let  Mh  =  the  resultant  bending  moment  and  Mt  =  the 
twisting  moment  at  any  cross  section  of  a  circular  bar,  r  =  the 
radius,  7  =  the  moment  of  inertia  of  the  section  about  its  diameter 
and  Ip  =  its  polar  moment  of  inertia  about  the  center. 
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The  stress  intensity  at  any  point  in  the  section  will  be  the  re- 
sultant of  a  normal  component  due  to  bending, 

/  =  ^(Art.69) (1) 

and  two  shearing  components,  namely:    the  component  due  to 
torsion, 

«  =  ^  =  §  (Art.  156), (2) 

in  the  direction  perpendicular  to  the  radius  through  the  point, 
and  the  component  due  to  bending, 

si^^   (Art.  89), (3) 

in  the  direction  perpendicular  to  the  neutral  axis.    At  points 
farthest  from  the  neutral  axis  equation  (1)  becomes 

/=±^, (4) 

while  at  these  points  equation  (3)  becomes 

si  =  0 (5) 

At  any  point  on  the  circumference  of  the  shaft  the  shearing 
stress  intensity,  due  to  torsion,  becomes 

'-Tf-lf' <« 

acting  in  the  direction  of  the  tangent  to  the  circle  at  that  point. 

Hence,  if  we  let  0  (Fig.  226a)  represent  the  point  in  the  cross 
section  YOY  at  which  the  tensile  stress  intensity  due  to  bending 
is  a  maximum,  the  stress  intensity  on  the  X  plane  through  this 
point  will  be  the  resultant  of  a  normal  component  /  (equation  4) 
and  a  shearing  component  s  (equation  6).  The  axis  YiOiYi  (Fig. 
226b)  will  be  the  neutral  axis  of  the  bending  stress.  On  the  Y 
plane  through  0  there  will  be  a  shearing  stress  only,  of  intensity 
8  (Art.  24),  parallel  to  the  axis  of  the  shaft. 

At  the  point  0,  therefore,  we  have  a  state  of  plane  stress  (Art* 
23)  and  the  resultant  stresses  at  0  on  all  planes  will  be  parallel  to 
the  Z  plane.  Let  01  and  02  represent  the  normals  to  the  prin- 
cipal  planes  of  stress  through  0  (Art.  28)  and  a  «  the  angle 
XOl.    We  shaU  then  have 

tan2a  =  Y  (Art.  27) (7) 
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and,  substituting  the  values  of  /  and  8  from  equations  (4)  and  (6) 
and  reducing. 


tan2a  = 


Mt 


(8) 


Fia.  226. 


It  is  evident  from  (8)  that  a  will  have  values  from  0®  to  ±45® 
for  all  possible  values  of  Mt  and  Mbi  the  X  and  Y  planes  being 
the  principal  planes  of  stress  when  Mt  =  0;  and  the  principal 
planes  of  stress  making  angles  of  d=45®  with  the  X  and  Y  planes 
when  Af  6  =  0. 

If  we  let  fii  and  n^  represent  the  principal  stress  intensities  we 
shall  have 


ni^^  +  lVp+T? 


and 


w,  =  ^  -  i  VpTT?  (Art.  32). 


(9) 


(10) 


It  is  evident  that  the  foregoing  analysis  will  apply  equally  as 
well  to  the  point  on  the  circumference,  diametrically  opposite 
the  point  0,  at  which  the  compressive  stress  intensity  due  to 
bending  is  a  maximum;  and,  by  introducing  plus  and  minus  signs 
to  indicate  tension  and  compression,  respectively,  equations  (9) 
and  (10)  will  represent  the  principal  stresses  at  either  point. 

The  ellipse  of  stress  for  the  point  0  is  indicated  (Fig.  226a) 
and  it  should  be  observed  that  for  all  values  of  /  and  8  the  sign 
of  ns  will  be  opposite  to  that  of  ni. 
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Substituting  in  (9)  the  values  of  /  and  «  from  (4)  and  (6),  we 
obtain 


ym^iw 


""^^  2T  +  2 


=  fj[M,+  VMi?  +  Mt']=^[M,  +  VM,'  +  Mt'i.  (11) 

where  d  =  the  diameter  of  the  shaft. 
Similarly, 

n2=^[Mt  -  VMi?  +  Mt^]  =i|[Af6- VMft^  +  M,'].  ,   (12) 

It  becomes  evident  that  the  greatest  stress  intensity  in  the 
entire  shaft  will  occur  at  a  point  in  the  cross  section  at  which  the 

quantity  

i  [Mb  +  VMi?  +  Mt^] 

is  the  greatest.  This  quantity  is  sometimes  called  the  equivalent 
bending  moment,  since  it  is  equal  to  the  bending  moment  which 
would  produce  a  maximum  stress  intensity  equal  to  ni  on  a  cross 
section  perpendicular  to  the  axis  of  the  shaft.  It  should  be 
remembered,  however,  that  rii  is  actually  the  stress  intensity  on 
an  oblique  section  through  the  shaft. 

The  greatest  intensity  of  shearing  stress  in  the  shaft  will  occur 
on  planes  at  45°  with  the  principal  planes  at  0  (Art.  31)  and  will 
be  equal  to 

So  =  ^^^^  =  ii^Mj?  +  M,^  =^^Mi?  +  M?,  .    (13) 

Hollow  Shaft.  —  The  principal  stress  intensities  and  the  maxi- 
mum shearing  stress  intensity  in  a  hollow  shaft,  subject  to 
combined  twisting  and  bending,  can  be  readily  obtained  by  substi- 
tuting for  /  in  the  general  formulas  (11),  (12)  and  (13),  its  value 
in  terms  of  r,  the  outside  radius  and  ri,  the  inside  radius  of  the 
shaft,  namely, 

/  =  j(r*-ri*) (14) 

Principal  Strains.  —  Having  the  principal  stresses,  the  principal 
strains  at  0  are  given  by  the  equations 

'»  =  £-^' (i^> 

^  =  :b-^' (16) 


Ee 
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By  transposing  E  and  substituting  for  Wi  and  th  the  values  ex- 
pressed by  (11)  and  (12),  equation  (15)  becomes 

Eei  =  ^\{Mt+VM^TM7)  --{Ml,-  VmJTM?) 

zi  L    m  M  J 

Equation  (18)  represents  the  product  of  the  greatest  extension  at 
0  and  the  modulus  of  elasticity.  For  an  iron  or  steel  shaft  it  is 
usually  quoted  in  the  simplified  form,  obtained  by  substituting 
for  m  an  approximate  value  4,*  in  which  case 

i  =  -^[3Jlf6  +  5VM7+M?] (19) 

It  should  be  observed  that  the  product  Eei  is  not  equal  to  a 
stress  intensity,  as  would  be  the  case  if  the  stress  at  0  were  a 
simple  tension  or  compression,  its  value  in  the  case  of  shafting 
being  always  greater  than  ni.  The  formula  is  frequently  used  in 
place  of  the  formula  for  greatest  stress  intensity  (equation  11) 
in  the  design  of  shafting. 

In  a  similar  manner  the  value  of  the  product 

Be2  =  g^[3M6-5VM7TiW7]    ....     (20) 

is  readily  obtained. 

Lateral  Deflection.  —  The  lateral  deflection  in  a  line  of  shafting 
when  the  bending  is  in  one  plane  only  can  be  easily  estimated 
by  use  of  the  deflection  formulas  in  the  conmion  beam  theory. 
When  the  bending  is  not  in  one  plane,  plots  of  the  lateral  deflec- 
tions, due  to  the  component  bending  moments  in  two  planes  at 
right  angles,  can  be  made  and  from  these  the  maximum  resultant 
deflection  in  the  shaft  can  be  estimated.  In  a  rotating  shaft 
the  maximum  lateral  deflection  should  not  exceed  a  certain  limit, 
even  when  the  greatest  stress  intensity  is  within  the  working 
strength  of  the  material. 

A  rule,  frequently  quoted,  is  that  the  greatest  lateral  deflection 
of  a  shaft  due  to  the  transverse  loads  upon  it  shall  not  exceed 
y^v  inch  per  foot  of  span. 

166.  Combined  Torsion  and  End  Pressure,  or  Tension.  — 
A  shaft  may  be  subjected  to  torsion  combined  with  a  thrust,  or  a 

*  A  more  nearly  correct  value  in  the  case  of  steel  is  m  »  3.6. 
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pull,  such  as  the  thrust  of  a  propeller;  or  the  pressure,  or  tension, 
due  to  a  weight  on  a  vertical  shaft.  In  such  a  case  the  stress 
on  any  cross  section  will  be  the  resultant  of  a  uniform  normal 
stress  and  the  shearing  stress  due  to  torsion. 

If  the  shaft  is  circular  in  section  and  we  let  P  ~  the  axial 
thrust,  or  pull,  A  =  the  area  of  the  cross  section,  and  follow 
otherwise  the  previous  notation,  the  principal  stress  intensities 
at  any  point  in  the  circumference  of  a  given  cross  section  can  be 
found  by  substituting 

^=1 (1) 

and 

*~  2/  ~   Ar       ^^^ 

in  equations  (9)  and  (10)  (Art.  164),  which  will  give 


and 


The  angle  a  between  the  normals  01  and  OX  can  be  found  from 
th^  equation 

.        ^  28        4:Mt  ,-, 

tan2a  =  -    =-^ (5) 

The  principal  strains  can  be  found  by  substituting  the  above 
values  of  ni  and  th  in  equations  (15)  and  (16)  (Art.  164). 

If  we  let  m  =  4,  the  greater  of  the  products  of  the  principal 
strains  and  the  modulus  of  elasticity  will  be  equal  to 


^-U'-^^^^^W^l 


(6) 


If  both  the  torque  and  the  thrust  are  uniform  throughout  the 
length  of  the  shaft,  the  principal  stresses  and  strains  for  every 
point  in  the  surface  will  evidently  be  the  same. 
.  To  determine  magnitudes  only,  P  may  evidently  be  taken 
positive  for  either  tension  or  compression.  To  determine  the 
direction  of  the  principal  planes  at  any  point  the  proper  signs 
for  tension,  or  compression,  should  be  used. 
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166.  Combined  Torsion,  Bending  and  End  PreBsure,  or  Ten- 
sion. —  When  the  cross  section  of  the  bar  is  circular,  if  we 
follow  the  notation  previously  adopted,  the  principal  stress  in- 
tensities at  any  point  in  the  surface  of  the  bar,  which  Ues  in  the 
plane  of  bending,  can  be  found  by  substituting  the  values  of  the 
Tna,ximum  normal  and  shearing  stress  intensities  on  the  cross 
section  through  the  point,  which  will  evidently  be  equal  to 

f-2  +  ^ ,  (1) 

and 

«=ff (2) 

in  equations  (9)  and  (10)  (Art.  164). 

The  directions  of  the  principal  planes  can  be  found  by  substi- 
tuting the  values  of  /  and  s  in  equation  (7)  and  the  principal 
strains  can  be  found  by  substituting  the  values  of  the  principal 
stresses  in  equations  (15)  and  (16)  (Art.  164). 

The  solution  will  be  simplified  by  solving  (1)  and  (2),  calling 
a  tensile  stress  plus  and  a  compressive  stress  minus,  and  substi- 
tuting the  numerical  values  in  the  above-mentioned  equations 
for  principal  stresses  and  strains. 

NorircircylaT  Sections.  —  If  a  bar  of  elUptical,  or  rectangular, 
cross  section  is  subjected  to  torsion  combined  with  bending,  or 
an  end  thrust,  or  with  both  together,  the  principal  stress  inten- 
sities may  be  estimated  by  the  method  indicated  above  for  the 
round  bar. 

The  intensity  of  the  normal  stress  /  at  the  end  of  either 
principal  axis  of  the  section,  due  to  the  bending  and  end  thrust, 
can  be  found  by  the  method  of  Art.  (129).  The  intensity  of  the 
shearing  stress  a  at  either  of  these  points,  due  to  twisting,  can 
be  found  by  use  of  the  equations  in  Art.  (162).  By  substitut- 
ing the  values  of  /  and  s,  determined  in  this  manner,  in  equa- 
tions (9)  and  (10)  (Art.  164)  the  principal  stress  intensities  at 
the  points  on  the  surface  of  the  bar,  which  are  located  at  the 
ends  of  either  principal  axis  of  a  cross  section,  can  be  obtained. 

Unless  the  bending  is  in  a  plane  of  symmetry,  however,  the 
value  of  the  maximum  principal  stress  intensity,  obtained  by  the 
above  method,  is  not  necessarily  the  greatest  stress  intensity  in 
the  bar;  since  the  greatest  intensity  of  the  normal  stress  /,  when 
the  bending  is  not  in  a  plane  of  symmetry,  is  located  at  a  point 
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which  is  not  on  a  principal  axis  of  the  cross  section  (Art.  129). 
It  is  possible,  therefore,  that  in  such  a  case  the  greatest  principal 
stress  intensity  may  be  located  at  some  other  point  than  that  at 
which  the  shearing  stress  intensity  due  to  torsion  is  a  maximum. 
167.  Helical  Spring  Subjected  to  an  Axial  Load.  —  A  helical, 
or  coiled,  spring  is  formed  by  wrapping  a  rod  of  uniform  section 
around  a  cylinder,  maintaining  a  fixed  distance  between  the  coils 

so  that  the  central  line,  or  axis, 
of  the  rod  forms  a  helix.  For 
convenience,  we  shall  call  the 
rod,  or  wire,  forming  the  spring, 
the  vrire  simply  and  will  consider 
at  first  the  spring  made  up  of  a 
solid  round  wire  only. 

The  axis  of  the  coil  is  the  axis 
of  the  cylinder  on  which  the 
helix,  formed  by  the  central  line 
or  axis  of  the  wire,  lies  and  the 
diameter  of  this  cylinder  is  called 
the  diameter  of  the  coil. 

We  shall  let  Fig.  (227)  rep- 
resent  such  a  spring,  which  is 
formed  at  the  ends  in  such  a 
manner  that  one  end  of  the  axis 
of  the  coil  can  be  fixed  in  posi- 
tion and  a  load  acting  along  the 
axis  can  be  appUed  at  the  free 
end.  In  the  following  analysis, 
the  helical  portion  only  wUl  be 
considered,  the  ends  of  the 
spring  beyond  the  sections  H 
and  K  in  the  sketch  being 
assumed  to  be  rigid. 
Let  D  =  the  diameter  of  the  coil,  d  =  the  diameter  of  the 
wire,  Ip  =  the  polar  moment  of  inertia  of  the  cross  section  of 
the  wire  about  its  center,  n  =  the  number  of  turns  in  the  helix, 
{  =  the  total  length  of  the  helix,  B  =  the  angle  of  inclination  of 
the  helix  with  any  plane  at  right  angles  to  the  axis  of  the  coil, 
and  P  =  the  resultant  axial  load,  which  is  represented  as  causing 
an  extension  of  the  coil,  although  it  will  be  evident  that  the 
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following  analysis  would  apply  equally  well  if  the  load  acted  in 
the  opposite  direction,  compressing  the  spring. 

Under  the  action  of  the  load  P,  the  stress  on  every  cross 
section  of  the-  wire  in  the  coil  will  evidently  be  the  same  and 
the  axis  of  the  wire  will  form  a  helix,  which  will  have  a  different 
slope  and  will  be  found  to  he  on  a  cyUnder  having  a  slightly 
different  diameter  from  that  of  the  original  helix. 

The  stress  on  any  cross  section  of  the  wire,  taken  normal  to 
the  helix,  such  as  the  section  at  A  for  example,  will  be  the  resultant 
of  a  stress  due  to  a  couple,  which  is  equal  to 

M.^ (1) 

and  a  stress  due  to  a  force  acting  through  the  center  of  the  sec- 
tion, which  is  equal  and  parallel  to  the  axial  load  P. 
The  couple  M  can  be  resolved  into  a  couple 

M,  =  Mcos^, (2) 

causing  a  twist  in  the  wire  about  an  axis  OXi,  tangent  to  the  helix, 
and  a  couple 

ilf  6  =  JIf  sin  ^, (3) 

causing  a  bending  of  the  wire  about  an  axis  OYi,  perpendicular 
toOXi. 

Since  the  stress  on  every  cross  section  of  the  wire  is  the  same, 
the  moment  axes  of  the  resultant  couple  M  and  its  components 
Mt  and  Mb  are  shown,  for  the  sake  of  clearness,  at  the  cross 
section  through  0.  It  will  be  observed  that  these  moment  axes 
he  in  the  vertical  plane,  which  is  tangent  to  the  cylinder  on  w^hich 
the  helix,  formed  by  the  axis  of  the  wire,  is  located. 

The  component  force  P,  acting  through  the  center  of  the 
cross  section,  can  be  resolved  into  a  normal  component, 

iNr  =  Psin^,       (4) 

and  a  shearing  component, 

S  =  Pcos^ (5) 

For  the  sake  of  clearness  the  resolution  is  indicated  at  the 
cross  section  through  B. 

Close  Coiled  Spring,  — When  the  distance  between  the  coils  of  the  spring  is 
small,  the  angle  9  is  so  small  that  Mb  is  negligible  and  Mt  ^  M  (very  nearly). 
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Likewise  N  is  negligible  and  S  =*  P  (very  nearly).  For  a  coiled  spring 
of  ordinary  proportions,  the  stress  and  the  distortion  due  to  the  component  8 
is  comparatively  small  and  it  is  customary  to  neglect  this  component  in 
deducing  the  formulas  for  the  stress  intensity  and  for  the  distortion  in  the 
coil. 

Hence  for  this  case  the  maximum  stress  intensity  in  the  wire  is  very  nearly 
the  same  as  that  in  a  straight  rod  of  the  same  cross  section,  subjected  to  a 
torque  Mt  (Art.  156) ,  and  will  be  expressed  by  the  equation 

/  ^Mtr  _PD    16    _8PD.  .^. 

and  the  angle  of  torsion  for  the  entire  length  of  the  wire  in  the  coil  will  be 
very  nearly  equal  to  that  for  a  straight  rod  of  the  same  dimensions,  subjected 
to  a  torque  Mt  (Art.  157),  and  will  be  represented  by  the  equation 

^^GIp~  dG ^^^ 

The  total  vertical  displacement  of  the  free  end  of  the  spring,  or  the  exten- 
sion of  the  coil,  will  be  equal  to 

«  =  fi,      (8) 

evidently  being  the  same  as  the  displacement  of  the  end  of  an  arm  of  length 
^r- ,  attached  to  the  end  of  a  straight  rod  of  the  same  length  and  diameter  and 

it 

subjected  to  the  same  uniform  twisting  moment  as  the  wire  in  the  coil. 
Combining  (8)  and  (7),  substituting  the  value  of  /p  and  reducing,  we  obtain 

__  spm  ^  urn 

*"  Td*0        dG  ' ^^^ 

where  I  =  nxD  {y&ry  nearly). 

It  is  evident  from  (9)  and  (6)  that  both  the  extension  of  the  coil  and  maxi- 
mum stress  intensity  are  directly  proportional  to  the  axial  load. 

Hence  the  resihence  of  the  coil  will  be  represented  by  the  expression 

*  -  2  *  -  Td^O"  -  2G7; •     (^"^ 

or,  by  substituting  the  value  of  P  obtained  from  (6)  and  the  value  of  5  from  (9), 

f.ird^f.Dl  _f.hr d^l  _  U  rr  -  nn 

^"16Z>    dG  "    IQG       4G^' ^^^^ 

where  V  =  the  volume  of  the  wire  in  the  coil.  The  above  formula  is  the  same 
as  equation  (2)  (Art.  163).  Evidently  the  value  of  5  (equation  9)  could  have 
been  obtained  by  solving  the  following  equation  between  the  work  done  by 
the  load  during  the  displacement  of  the  end  of  the  coil  and  the  resihence  of 
the  wire  in  the  coil,  as  given  in  the  above-mentioned  article; 

P         f.* 

Open  Coiled  Spring, — In  this  case,  the  value  of  9  is  so  large  that  the  bend- 
ing moment  Mb  will  have  an  appreciable  effect  on  stress  and  the  distortion  in 
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the  coil.  The  stress  and  the  distortion  due  the  forces  N  and  S  will  be  oom- 
paratively  small  and,  as  in  the  previous  case,  it  is  customary  to  neglect  the 
efifect  of  these  components. 

On  any  cross  section  of  the  wire  there  will  be  a  shearing  stress  due  to 
torsion,  the  maximum  intensity  of  which  is 

.  _  Mtr      SPDcoae  .  ,,„. 

^'  ~  77  "  ~~;^     ' ^^^^ 

PD 
where  Mt  —  -k"  cos  6  (equation  2),  and  a  stress  due  to  bending,  the  mftTimiifn 

intensity  of  which  is 

-      MbT      16  PD  sine 


r<i»        ' 


(14) 


where  Mb  —  -5-  sin  6  (equation  3)  and  ^  =  -^  ="  -«t 


The  moment  axis  Mb  (Fig.  227),  of  the  couple  producing  the  bending  stress, 
coincides  with  the  line  of  intersection  of  the  cross  section  and  the  vertical 
plane  through  its  center.  Hence,  the  iK)int8  of  maximum  stress  intensity  are 
at  the  ends  of  the  horizontal  diameter,  and  the  stress  is  tension  at  the  inside 
and  compression  at  the  outside  of  the  coil. 

Substituting  in  equation  (9)  (Art.  164)  and  reducing,  we  obtain  for  the 
greatest  principal  stress  intensity, 

ni -- :^[Mb -{-Vm^TWI 

=  ^^ UinB  +  V^T+00^]  =  ^^ (sind  +  1),    ...     (15) 

which  reduces  to  the  form  of  equation  (6)  when  ^  =  0. 
Similarly,  from  (10)  (Art.  164)  we  obtain 

n,  =  ^(8ind-^l). (16) 

The  greatest  shearing  stress  intensity  will  be  equal  to 

«o= — 2 —  =  —^  (Art.  31), (17) 

which  is  the  same  as  the  intensity  on  the  cross  section  normal  to  the  axis  of 
the  wire  in  the  closely  coiled  spring. 

The  bending  moment  Mb  will  produce  a  change  in  the  curvature  of  the 
wire  in  the  coil  and,  if  we  assume  that  the  relation  between  the  change  in 
curvature  and  the  bending  moment  is  the  same  as  for  a  straight  bar  of  the 
same  cross  section,  we  shall  have 

;-7.-S  ^^-^"^ (^*) 

where  n  =  the  initial  radius  of  curvature  and  r  =  the  radius  of  "curvature  after 
bending.  This  equation  is  nearly  correct  when  ri  is  several  times  as  large 
as  the  radius  of  the  wire. 


396 


APPLIED  MECHANICS 


If  we  let  dii  represent  the  change,  due  to  the  bending,  in  the  slope  of  the 
tangent  at  one  end,  relatively  to  that  at  the  other,  for  a  very  short  length  of 
the  wire  dl  =  nda  (Fig.  228),  we  shall  have 


1  da  ,  1 
—  =s  -37  and  - 
n      dl  r 


da  -h  dii 


and  hence  equation  (18)  will  take  the  same  form  as  that  for  the  straight  beam, 
namely, 

1  _  1_  _  dii  ^  Mfc 

r      n       dl       EV 


(19) 


where  Mh  is  called  positive  when  the  bending  tends  to  increase  the  curvature. 
A  positive  bending  moment,  therefore,  will  decrease  the  diameter  of  the 
coil  and  increase  the  number  of  turns  which,  when  the  coil  is  right-handed  as 
shown  in  Fig.  (227),  will  result  in  a  right-handed  rotation  of  the  free  end 
about  its  axis,  as  seen  from  the  fixed  end  of  the  coil.  The  reverse  will  evi->' 
dently  be  true  when  the  bending  moment  is  negative.  Owing  to  the  slope  of 
the  helix,  the  bending  couple  will  also  produce  a  change  in  the  length  of  the 
coil. 


Xi  di 


Fig.  228. 


Fig.  229. 


The  twisting  couple  Mt  will  produce  a  twist  in  the  wire,  which  will  result 
in  a  rotation  of  the  free  end  of  the  coil  about  the  axis,  in,  addition  to  an 
elongation  of  the  coU.    If  di  =  the  angle  of  torsion  in  the  length  of  wire  (2Z, 


dl 


Mt 
GIp 


(Art.  157). 


(20) 


The  total  rotation  and  the  total  axial  displacement  at  the  free  end  of  the 
coil,  due  to  the  bending  and  twisting  couples  combined,  can  be  determined  in 
the  following  manner.  For  the  sake  of  clearness  the  axes  OX,  OY  and  OXi, 
OYi  (Fig.  227)  are  reproduced  in  Fig.  (229).  The  rotations  di  and  dii  about 
the  axes  OXi  and  OYi  can  be  resolved  into  components  about  the  axes  OX 
and  OY  and  by  adding  these  components  the  resultant  rotations  about  OX 
and  OF  in  a  length  dl  of  the  wire  can  be  found. 

Let  d<t>  =  the  resultant  rotation  in  the  length  dl  about  the  axis  of  OF  and 


=  Ml  an  6  cos  d 

SPDlsm2e  /I       2\      SPDl^n20 
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dea  B  the  resultant  rotation  in  this  length  about  the  axis  OX,    Taking  the 
positive  directions  as  indicated  (Fig.  229), 

dtt>  -  ^fidi  —  coBSdii (21) 

and 

d«  =  cos  ^  di  -f  sin  ^  dti (22) 

Substituting  the  values  of  di  and  dii  from  (19)  and  (20), 

^^M0l^_MjM^ (23) 

Crip  til 

and 

^^M^dl  +  M^dl (24) 

Since  these  component  rotations  are  uniform  for  the  entire  length  of  the 
spring,  the  rotation  of  the  free  end  about  the  axis  of  the  coil,  if  we  substitute 
the  values  of  Mt  and  Mb  from  (2)  and  (3)  and  reduce,  will  be  equal  to 

,  ^Mt  sin  e      Mb  cos  e\ 

\GIp      El) 
l^m2e  (I  _2\_  8PD^sin2g  .„-. 

tI}  \G      e)~        bd!KI       '      .    .    •    .     K^) 

if  we  substitute  E  =  iG  (Art.  7). 

Hence,  for  the  above  relation  between  E  and  G,  the  rotation  at  the  free 
end  of  the  spring  is  right-handed  as  seen  from  the  fixed  end  and,  for  any  given 
load  P  and  length  of  wire  Z,  the  rotation  is  a  maximum  when  d  =  45°  and 
approaches  zero  as  B  approaches  zero. 

In  a  similar  manner,  the  component  rotation  ta  for'  the  entire  coil  becomes 

,  fMt  cos  ^   ,  Mb  sin  e\  .    . 

""^^-GLr^-ErT)' ^^^ 

and  hence,  for  the  axial  displacement  of  the  free  end,  we  obtain 

,      D         Dl/MtcoaO   ,  ilfftsin^X     SPD^l/cos^d  ,  2  sin«  ^\ 

SPIPl^,       1  .  ,  \  ,^, 

-VdHTV^V"^'')^ (27) 

when  E  =^  iG.    The  value  of  Z  in  the  preceding  formulas  will  evidently  be 
equal  to 

I  =  nxDsec^ (28) 

It  becomes  evident  from  (27)  that  when  E  =^  iG  the  extension  of  the  spring 
for  any  given  length  of  wire  /  and  load  P  decreases  as  0  increases  and  that  the 
extension  approaches  the  value  given  by  equation  (9)  as  0  approaches  zero. 

Equation  (27)  might  have  been  obtained  by  equating  the  work  done  by 
the  load  P  during  the  displacement  to  the  resilience  due  to  the  torsion  pro- 
duced by  the  couple  Mt  (equation  10),  plus  the  resilience  due  to  bending 
under  the  uniform  bending  moment  Mb  (Art.  109,  equation  8)  and  solving 
for  5;  the  strain  energy  equation  being 

d  _  MtH        MbH  f^. 

^2—2Grp-^2Ei (^^ 
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It  will  be  observed  that  as  a  spring  elongates,  whether  it  is  open  or  close 
coiled,  the  angle  of  inclination  9  changes  and  that  in  order  to  obtain  correct 
results  from  the  foregoing  equations  the  final  rather  than  the  initial  value  of 
6  should  be  used.  For  a  spring  of  ordinary  dimensions,  however,  the  change 
in  9  is  so  small  that  sufficiently  accurate  results  are  obtained  by  using  its 
initial  value.  For  a  very  flexible  spring  the  accuracy  of  the  results  can  be 
increased  by  making  trial  solutions  with  estimated  final  values  of  0  until  the 
calculated  values  agree  closely  enough  with  the  estimated  values. 

As  previously  stated,  the  foregoing  equations  apply  equally  well  to  a  spring 
subjected  to  an  axial  load  in  compression,  the  axial  twist  and  the  change  in 
length  being  opposite  in  direction  simply  to  the  twist  and  extension  of  the 
tension  spring. 

While  it  is  customary  to  neglect  the  effect  of  the  normal  and  shearing  com- 
ponents N  and  S  (equations  4  and  5)  on  the  stress  and  deformation  in  a  spring, 
an  estimate  of  the  stress  intensity  and  the  total  elongation  due  to  shear  in  the 
wire  in  the  coil  can  easily  be  made  on  the  basis  of  the  assumption  that  the 
stress  on  any  cross  section,  due  to  iV  or  <S,  is  uniformly  distributed.  On  this 
basis  the  stress  intensity  due  to  the  component  «S  on  a  cross  section  of  a  close 
coiled  spring,  having  the  dimension  D  ^  5d  and  subjected  to  an  axial  load  P, 
would  be  about  10  per  cent  of  the  value  of  /,  due  to  the  twist  in  the  wire. 
The  effect  on  the  deformation  is  much  less;  the  elongation  in  a  coil,  having 
D  =  5  d,  due  to  a  distortion  in  shear  figured  on  the  above  assumption,  being 
about  2  per  cent  of  the  elongation  due  to  the  twist  in  the  wire.  The  stress 
intensity  and  the  elongation  of  the  coil  due  to  the  component  S  become 

relatively  less  as  the  ratio  -:  increases. 

168.  Helical  Spring  Subjected  to  an  Axial  Twist.  — If  a  heli- 
cal spring  is  held  at  one  end  and  subjected  to  a  twisting  couple 

only,  in  a  plane  perpendicular 
to  the  axis  of  the  coil  at  the 
other,  the  wire  in  the  coil  will 
be  subjected  to  uniform  bend- 
ing, which  will  result  in  a  change 
in  the  diameter  and  also  in  the 
length  of  the  coil. 

We  will  follow  the  notation 
of  Art.  (167)  in  representing  the 
dimensions  of  the  spring  and 
will  let  M  =  the  moment  of  the 
couple  and  OY  and  OX  (Fig. 
230)  represent  the  pair  of  co- 
ordinate axes  through  the  center  of  gravity  of  any  cross  section  of 
the  wire,  such  as  0  (Fig.  227),  which  are  respectively  parallel  to  the 
axis  of  the  coil  and  tangent  to  the  cylinder  on  which  the  helix 


Fig.  230. 


HELICAL  SPRING  SUBJECTED  TO  AN  AXIAL  TWIST     399 
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lies;  also  let  OXi  and  OYi  represent  the  axes  in  the  plane  XOY 
which  are  respectively  tangent  and  normal  to  the  helix  at  0. 
The  resultant  of  the  stress  on  the  cross  section  of  the  wire  at  0 
must  evidently  b€  equal  to  the  couple  M  and,  if  the  bending  is 
positive,  causing  an  increase  in  the  curvature  of  the  wire,  the 
moment  axis  of  the  couple  will  be  represented  by  the  vector 
OM  (Fig.  230). 
The  couple  M  can  be  resolved  into  a  couple 

Mb  =  Mco8e,      (1) 

causing  bending  in  the  wire  about  OFi  as  an  axis,  and  a  couple 

Mt  =  Mamd,      .    .    .   •. (2) 

causing  a  twist  in  the  wire  about  its  axis. 

Close  Coiled  Spring.  —  If  the  coil  is  closely  wound,  Mt  will  be  so  small  as 
to  be  negligible  and  Mb  =  Mf  very  nearly. 

The  greatest  stress  intensity  in  the  wire  due  to  the  bending  will  be  equal  to 

Mr_32M 

^""~r~"^^ ^^^ 

Mb 
If  we  assume,  as  in  Art.  (167),  that  the  change  in  curvature  is  equal  to  -^ 

til 

and  let  0  =  the  angular  displacement  of  the  free  end  of  the  coil,  we  shall 

have 

M_M__  64  M 

dL      EI"  ird*E '    ' ^^^ 

and  hence,  since  the  curvature  is  uniform  throughout  the  length  of  the  coil, 

^       Ml      UMl 

"^^Ei^Vd^ (^) 

This  result  might  have  been  obtained  by  equating  the  work  done  by  the 
twisting  couple  to  the  resilience  due  uniform  bending  in  a  wire  of  length  I 
(Art.  109), 

T*-2W (^) 

and  solving  for  the  value  of  0. 

The  value  of  I  in  the  above  equations  will  be  equal  to  Z  =  mrD  (very  nearly). 

Open  Coiled  Spring.  —  In  this  case,  the  twist  of  the  wire  about  its  axis 
must  be  taken  into  account  and  the  greatest  principal  stress  intensity  can  be 
found  by  substituting  the  values  of  Mj,  and  Mt  in  equation  (11)  (Art.  164) 
giving 

ni  =  27  ^^^^  +  V3f6«  -h  3f  ««J  =  ^  [ilf  cos^  +  V(Mcos^)»  +  (Af  sin^)'] 

=  ^(cosd  +  l), •  (7) 

which  approaches  the  value  given  by  (3),  for  the  close  coiled  spring,  as  0 
approaches  zero. 
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Following  the  notation  of  Art.  (167)  the  rotation  about  the  axis  OY  (Fig. 
230),  in  a  length  dl,  will  be  equal  to 

d^  =  sin^di  H-cos^dii      (8) 

and,  similarly  the  rotation  about  OX  will  be  equal  to    * 

dw  =  cos^di  —  sin^dti. (9) 

Substituting  the  values  of  dx\  and  di  from  equations  (19)  and  (20)  (Art. 
167)  and  reducing,  under  the  condition  that  the  component  rotations  are 
constant  throughout  the  length  of  the  coil,  we  obtain 

.       ,/3/«8in«   ,  MfcCos^X       -,,/sin«a  ,  co6*d\ 

when  G  ^\E. 

Similarly, 

,/MtcoQe      3/6  sin  9\  ,^^. 

""^-m; E]-) <"> 

and  hence  the  total  change  in  the  length  of  coil  will  be  equal  to 


/Mt  COS  $      Mb  sin  e\  __  SMDl8u\2efl  _  2\ 
V    OIp  EI    )  Tfd*        \G      e) 


_       D         Dl^Mtcose      Mb8me\      SMDl8m2e 
2  2 


iMDlsm2e 
^rfi^— ' (12) 

when  G  =  iE.    The  value  of  I  in  this  case  will  be  equal  to 

I  =  nirDsec^ (13) 

It  is  evident  that  when  the  twist  is  in  the  opposite  direction  to  that  as- 
sumed (Fig.  230),  the  magnitude  of  the  angle  of  twist  and  the  axial  displace- 
ment at  the  free  end  can  be  determined  directly  from  the  foregoing  equations, 
since  the  signs  for  both  of  the  component  couples  and  both  of  the  component 
rotations  will  be  reversed. 

169.  Helical  Spring  Subjected  to  a  Combined  Aidal  Load  and 
Twist.  —  If  a  helical  spring  is  subjected  to  an  axial  load,  com- 
bined with  a  twisting  couple  in  a  plane  perpendicular  to  the 
axis  of  the  coil,  the  stress  intensity  and  the  component  displace- 
ments can  be  found  by  resolving  both  the  couple  due  to  the 
axial  load  and  the  twisting  couple  into  components  Mt  and  Mb, 
as  shown  in  Articles  (167)  and  (168),  and  combining  to  obtain  a 
resultant  couple  2M<  producing  a  twist  in  the  wire  about  its  axis, 
and  a  resultant  bending  couple  SM 6. 

The  maximum  stress  intensity  and  the  angle  of  twist  and  the 
axial  displacement,  at  the  free  end  of  the  coil,  can  then  be  found 
by  substituting  the  values  of  SMt  and  UMb  for  Mi  and  Mb  in 
the  general  formulas  (15),  (25)  and  (27),  (Art.  167),  for  the  open 
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coiled  spring,  taking  proper  account  of  signs.  If  the  spring  is 
close  coiled  the  solution  can  be  simplified  by  putting  ^  =  0  in 
the  above-mentioned  equations. 

170.  Spring  of  Hollow  Circular  Section.  —  If  the  helical 
spring,  in  any  of  the  preceding  cases  (Arts.  167-169),  were  made 
of  a  hollow  circular  tube,  the  maximum  stress  intensity,  the 
angle  of  twist  and  the  axial  displacement  at  the  free  end  could 
evidently  be  found  by  substituting  the  values  of  Ip  and  7,  for  the 
hollow  section,  in  the  general  equations  and  reducing,  in  the  oame 
manner  as  for  the  solid  circular  section. 

171.  Spring  of  Non-Circular  Section.  —  If  a  helical  spring  in 
any  of  the  cases  given  (Arts.  167-169)  is  made  up  of  wire  having 
a  square,  rectangular  or  elliptical  section,  the  twisting  and  bend- 
ing couples  acting  at  any  cross  section  of  the  coil  can  be  found  in 
the  same  manner  as  in  the  case  of  a  spring  of  circular  section. 

The  maximum  stress  intensity  can  be  estimated  by  calculating 
the  greatest  normal  stress  intensity  by  the  theory  of  simple 
bending  (Art.  66)  and  the  greatest  shearing  stress  intensity  from 
one  of  the  equations  in  Art.  (162)  and  substituting  these  values 
in  equation  (9)  (Art.  164);  determining  the  maximum  principal 
stress  intensity  in  the  same  manner  as  in  the  case  of  the  non- 
circular  bar  subjected  to  torsion  and  bending  (Art.  166). 

The  angle  of  twist  and  the  axial  displacement  at  the  free  end 
of  the  coil,  due  to  any  combination  of  axial  loads  and  twisting 
couples,  can  be  estimated  by  substituting  in  the  general  equations 
for  a  spring  of  circular  section,  subjected  to  the  same  combina- 
tion of  loads  (Arts.  167-169),  the  value  of  C  (Art.  162),  for  Ip; 
and  by  substituting  for  I  the  value  of  the  moment  of  inertia  of 
the  cross  section  about  the  principal  axis  which  is  parallel  to 
the  axis  of  the  coil. 

172.  Time  of  Oscillation  of  a  Spring.  —  If  a  weighty  W  is 
attached  to  the  free  end  of  a  helical  spring  and  the  spring  is  set 
in  vibration  under  this  load  by  extending  the  coil  in  the  direction 
of  the  axis  and  then  releasing  it,  the  spring  will  oscillate  for  a 
time  before  coming  to  rest. 

Since  the  extension  of  the  coil  is  proportional  to  the  force 
applied,  the  motion  of  the  weight  W  will  be  harmonic  and  the 
time  of  a  complete  oscillation  can  be  determined  in  the  following 
manner. 

We  will  restrict  the  analysis  to  the  close  coiled  spring  and  let 
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Pi  »  the  unbalanced  force  exerted  by  the  spring  on  the  weight 
when  it  is  displaced  a  distance  Bi  from  its  mean  position. 
The  time  of  a  complete  oscillation  will  then  be  equal  to 

y^   (Art.  159,  Vol.  I),     .    .     (1) 

,  F     P, 

where         a^-^^g. 

p 
The  value  of  the  ratio  — ^  for  a  spring  of  any  given  dimen- 

Oi 

sions  can  easQy  be  determined  from  equation  (9)  (Art.  167). 

When  the  axis  of  the  coil  is  vertical  and  the  weight  W  is  sus* 
pended  from  the  free  end,  equation  (1)  can  be  simplified  as 
follows: 

Let  d  =  the  vertical  displacement  of  the  free  end  under  a 

static  load  W,  which  will  evidently  be  the  mean  displacement  of 

the  weight  W  when  the  spring  is  vibrating. 

Then 

W  +  Pi  ^W^Pi 

&  +  8i         8        6i ' 

and  hence 

>'^ (2) 


Substituting  this  value  in  (1), 

r  =  2rV^ (3) 

In  the  above  analysis,  the  weight  of  the  spring  has  been  neg- 
lected, it  being  assumed  to  be  small  compared  with  the  weight  W. 

Similarly,  if  the  close  coiled  helical  spring,  with  a  weight  W 
attached  to  the  free  end,  is  set  to  oscillating  about  its  axis  in 
torsion,  the  angular  displacement  of  the  free  end  will  be  propor- 
tional to  the  twisting  couple  and,  by  analogy,  the  time  of  a  com- 
plete oscUlation  will  be  equal  to 


-  ^'  v/^ 


(4) 


Ml 
where  a  =  f^g,  Mi  =  the  torque  exerted  by  the  spring  when  ^i  = 

the  angular  displacement  of  the  weight  and  /«  =  the  moment 
of  inertia  of  the  weight  about  the  axis  of  the  coil,  which  in  this 
case  must  be  a  principal  axis  of  the  weight. 
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Hence 

^  =  2xv/^^ (5) 

where  the  ratio  -—  can  be  readily  obtained  from  equation   (5) 

(Art.  168).    As  before,  the  weight  of  the  spring  is  assumed  to 
be  negligible  compared  to  the  weight  TF. 

173.  Problems  —  Shafting  and  Springs. 

Problem  1. 

Find  the  twisting  momenti  or  torque,  which  will  produce  a  maximum 
shearing  stress  of  9000  lbs.  per  sq.  in.  in  a  solid  shaft  4"  diameter.  What  is 
the  angle  of  torsion  in  a  length  of  10  ft.,  \i  G  —  12,000,000  lbs.  per  sq.  in.? 

Solution,  —  Transposing  equation  (7)  (Art.  156)  and  substituting  the 
numerical  values,  we  obtain 

M  =  -^  =  9000x8  ^  113  iQQ  '^  iijg  ^  g425  ft.  lbs. 
r  z 

Substituting  in  equation  (1)  (Art.  157),  we  obtain 

""-  Gl^      12,000,000  X.T  X  16  "  ""^^  ^^'  "  ^'^  ' 
or  by  substituting  in  (2)  (Art.  167), 

*  ""  Gr  "  12,000,000  X  2      ""^^  ^^'      ^'^  ' 

Problem  2. 

A  pulley  is  keyed  to  a  solid  shaft  4"  diameter.  If  the  moment  of  inertia 
of  the  pulley  and  shaft  about  the  axis  of  the  shaft  is  30,000  lbs.  (ft.)',  find 
what  twisting  moment  applied  to  the  shaft  is  necessary  to  impart  to  the  pulley 
a  speed  of  300  revolutions  per  minute  in  10  seconds.  Find  the  greatest 
intensity  of  the  shearing  stress  in  the  shaft  due  to  this  twisting  moment. 

Problem  3. 

« 

Find  the  diameter  of  a  solid  shaft  required  to  ftdfil  the  conditions  that  the 
Tn^Yimiim  shearing  stress  due  to  torsion  =  8000  lbs.  per  sq.  in.  and  the  angle 
of  torsion  in  a  length  of  10  ft.  is  2.5°.    Assume  G  =  12,000,000  lbs.  per  sq.  in. 

Problem  4. 

In  a  test  made  on  a  piece  of  solid  Tobin  Bronze  shafting  1|"  diameter  the 
increase  in  the  angle  of  torsion  in  a  length  of  25",  between  a  torque  of  1920 
in.  lbs.  and  a  torque  of  4450  in.  lbs.,  was  4.17°.    Find  the  modulus  of  rigidity. 

Problem  6. 

Solve  Problem  4  for  a  shaft  1}"  diameter  and  an  angle  of  torsion,  between 
a  torque  of  2250  in.  lbs.  and  a  torque  of  13,500  in.  lbs.,  of  2.22°. 
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Problem  6. 

The  following  data  were  obtained  from  a  toraion  test  of  a  piece  of  hot 
rolled  steel  shafting: 

Length  of  specimen  between  jaws  of  testing  machine.  48  ins. 

Diameter  of  cross  section 1 .  63  ins. 

Length  in  which  the  angle  of  torsion  was  measured . .  30  ins. 

Twisting  moment  at  elastic  limit 20,400  in.  lbs. 

Maximmn  twisting  moment  before  fracture 67,320  in.  lbs. 

Angle  of  torsion,  between  twisting  moments  of  1800 

in.  lbs.  and  19,800  in.  lbs S.QS** 

Number  of  twists  of  specimen,  between  the  jaws  of 

testing  machine,  at  fracture 13.3 

Find: 

(a)  The  elastic  limit  in  torsion, 

(b)  The  modulus  of  rupture  in  torsion, 

(c)  The  modulus  of  rigidity, 

(d)  The  number  of  turns  per  foot  of  length  at  fracture. 

Problem  7. 

Find  the  greatest  allowable  torque  that  may  be  applied  to  a  hollow  shaft 
16"  outside  diameter  and  10"  inside  diameter,  provided  the  greatest  intensity 
of  shearing  stress  is  8000  lbs.  per  sq.  in.  Find  the  angle  of  torsion  in  a  length 
of  10  ft.,  assuming  G  »  12,000,000  lbs.  per  sq.  in. 

Problem  8. 

Determine  the  percentage  increase  in  the  torque  and  also  in  the  weight 
per  unit  length  of  a  solid  shaft  having  the  same  outside  diameter  as  that 
of  the  hollow  shaft  in  Problem  (7).  Compare  the  torsional  rigidity  of  the 
solid  shaft  with  that  of  the  hollow  shaft. 

Problem  9. 

Determine  the  allowable  torque  for  a  solid  shaft  of  the  same  material  and 
having  the  same  weight  per  unit  length  as  the  hollow  shaft  in  Problem  (7). 
Compare  the  torsional  rigidities  of  the  two  shafts. 

Problem  10. 

Determine  the  resilience  in  torsion  of  the  hollow  shaft  in  Problem  (7) 
when  the  greatest  shearing  stress  intensity  is  8000  lbs.  per  sq.  in.  Compare 
this  result  with  the  resilience  of  the  solid  shaft,  having  the  same  outside 
diameter,  under  the  same  maximum  stress  intensity. 

Problem  11. 

Find  the  horse-power  that  a  solid  shaft  3"  diameter  will  transmit,  at  a 
speed  of  150  revolutions  per  minute,  provided  the  greatest  allowable  shearing 
stress  intensity  is  9000  lbs.  per  sq.  in.  Find  the  angle  of  torsion  in  a  length 
of  20  feet.    G  =  12,000,000  lbs.  per  sq.  in. 
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Problem  IS. 

Find  the  horse-power  that  a  hollow  shf^t  12"  outside  diameter  and  8" 
inflide  diameter  will  transmit  at  a  speed  of  100  revolutions  per  minute,  pro- 
vided the  maximum  allowable  shearing  atreaa  intensity  is  8000  lbs.  per  sq.  in* 
Find  the  angle  of  torsion  in  a  length  ot  SOtLG  =  12,000,000  lbs.  per  sq.  in. 

Problem  U. 

Assuming  the  maximum  allowable  intensity  of  shearing  stress  is  8000 
lbs.  per  sq.  in.,  deduce  the  value  of  K  in  the  formula 


where  d  »  the  diameter  of  the  solid  shaft  required  to  transmit  a  given  boTse- 
power.  By  use  of  the  above  formula  determine  the  diameter  of  a  shaft 
required  to  transmit  60  horse-power  at  300  revolutions  per  minute. 

Problem  U. 

A  length  of  shaft,  3"  diuneter,  supported  in  hangers  6  ft.  from  center  to 
ceDt«r  (Fig.  231),  transmits  40  horse-power  from  the  belt  on  pulley  No.  1  to 
that  on  pulley  No.  2,  at  a  speed  of  300  revolutions  per  minute.  The  tight 
and  loose  sides  of  the  belt  on  each  pulley  are  parallel  and  the  belt  on  No.  1 
is  horizontal  and  that  on  No.  2  runs  at  45°  v/ith  the  horizontal,  as  indicated. 

Pulley  No.  1  is  42"  diameter  and  weighs  100  lbs.  and  pulley  No.  2  is  48" 
diameter  and  weighs  150  lbs. 
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Determine  the  greatest  stress  intensity  in  the  shaft,  neglecting  the  weight 
of  the  shaft,  the  effect  of  centrifugal  force  in  the  belt  (Art.  191,  Vol.  I)  and 
assuming  that  the  sum  of  the  tensions  on  the  tight  and  loose  sides  is  2.5  timea 
the  effective  pull,  or  Ti  +  7*1  =  2.5  (Ti  -  T,).  Determine  the  greatest  value 
of  the  product  Eti,  of  the  strain  and  modulus  of  elasticity. 

Solution.  —  The  torque 


U,~ 


40  X  33,000 


700  ft.  lbs.  =  8400  in.  lbs. 
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Hence 


8400 

21 
8400 

24 


=  400  lbs.  and  Ti  +  Tt  =  2.5  X400  -  1000  lbs., 
=  350  lbs.  and  Ti'  +  T,'  =  2.5  X  360  =  876  lbs. 


Resolving  the  forces  acting  on  the  shaft  into  H  and  V  components  and 
calculating  the  reactions  at  the  end  bearings,  we  obtain  the  system  of  vertical 
components,  shown  in  Fig.  (232  a),  and  the  system  of  horizontal  components, 
shown  in  Fig.  (232  &).  The  bending  moments  at  the  pulleys,  due  to  the 
vertical  forces  will  be 

Ml  =  12  X  624  =  7488  in.  lbs., 
M2  =  12  X  245  =  2940  in.  lbs.; 

and  the  bending  moments  due  to  the  horizontal  forces  will  be 

Ml'  =  12  X  349  =  4188  in.  lbs., 
Mi'  =  12  X  730  =  8760  in.  lbs., 

the  bending  moment  diagrams  being  indicated  in  the  sketches. 

VERTICAL  components'*'''*®*"*^*"*  HORIZONTAL  COMPONENTS 
M,-2M01o.  Ib9 


Ms'STWln.  Lbs; 
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The  resultant  bending  moment  at  pulley  No.  1  will  be  equal  to 

V(Mi)*-h(Mi')*  =  8580  in.  lbs., 
and  the  resultant  bending  moment  at  pulley  No.  2  will  be  equal  to 

V(M,)«  +  (M,')*  =  9240  in.  lbs. 

Hence  the  greatest  bending  moment  in  the  shaft  is  at  pulley  No.  2  and 

Mb  »  9240  in.  lbs. 

Substituting  in  equation  (12)  (Art.  164)  we  obtain,  for  the  greatest  normal 
stress  intensity, 


ni  = 


16 
r3» 

16 


[9240^+  V(9240)»  +  (8400)*] 


^  (9240  +  12,490)  =  4100  lbs.  per  sq.  in.; 
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and,  by  substituting  in  equation  (19)  (Art.  164),  we  obtain,  for  the  greatest 
value  of  Eei, 

Eei  =  -4,  (3  X  9240  +  5  X  12,490)  =  4250  lbs.  per  sq.  in. 

The  angle  between  the  normal  to  the  principal  plane  and  the  normal  to  the 
cross  section  can  be  found  by  substituting  in  equation  (8)  (Art.  164),  which 
will  give 

tan2«  =  ^ -0.9091, 

2  a  =  42.3°    and    a  =  21.1°. 

Problem  16. 

Determine  the  diameter  of  the  shaft  required  in  Problem  (14)  to  satisfy 
the  condition  that  the  greatest  principal  stress  intensity  shall  not  exceed 
7000  lbs.  per  sq.  in.  Determine  the  diameter  required  to  satisfy  the  condi- 
tion that  the  maximiun  value  of  Eei  shall  not  exceed  7000  lbs.  per  sq.  in. 

Problem  16. 

A  length  of  shafting,  4"  diameter,  supported  at  the  ends  by  hangers  8  ft. 
apart  from  center  to  center,  transmits  60  h.p.  from  a  pulley  5  ft.  diameter, 
weighing  150  lbs.,  placed  with  its  center  2  ft.  from  the  center  of  one  hanger,  to 
apuUey  4  ft.  diameter,  weighing  100  lbs.,  placed  with  its  center  2  ft.  from  the 
center  of  the  other  hanger.  The  belt  on  the  first  pulley  is  horizontal  and  on 
the  other  vertical.  If  the  speed  of  the  shaft  is  360  revolutions  per  minute  and 
it  is  assumed  that  sum  of  the  tensions  of  the  tight  and  loose  sides  of  the  belt 
on  each  pulley  is  equal  to  2.5  times  the  difference  of  the  tensions,  find  the 
greatest  principal  stress  intensity  in  the  shaft,  neglecting  the  weight  of  the 
shaft.  Find  the  angles  which  the  principal  planes  of  stress  at  the  point  of 
maximum  stress  intensity  make  with  the  axis  of  the  shaft. 

Problem  17. 

Find  the  product  Eei  of  the  modulus  of  elasticity  and  the  greatest  prin- 
cipal strain  in  the  shaft  in  Problem  (16),  assuming  m  =  4. 

Problem  18. 

A  sohd  shaft,' 6''  diameter,  is  subjected  to  a  maximum  bending  moment  of 
200,000  in.  lbs.  If  the  shaft  turns  at  a  speed  of  100  revolutions  per  minute 
what  horse-power  can  be  transmitted,  provided  the  greatest  intensity  of  stress 
in  the  material  does  not  exceed  8000  lbs.  per  sq.  in. 

Problem  19. 

A  solid  propeller  shaft,  6"  diameter,  transmits  400  horse-power  at  a  speed 
of  100  revolutions  per  minute.  If  the  thrust  of  the  screw  is  6000  lbs.,  find 
the  maximimi  intensity  of  compressive  stress  in  the  shaft  when  the  bending 
stresses  are  negligible. 

Problem  20. 

Solve  Problem  (19)  when  there  is  a  bending  moment  of  20,000  in.  lbs.  in 
addition  to  the  thrust  and  the  twisting  moment. 
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Problem  21. 

The  horizontal  bar  AB,  4''  diameter,  is  fixed  at  the  end  A  and  is  subjected 
to  a  vertical  load  supported  on  the  end  of  the  horizontal  arm  BC,  which  is 
perpendicular  to  the  axis  of  the  bar  (Fig.  233) .  Find  the  magnitude  of  P,  on  the 
assumption  that  the  greatest  principal  stress  intensity  ni  ^  8000  lbs.  per  sq.  in. 


Problem  22. 

Find  the  magnitude  of  the  load 
P  in  Problem  (21)  on  the  assump- 
tion that  the  product  Eei  -  8000 
lbs.  per  sq.  in. 

Problem  28. 

If  the  bar  in  Fig.  (233)  is  hollow 
and  d  =  the  outside  diameter  and 
di  —  the  inside  diameter,  determine 
the  diameter  of  the  bar  required  to 
support  a  load  of  3000  lbs.  at  C 


under  the  conditions  of  Problem  (21),  assimiing  di 


Problem  24. 

If  the  force  P,  acting  on  the  bar  in  Problem  (21),  were  replaced  by  a  force 
of  2000  lbs.,  acting  in  the  vertical  plane  through  C,  which  is  parallel  to  the 
axis  of  the  bar,  and  making  an  angle  of  30**  with  the  horizontal  plane  through 
AB  and  BC,  determine  the  greatest  stress  intensity  in  the  bar. 

Problem  26. 

Calculate  the  moment  of  resistance  in  torsion  of  a  straight  bar  of  elliptical 
cross  section  4"  X  2",  assuming  /,  =  8000  lbs.  per  sq.  in.  Determine  the 
angle  of  torsion  in  a  length  of  50"  under  a  torque  equal  to  the  above  moment 
of  resistance,  assuming  G  —  12,000,000  lbs.  per  sq.  in. 

Problem  26. 

Solve  Problem  (25)  for  a  bar  having  a  rectangular  cross  section  4"  X  2". 

Problem  27. 

Solve  Problem  (25)  for  a  bar  having  a  cross  section  2"  square. 

Problem  28. 

Solve  Problem  (21),  replacing  the  round  bar  with  a  bar  4"  square. 

Problem  29. 

A  close  coiled  helical  spring,  having  the  dimensions  D  =  2",  d  =*  J", 
n  =  12  (Art.  167),  is  subjected  to  an  axial  load  P  in  tension.  Find  the  allow- 
able load  on  the  spring  and  the  elongation  of  the  coil,  assuming  /•  >»  30,000 
lbs.  per  sq.  in.,  (7  s  12,000,000  lbs.  per  sq.  in. 

Note,  —  Solve  by  using  equations  (6)  and  (9)  (Art.  167). 
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Problem  30. 

An  open  coiled  spring,  having  the  dimensions  D  =  2",  d  =  J",  B  =  30°, 
the  length  of  the  wire  being  the  same  as  for  the  spring  in  Problem  (29),  is 
subjected  to  an  axial  load  P  in  tension.  Find  the  allowable  load  on  the 
spring  and  the  elongation  of  the  coil,  assuming  /«  ~  30,000  lbs.  per  sq.  in., 
G  =  12,000,000  lbs.  per  sq.  in. 

Find  the  angle  of  twist  at  the  free  end  of  the  coil. 

NoU,  —  Solve  by  use  of  equations  (15),  (28),  (27)  and  (25)  (Art.  167)  and 
compare  results  with  those  obtained  in  Problem  (29). 

Problem  81. 

Find  the  suitable  dimensions  for  a  helical  spring  "of  round  wire  to  support 
an  axial  load  of  2000  lbs.  in  compression,  with  an  axial  displacement  of  2", 
assuming /«  —  50,000  lbs.  per  sq.  in.,  G  =  12,000,000  lbs.  per  sq.  in. 

^  Note.  —  Use  the  formulas  for  the  close  coiled  spring  and  determine  first 

the  value  of  the  ratio  -p .     Having  this  ratio,  decide  on  the  values  of  d  and 

D  which  will  give  a  spring  of  correct  proportions.  Then  determine  the  length 
of  wire,  number  of  coils  and  initial  height  of  spring  necessary  to  give  the 
required  displacement. 

Problem  32. 

A  close  coiled  helical  spring,  having  the  dimensions  D  »  3",  d  —  \" 
n  »  10,  is  fixed  at  one  end  and  subjected  to  a  twisting  couple  of  400  in.  lbs. 
at  the  other,  in  a  plane  perpendicular  to  the  axis  of  the  coil.  Determine  the 
greatest  stress  intensity  and  the  angle  of  twist  at  the  free  end  of  the  coil. 

Note.  —  Use  equations  (3)  and  (5)  (Art.  168). 

Problem  33. 

An  open  coiled  heUcal  spring,  having  the  dimensions  Z>  »  3,  d  =  V't 
6  —  30°,  and  the  same  length  of  wire  in  the  coil  as  the  spring  in  Problem  (32), 
is  fixed  at  one  end  and  subjected  to  a  torque  of  400  in.  lbs.  about  the  axis  of 
the  coil  at  the  other.  Determine  the  greatest  stress  intensity,  the  angle  of 
twist  and  the  axial  displacement  at  the  free  end. 

T^ote,  —  Use  equations  (7),  (13),  (12)  and  (10),  (Art.  168)  and  compare 
results  with  those  obtained  in  Problem  (32). 

Problem  34. 

Solve  Problem  (29),  substituting  a  wire  }"  square  for  the  round  wire. 
(See  Art.  171.) 

Problem  36. 

Solve  Problem  (32)  substituting  a  wire  J"  square  for  the  round  wire.  (See 
Art.  171.) 

Problem  36. 

Solve  Problem  (31)  substituting  a  square  wire  for  the  round  wire. 


CHAPTER  XI. 

CURVED  BARS. 

174.  Definition  and  Limitations.  —  A  curved  beam  may  be 
defined  as  a  bar  subjected  to  bending  by  the  action  of  external 
forces,  the  central  axis  of  which  in  the  unstrained  state  is  a  plane 
curve.  The  stresses  and  strains  due  to  external  forces  acting  upon 
a  straight  beam,  under  certain  limitations,  have  been  determined 
in  Chapters  IV  and  V.  Similar  limitations  will  be  imposed  in 
developing  the  theory  for  curved  beams,  namely:  (a)  the  ma- 
terial is  homogeneous,  (fe)  the  central  axis  passing  through  the 
center  of  gravity  of  every  cross  section  is  a  plane  curve,  (c)  every 
cross  section  is  symmetrical  with  respect  to  its  line  of  intersection 
with  the  plane  of  the  central  axis,  the  term  cross  section  being  used 
to  indicate  a  section  normal  to  the  central  axis,  (d)  the  external 
forces  are  in  equilibrium  and  act  in  the  plane  of  the  central  curve. 
Under  these  conditions  the  elastic  curve  (Art.  95)  formed  by  the 
central  axis  of  the  beam  after  bending  will  be  a  plane  curve 
located  in  the  plane  of  the  original  central  curve. 

175.  Curved  Bar  Subjected  to  Uniform  Bending.  —  If  a 
curved  bar  is  subjected  to  bending,  under  the  limitations  in 
Art.  (174),  by  equal  and  opposite  couples  acting  at  the  ends,  the 
resultant  of  the  stress  on  any  cross  section  of  the  bar  will  evidently 
be  a  couple,  equal  in  magnitude  to  the  terminal  couples  and  the 
bending  moment  will  be  uniform  throughout  the  bar. 

If  the  three  assumptions,  which  were  made  in  the  theory  of 
bending  of  straight  bars  (Art.  66)  are  held  to  be  true,  however, 
the  stress  on  a  cross  section  will  not  be  uniformly  varying  and 
the  line  of  zero  intensity,  or  the  neutral  axis  of  the  stress,  will 
not  pass  through  the  center  of  gravity  of  the  section.  Hence  the 
formulas  for  the  stress  intensity  and  deflection  in  a  straight  bar 
will  not  give  correct  values  for  a  bar  having  an  initial  curvature. 

Let  Fig.  (234  a)  represent  a  curved  bar  in  the  unstrained  state 
and  AB  and  GH  two  radial  cross  sections  intersecting  the  central 
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axis  of  the  bar  at  N  and  T,  the  portion  of  the  axis  NT  being  ao 
small  that  it  may  be  considered  to  be  the  arc  of  a  circle.  Let 
Ti  =  the  initial  radius  of  curvature  of  the  arc  NT  and  I  =  its 
length;  let  h  =  the  length  RS,  intercepted  by  the  cross  sections 
AB  and  GH  on  a  layer  at  any  distance  y  from  the  central  axis, 
and  let  ^  =  the  angle  between  AB  and  GH.     Under  the  action 


of  two  equal  and  opposite  terminal  couples  M  (Fig.  234  &),  the 
bar  will  undei^o  a  change  in  curvature  and  layers,  or  fibers, 
parallel  to  the  central  axis  and  lying  on  the  side  of  an  unstrained 
neutral  layer  opposite  to  the  center  of  curvature,  will  be  elon- 
gated, while  those  on  the  same  side  as  the  center  of  curvature  are 
shortened.  The  planes  of  the  cross  sections  AB  and  GH  will 
intersect  in  a  straight  line  passing  through  the  center  of  curva^ 
ture  of  NT,  the  angle  between  them  being  changed  a  small  amount 
5<t,  where  6  represents  the  ratio  of  the  Increment  in  .J  to  its  original 
value,  analogous  to  the  longitudinal  strain  e  (Art,  4).  The 
bending  moment  M  will  be  called  -plus  when  it  tends  to  increase 
the  curvature  and  minus  when  it  tends  to  decrease  the  curvature. 
We  will  let  r  =  the  final  radius  of  curvature  of  the  arc  NT, 
Co  =  the  strain,  or  extension,  in  the  central  axis  and  e  =  the 
extension  in  the  layer  at  the  distance  y  from  the  central  axis, 
the  change  in  y,  due  to  the  deformation,  being  neglected.  The 
sign  of  y  will  be  plus  when  it  is  measured  away  from  the  center 
of  curvature  and  minus  when  it  is  measured  toward  the  center, 
and  tensile  stresses  and  strains  will  be  called  plus  and  compressive 
stresses  and  strains,  minus.  The  length  of  the  portion  of  the 
central  axis  NT,  between  the  cross  sections  AB  and  GH,  after 
bending,  will  then  be  equal  to  Z  +  eoi  and  the  lei^jth  of  the  layer 
RS  will  be  equal  to  Ii  +  eii. 
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It  will  follow  from  the  assumption  that  plane  cross  sections 
remain  plane  after  bending  that 

i  =  ri«, (1) 

l  +  eji  =  r(<t>  +  d4>), (2) 

Zi  =  (ri  +  y)* (3) 

and 

h  +  eh  =  (r  +  y)  (<t>  +  Sit>) (4) 

Dividing  (4)  by  (3)  and  transposing, 

,  _  (r  +  y)  (»  +  a»)     1  /-s 


and  dividing  (2)  by  (1), 


l  +  e,^rJ^±^ (6) 


Hence, 

^*±M  =  (l  +  e,)5; 

and  substituting  in  (5), 

^  ^  ri  (r  +  y)  (1  +  ep)      ^ 
r  (n  +  y)  • 


(l+f)(l  +  6o)       (l+|^)(l+^) 

Since  the  resultant  of  the  stress  on  the  cross  section  AB  is  a 
couple,  if  we  let  /  =  the  intensity  of  the  normal  stress  at  any 
point  at  a  distance  y  from  the  central  layer  and  observe  that 
under  the  assumptions  of  the  theory 

f=Ee, 

we  shall  have 

ffdA  =  EfedA  =  EMl  +  eo){l-^)f^^<lA 

+  EeoJdA  =  0; 
and  hence 

ri(l+6o)(i-i)Qi  +  eoA=0, (8) 


CURVED  BAR  SUBJECTED  TO  UNIFORM  BENDING      413 

where  A  =  the  area  of  the  cross  section  and 

Qi  =  f-^  dA, 

J  ri  +  y 

which  may  be  called  a  modified  moment  of  the  cross  section 
about  the  axis  through  its  center  of  gravity.  It  is  evident  that 
the  value  of  Qi  approaches  zero  as  n  increases. 

The  moment  of  the  couple  formed  by  the  stress  on  AB  will  be 
equal  to 

M  ^'JfydA  =  EfeydA  =  En{l  +  eo)(^^-^^f^dA 

+  EeoJydA (9) 

But  J  ydA  =0,  and  hence 

=  n(l  +  e,)(i-i)Q„ (10) 

where  Qi  =  I  — -, —  dA  may  be  called  a  modified  moment  of 

J  ri  +  y 

inertia  of  the  cross  section.    It  is  evident  that  as  n  increases 

/ 

Qi  approaches  the  value  — ,  the  moment  of  inertia  of  the  cross 

section,  about  the  axis  through  its  center  of  gravity,  divided  by 
the  radius  of  curvature. 
From  the  simultaneous  solution  of  (8)  and  (10)  we  obtain 

""-^EAQi (^^^ 

and,  by  substituting  this  value  in  (10)  and  transposing, 

1       1  M 


EnQ 


('- 


*''~EAQj 
MA 


ri{EAQi-MQ,) ^^^^ 

Substituting  the  values  of  e^  and  [ )  in  (7),  we  obtain 

n  +  v  Vi  (EAQi  -  MQi))  V      EAQt)     EAQ, 


EQ 


(15) 


where     B 
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Hence 

f^Ee^^i-^-fi..   .....     (14) 

^  QiVi  +  y     A/ 

The  values  of  Qi  and  Qs  can  be  conveniently  deteimined  by 
writing 

-r.f-^,    .   .; (16) 

J  n  +  y' 

and        Q,  =  f-^dA  =  f(y  -  n  +  -^)dil 

J  ri  +  2/  •/   V  n  +  y/ 

=  0-riil+riS=  -ri(A-S) (17) 

Substituting  the  values  of  Qi  and  Q2  in  (14) 

f^        M        (    y         A-B\ 
^      ri{B-A)\ri  +  y         A     ) 

_       M       /B        n    \ 
T,{B-A)\A     n  +  y) ^'""^ 

If  we  let  ^0  =  the  distance  from  the  center  of  gravity  to  the 
neutral  axis  of  the  stress,  we  shall  obtain,  by  substituting  j/o  for 
y  and  putting  (18)  equal  to  zero, 

B         ri      , 

A  ""  ri  +  2/0  ' 
and  hence 

An             A  —  B  .^^. 

1/0  =  -;g  -  n  =  — g —  n (19) 

Since  B  will  be  greater  than  A,  y^  will  be  negative;  which  indi- 
cates that  the  neutral  axis  lies  on  the  same  side  of  the  center 
gravity  as  the  center  of  curvature,  or  inside  of  the  central  layer 
of  the  beam. 

An  inspection  of  (18)  will  show  that  the  greatest  stress  inten- 
sity will  occur  either  in  the  inside  or  the  outside  layer  of  the  bar 
and  that  the  distribution  of  the  stress  over  any  cross  section  will 
depend  on  the  value  of  B  for  the  section. 

If  the  curvature  of  the  bar  is  constant,  that  is,  if  the  central 
axis  is  a  circle,  the  value  of  B  will  be  constant  and  the  maximum 
stress  intensity  and  the  distribution  of  the  stress  on  every  cross 
section  will  be  the  same;  but,  if  the  curvature  varies,  B  will  vary 
and  hence  the  maximum  stress  intensity  will  vary  from  section  to 
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section,  although  both  the  bending  moment  and  cross  section  are 
uniform  throughout  the  bar. 

It  should  be  observed  that,  as  n  increases,  equation  (14)  ap- 
proaches the  form  of  the  equation  for  the  normal  stress  intensity 
in  the  straight  beam, 


/= 


_^y. 


(20) 


and  it  will  be  found  that,  in  cases'  where  the  radius  of  curvature 
is  large  compared  with  the  dimensions  of  the  cross  section,  suffi- 
ciently accurate  results  can  be  obtained  by  using  (30 )  for  calcu- 
lating the  stress  intensity  in  place  of  the  more  complex  formulas 
(14)  or  (18). 

176.  Curved  Bar  Subjected  to  Ordinary  Bending.  —  When  a 
curved  bar  is  subjected  to  ordinary  bending  by  any  balanced 


Fig.  235. 


system  of  forces,  acting  in  the  plane  of  curvature  as  indicated 
in  Fig.  (235),  the  forces  acting  on  the  part  of  the  bar  on  either 
side  of  a  cross  section  AS  can  be  resolved  into  a  set  of  normal 
components,  acting  along  the  axis  OX,  through  0  the  center  of 
gravity  of  the  section,  a  set  of  shearing  components,  acting  along 
OYy  and  a  system  of  couples.  By  combining  these  components 
the  system  can  be  reduced  to  a  single  normal  force 

P  =  2X, (1) 

acting  through  0,  a  shearing  force 

5  =  27, (2) 

acting  along  AB,  and  couple 

M  =  SFa, (3) 
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where  F  represents  any  force  acting  on  the  beam  and  a  represents 
the  distance  from  0  to  its  line  of  action.  The  normal  component 
P  will  produce  a  miiform  stress  over  the  cross  section,  the  in- 
tensity of  which  will  be  equal  to 

^»=j' <*) 

and  the  couple  M  will  produce  a  varying  stress,  the  intensity  of 
which  at  any  point  in  the  cross  section  will  be  represented  by 
the  equation 

Hence  the  resultant  intensity  of  the  normal  stress  at  any  point 
in  the  cross  section  will  be  equal  to 

/  =  /i+/a (6) 

The  neutral  axis  of  the  stress  due  to  the  bending  couple  will 
be  located  at  a  distance 

Vo  =  ^"^ri  (Art.  175) (7) 

from  the  center  of  gravity,  and  the  distance  between  the  center 
of  gravity  and  the  neutral  axes  of  the  combined  stress  can  be 
found  by  equating  (4)  and  (5)  and  solving  for  y. 

As  in  the  case  of  the  bar  subjected  to  uniform  bending  (Art. 
175),  when  the  radius  of  curvature  ri  is  large  compared  with  the 
dimensions  of  the  cross  section,  sufficiently  accurate  results  can 
be  obtained  by  the  use  of  the  equations  for  the  straight  bar  (Art. 
126)  in  place  of  the  more  complex  equations. 

No  special  formula  for  the  intensity  s  of  the  shearing  stress 
on  a  cross  section,  or  longitudinal  layer,  will  be  deduced,  the 
ordinary  formula 

8  =  1^    (Art.  88) (8) 

being  sufficiently  accurate  when  the  radius  of  curvature  is  large; 
and,  when  the  radius  of  curvature  is  small  compared  with  the 
dimensions  of  the  cross  section,  an  accurate  determination  of  the 
shearing  stress  intensity  is  of  little  value.  If  desired  it  may  be 
approximately  estimated  by  the  use  of  equation  (8). 

It  should  he  observed  thai  in  a  bar  of  large  curvature  the  proportion 
between  the  length  and  the  dimensions  of  the  cross  section  is  liable 
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to  be  such  that,  unless  the  distribution  of  the  stress  over  the  ends  of 
the  bar  is  similar  to  that  called  for  by  the  theory,  the  actual  distribv^ 
tion  of  the  stress  on  any  cross  section  mil  deviate  from  the  theoretical 
{Art.  53).  Hence  for  such  cases  the  foregoing  formulas  must  be  re- 
garded as  empirical  and  the  volumes  of  the  working  stress  intensities  for 
use  in  the  formulas  in  any  particular  case  must  be  determined  from 
the  results  of  experiments  made  on  bars  of  the  same  material  and  of 
similar  dimensions  loaded  under  similar  conditions. 

177.  Graphical  Representation  of  Normal  Stress.  —  In  order 
to  determine  the  normal  stress  intensity  /  at  any  p>omt  in  a  given 
cross  section^  it  is  necessary  to  have  the  values  of  B  and  A  for 
the  section.  The  deduction  of  the  equations  for  B  and  plots 
showing  the  variation  in  /  for  a  few  typical  cross  sections  follow. 


Fig.  236. 


Fig.  237. 


Rectangtdar  Section.  —  Let  b  and  h  represent  the  dimensions  of  the  section 
(Fig.  236)  and  let  XiXi  represent  the  axis  through  the  center  of  curvature  Oi 
of  the  bar.  Let  ri  =  the  distance  from  -YiXi  jto  the  center  of  gravity  0  of 
the  cross  section  and  take  for  dA  a  strip,  of  width  dy,  at  a  distance  y  from  0. 
Then 

h  h 

— I —  =  rih  f     — ^  =  rib  log«  (n  +  y) 
ri+y  J_hri+y  ©•mt^^'/j^^ 

2  2 


B=r,/ 


=  Tib  loga 


and 


2n  +  h 
2ri  -h 


A  ^bh. 


(1) 

(2) 

The  distance  yot  from  the  center  of  gravity  to  the  neutral  axis  of  the  stress 
due  to  bending,  can  then  be  found  from  equation  (19)  (Art.  175)  and  the 
stress  intensity  /  at  any  point,  due  to  any  bending  couple  M,  can  be  foimd 
from  equation  (18)  (Art.  175).    The  variation  in  the  stress  intensity  across 
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the  section  is  indicated  by  the  curve  a'b',  the  intensity  Bh'  at  the  inside  of  the 
section,  nearest  the  center  of  curvature,  being  much  greater  than  the  intensity 
Aa'  at  the  outside. 

The  form  of  the  curve  a'h'  and  the  distance  j/o  will  change  as  ri  changes, 
the  neutral  axis  approaching  the  center  of  gravity  and  the  stress  intensity 
curve  a'h'  approaching  the  straight  line  a"&"  as  n  increases. 

Circular  Section.  —  Let  r  =  the  radius  of  the  circle  (Fig.  237)  and  2  6=  the 
length  of  a  strip  at  a  distance  y  from  the  neutral  layer.  Then,  if  we  follow  the 
previous  notation, 

J  ri-\-y 
But  6  =  r cos 6 J    y  =  rsiadf    dy  =  rdd cos 6    and,  therefore, 


B 


2     COS* BdB        „      ,  ^2    {l-siT\*e)d$ 


^   J    rri+rsine  ^   J 


Tfi+rsm^  J ^x    n-hrsm^ 

2  2 


J    tL     r  r»      r«  (ri  4-  rsm^)J 


T 


ll  r  r2         r»  9  fi  tan  ^  +  f  | 

=  2irri  (fi  -  Vri«  -  r*) (3) 

and    A    =irr« (4) 

The  distance  yo  and  the  stress  intensity  /  at  any  point  can  be  determined 
by  equations  (19)  and  (18),  (Art.  175)  as  before,  the  variation  in  stress  in- 
tensity being  indicated  by  the  plot  (Fig.  237). 

Any  Cross  Section.  —  The  value  of  B  for  any  cross  section  can  be  determined 
with  sufficient  accuracy  by  dividing  the  area  into  narrow  strips,  of  width  Ay  and 
area  AA,  parallel  to  the  principal  axis  through  the  center  of  gravity,  calculating 

the  value  of  — ; —  A  A  for  each  strip  and  adding  together,  y  being  the  distance 

ri  -r  y 

from  the  center  of  gravity  to  the  center  of  the  strip  in  each  case.    The  result 
obtained  by  this  process  is  represented  by  the  expression 

B  =  2— ^AA (5) 

ri  +  y 

Having  B  and  A  the  values  of  yo  and  the  stress  intensity  /  can  be  calcu- 
lated in  the  same  manner  as  for  the  other  sections.  The  variation  of  the 
stress  intensity,  obtained  in  the  above  manner,  is  indicated  for  the  sections 
shown  in  Figs.  (238)  and  (239).  So  long  as  the  width  of  the  strips  used  in 
making  the  calculation  is  less  than  ^  the  total  depth  of  the  section,  the  ac- 
curacy of  the  results  will  be  sufficient  for  ordinary  purposes. 
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Varialion  in  Maximum  Stress  Intensity  with  Radius  of  Curvalure,  —  It  will  be 
observed  tbat,  when  y  ~  —  Ci,  the  distance  from  the  center  of  gravity  to  the 
side  of  the  cross  section  nearest  the  center  of  curvature,  the  formula  for  the 
maximum  normal  stress  intensity  due  to  bending  may  be  written  in  the  form 


where  the  quantity 


f  =  M-^,, 


(6) 


5"      L  (B  -  A)  \A     n  -  cj\ 


(7) 


/. 


corresponds  to  the  reciprocal  of  the  section  modulus  £f'  »  -  in  the  formula 


for  the  straight  beam. 


f-M± 


(8) 


Fig.  238. 


Fig.  239. 


A  comparison  of  the  results  given  by  equations  (6)  and  (8)  for  a  beam  of 
any  given  curvature  can  be  made  by  calculating  the  values  of  the  coefficients 

J_     A  1 

The  plot  (Fig.  240)  represents  the  variation  in  the  value  of  ^,  with  the 

radius  of  curvature  in  the  case  of  a  curved  bar  of  circular  cross  section  of  unit 

radius,  the  ordinates  representing  values  of  -^77  and  the  abscissae,  values  of 

n  »  the  radius  of  curvature  of  the  central  axis.    For  the  sake  of  comparison, 

the  value  of  -^  is  shown  by  the  straight  line.    It  will  be  seen,  for  example,  that 

when  n  =  2  the  value  of  /  given  by  (8)  is  about  38  per  cent  smaller  than  the 
value  given  by  (6)  and  that  when  n  »  5  the  error  is  about  15  per  cent,  the 
value  given  by  (6)  gradually  approaching  the  value  given  by  (8)  as  n  increases. 
Similarly,  when  y  »  ci,  the  distance  from  the  center  of  ^avity  to  the  side 
of  the  cross  section  farthest  from  the  center  of  curvature,  the  formula  for  the 
normal  stress  intensity  may  be  written 


^  °  ^  [r.  (g  -  A)  (2  -  PTT^)]  °  ^  j^' 


(9) 
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The  variation  of  -^tt/  with  the  value  of  n  for  the  circular  croes  section  of 

unit  radius  is  also  indicated  in  the  plot  (Fig.  240),  the  value  of  /  given  by 
(8)  when  n  =  2  being  in  this  case  about  42  per  cent  larger  than  the  value 
given  by  (9)  and  about  15i  per  cent  larger  when  n  =  5. 

Similar  results  would  be  obtained  for  bars  with  other  cross  sections. 
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178.  Flexure  of  Ciirved  Bars.  —  In  the  derivation  of  the 
formulas  for  the  stress  intensity  in  the  curved  bar  subjected  to 
bending  it  has  been  shown  that  the  central  axis  undergoes  a 
change  both  in  curvature  and  length  and  hence  the  displacement, 
due  to  bending,  of  any  point  on  the  axis  will,  in  general,  be  the 
resultant  of  two  component  displacements  in  the  directions  of 
any  pair  of  coordinate  axes  which  may  be  chosen. 

Let  ODC  (Fig.  241)  represent  the  central  axis  of  a  curved  bar 
before  bending.  The  components  of  the  displacement  of  any 
point  0  relative  to  the  point  C  can  be  determined  in  the  follow- 
ing manner.  Let  (xi,  yO  be  the  coordinates  of  C  with  respect  to 
any  pair  of  coordinate  axes  with  the  origin  at  0.  Let  5a;  =  the 
displacement  of  0,  relative  to  C,  in  the  direction  OX,  8y  =  its 
displacement  in  the  direction  OY  and  da  =  the  change  in  the 
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angle  between  the  tangents  at  0  and  C,  due  to  bending  the  bar. 
Let  D  be  the  center  of  gravity  of  any  cross  section  of  the  bar, 
whose  coordinates  are  (x,  y),  a^  the  angle  between  the  tangent 
at  D  and  OX^  M  ^  the  bending  moment;  n  =  the  initial  radius 
of  curvature  and  r  =  the  final  radius  of  curvature  of  the  central 
axis  at  the  point  D.  Following  the  notation  in  the  preceding 
articles  and  combining  equation  (12)  (Art.  175)  with  equation 
(19)  (Art.  167),  we  obtain  the  following  expression  for  the  change 
in  curvature  at  A, 

di      11^  MA 

ds      r      n     n(EAQ2-MQi)' ^^^ 

where  di  =  the  change  in  da,  the  difiference  of  the  slopes  of  the 
tangents  at  the  ends  of  the  length  ds  of  the  central  curve  at  D. 

We  will  let  OF  represent  the  resultant  displacement  and  OE 
and  EF,  the  component  displacements  in  the  directions  OX  and 
OY,  of  the  point  0,  due  to  the  change  in  curvature  in  the  length 
ds  only,  while  the  curvature  of  the  remainder  of  the  central  axis 
is  considered  as  remaining  unchanged. 

Then,  if  we  let  OD  =  the  length  of  the  chord  from  0  to  the 
point  (x,  y)  we  shall  have,  neglecting  signs, 

OE  =  d  (5x)  =  OF .  cosEOF  =  OD  •  di  •  cosEOF 

=^OD-cosODK*di  =  ydi; (2) 

and 

EF  =  d  (6y)  =  OF .  sin  EOF  =  OD  •  di  •  sin  EOF 

=  OD*BinODK*di  =  zdi (3) 

Substituting  the  value  of  di  from  (1)  in  equations  (2)  and  (3) 
and  integrating,  we  obtain 

Sy  =  -fxdi  =  -£_]"^EAQ.i  MQO^ds.     .     (5) 

For  the  change  5a,  in  the  angle  (ao  —  ai)  between  the  tangents 
at  O  and  C,  we  have 

da  =  fd{6a)  =  fdi  =  r^^'-j—MA^^^ds.    .      (6) 

It  will  be  observed  that  when  the  central  axis  is  concave  toward 
OX  and  M  is  positive,  as  indicated  (Fig.  241),  hx  and  5a  are  posi- 
tive and  hfy  is  negative. 
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When  the  bending  nloment  is  negative,  or  when  the  curvature 
of  the  central  axis  relative  to  OX  is  reversed,  the  signs  of  the  dis- 
placements can  be  easily  determined.  When  the  curvature  is 
comparatively  small,  that  is,  the  radius  of  curvature  of  the  cen- 


FiG.  241. 


tral  axis  is  several  times  the  dimensions  of  the  cross  section  of 
the  bar, 

Qi  =  0  (nearly)  and  Qj  =  -  (nearly)  (Art.  175) 
and  equations  (1),  (4),  (5)  and  (6)  reduce  to 

ds      r      n     £/' 


bx 


(7) 


Jr>x-x,  3f 

t/*«-0 


xds, 


da 


x-o    EI 


ds. 


(9) 
(10) 


The  above  equations  evidently  reduce  to  the  equations  for  the 
straight  beam  (Arts.  95-96)  when  —  =  0  and  the  axis  OX  is  taken 
to  coincide  with  the  central  axis  of  the  beam. 
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In  the  deduction  of  the  foregoing  equations  the  effect  of  the 
component  displacements  due  to  the  change  in  length  of  the  axis 
of  the  bar  has  been  neglected,  as  these  are  small  compared  with 
the  displacements  due  to  the  bending  and  in  many  cases  will 
have  no  appreciable  effect  on  the  results. 

The  expressions  for  the  component  displacements  dx'  and  dy', 
due  to  the  change  in  length  of  the  axis,  may  be  determined  as 
follows:  Let  P  =  the  resultant  normal  force  acting  on  the  sec- 
tion at  D  (Fig.  241)  which  is^iassumed  to  be  positive,  if  tension, 
and  negative,  if  compression.  The  strain  in  the  central  axis  will 
then  be  the  resultant  of  the  strain  due  to  the  normal  force  P 
and  that  due  to  the  bending  moment  M  (equation  11,  Art.  175)  or, 

^      AE      EAQ2     AE'^EAri ^^^^ 

If  the  expansion,  or  contraction,  due  to  temperature  change 
is  to  be  allowed  for,  we  should  add  to  the  value  of  Bq  given  by 
(11)  the  quantity  eT,  where  c  =  the  coefficient  of  Unear  expan- 
sion of  the  material  in  the  bar  and  T  =  the  temperature  change, 
in  which  case 

the  value  of  T  being  plus  when  the  temperature  increases. 

The  change  in  the  length  ds,  due  to  the  strain  eo,  will  be  60  ds 
and  the  component  displacements  at  0  in  the  directions  OX 
and  OY,  due  to  the  change  in  the  length  ds  alone,  will  be  re- 
spectively equal  to 

dx 
—Co  cos  ads  =  — eo-j-ds=  —  Codx 

as 

and 

—  eosinads  =  —  eo  —  ds=  —  Cody, 

the  negative  signs  indicating  that  for  the  bar  shown  the  displace- 
ments along  OX  and  OY  are  negative  when  €0  is  positive. 

Hence  the  total  displacements  in  the  directions  OX  and  OY 
due  to  the  total  change  in  length  of  the  portion  OC  of  the  central 
axis  will  be  respectively  equal  to 

dx'  =  -    r^'\dx, (13) 

t/x-O 

V=  -  r"\dy; (14) 

t/x«0 
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and  hence  the  resultant  displacements,  due  the  combined  bend- 
ing, axial  thrust  and  temperature  changes,  will  be  equal  to 

Jr»x«xi  MA 

X.0    n  {EAQi  -  MQi)  "^ 

and 

Jf**— zi  MA 


t7[^+^''+mr}y-  (16) 


8ai  =  6a  +  3a   =  f         — ^^^  ^^ tfftt^ 

Jxmo    Ti 


The  change  in  (oo  —  ai),  due  to  the  strain  Cq  in  the  length  ds  alone, 

will  be  -^—  and  the  total  increment  in  (oq  —  ai),  due  to  the  total 
ri  ^  ^ 

change  in  length  of  OC,  will  be 

8a'  =  r^'^^ds (17) 

Hence  the  total  change  in  (a^  —  ai),  due  to  combined  bending, 
thrust  and  temperature  changes,  will  be 

MA 
{EAQi  -  MQi) 

In  ordinary  cases  the  above  equations  are  too  complex  to  be  of 
practical  value  and,  except  in  cases  in  which  the  curvature  is 
large  compared  with  the  cross  section  of  the  bar,  the  following 
approximate  forms  are  sufficiently  accurate: 

'-^--ni^-^TE+^'^y <2i) 

When  the  normal  thrust  P  and  the  temperature  change  T  are 

p 
small  compared  with  the  bending  moment  ilf ,  the  terms  -j-s  and 
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€T  in  equations  (19),  (20)  and  (21),  can  be  omitted  without 
causing  a  serious  error  and  the  equations  reduce  to  the  forms  in 
equations  (8),  (9)  and  (10).  When  the  bar  is  of  uniform  cross 
section  all  of  the  foregoing  equations  are  simplified  by  making 
Ej  A  and  /,  or  Qi  and  Q%,  constant  and,  when  the  bending  is 
uniform,  the  equations  are  simplified  by  making  M  constant. 

179.  The  Hook.  —  An  approximate  method  of  determining 
the  stresses  in  a  hook,  or  an  op>en  link,  by  use  of  the  straight 
beam  formula  has  been  discussed  in  Art.  (133).  Owing  to  the 
curvature,  the  results  obtained  by  this  method  are  evidently 
incorrect  and  a  solution  by  the  method  of  Art.  (176)  will  give 
much  more  accurate  results. 


w 


1^^,-J^i-^; 


Fig.  242. 


Let  the  hook  (Fig.  242)  be  subjected  to  a  pull  W  along  the  line  CD.  Let 
a  a  the  distance  from  the  line  of  action  of  PT  to  the  center  of  gravity  O,  of 
the  cross  section  AB  which  is  perpendicular  to  CD.  Let  n  »  the  radius  of 
curvature  of  the  central  axis  of  the  hook  at  0.  Then  from  Art.  (176)  we 
obtain  for  the  stress  intensity  at  any  point  in  AB, 


/  -  /i  +  /.  =  ;j  +  ^,(B-A)  (l  "  ^y) ' 


(1) 


It  should  be  observed  that  in  this  case  P  =  TT,  M  =  -Wa  and  the  great- 
est stress  intensity  will  occur  at  the  point  A  for  which  y  =  — Ci. 


426 


APPLIED  MECHANICS 


180.  The  Circular  Ring.  —  If  a  circular  ring  of  uniform  cross 
section  and  material  is  subjected  to  a  pull  by  two  equal  and  oppo- 
site forces,  acting  along  a  diam- 
eter, the  greatest  stress  intensity 
and  the  deformation  in  the  ring 
can  be  determined  in  the  follow- 
ing manner: 

First  Sduiian,  —  Let  n  =  the  ra- 
dius of  the  central  axis  of  the  rinfs 
(Fig.  243)  before  the  load  is  applied 
and  let  IT  =  the  load,  acting  alon^ 
the  diameter  CC.  Let  Mc  =  the 
bending  moment  at  the  cross  section 
at  C,  Mq  —  the  bending  moment  at 
the  cross  section  at  0  on  the  diam- 
eter OXy  perpendicular  to  CC\  M  = 
the  bending  moment  at  any  cross 

section  D  and  a  —  the  angle  between  the  tangent  to  the  central  axis  at  D 

and  OX, 

The  stress  on  the  cross  section  at  O  will  be  the  resultant  of  a  uniform 

W 
normal  stress  P^  —  -^  ^^^  ^  varying  stress,  whose  resultant  is  the  couple  ilf  q. 

The  stress  on  the  cross  section  D  will  be  the  resultant  of  a  uniform  normal 
stress, 


Fig.  243. 


a  shearing  stress, 


W 
P  =  Po  sin  a  =  Y  si'^  «» 


W 
S  ^  Po  cos  a  ^  -^  cos  a, 


(1) 


(2) 


and  a  varying  stress,  whose  resultant  is  the  couple 

Af  =  Af 0  4-  Po  (n  —  n  sin  a)  =  Mo  +  —^  (1  —  sin  a).  . 


(3) 


The  stress  on  the  cross  section  at  C  to  the  left  of  IF,  will  be  the  resultant 
of  a  shearing  stress. 


i^c  =2-, 


(4) 


and  a  varying  stress,  whose  resultant  is  the  couple 

W 

Afc  =  Mo  +  -g-  n.  .   . 


(5) 


An  approximate  solution  for  the  value  of  Mo  can  be  made  as  follows:  It 
will  be  observed  that  under  the  load  W  the  diameter  CC  will  increase  and  the 
diameter  OCy  will  diminish  and  that  the  change  in  the  angle  between  the 
tangents  to  the  central  axis  at  the  points  0  and  C,  due  to  the  distortion,  will 
be  equal  to  zero. 
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Henoe,  by  substituting  the  above  value  of  Af  in  equation  (10)  (Art.  178), 
the  coordinates  of  the  point  C  being  (xi,  yi),  we  obtain 

'^'m  fZ"  [^'  +  ^'  (1  -  Bin  «)]d.  -  0 (6) 

But  da  B  ^fi  da  and  hence 

2 

"  ~  S/  r^<^*"  "*"  "^  ^*  +  C08a)J^ 

2 

and  solving  for  Mo, 

«.-^(-i)— ■(,--!) <« 

Substituting  the  value  of  Afo  in  (3),  we  obtain 

M  -^{l-l'^<)'Wn(^--\Bm«); (9) 

and  from  (6)  we  obtain 

Me-^, (10) 

which  is  the  greatest  bending  moment  in  the  ring.  It  will  be  observed  that 
the  bending  moment  Af « is  positive  and  that  Af  o  is  negative.  There  will  be  a 
point  iV,  between  0  and  C,  at  which  the  bending  is  equal  to  zero,  which  may 
be  located  by  putting  (9)  equal  to  zero  and  solving  for  a',  the  angle  between 
the  tangent  at  N  and  OX,  which  will  give, 

a'=8in-i- (11) 

The  greatest  normal  stress  intensity  on  any  cross  section  D  (Fig.  243)  will 
be  located  at  the  inside  of  the  section  and  will  be  represented  by  equation  (6) 
(Alt.  176)  or,  if  we  substitute  the  values  of  /i  and  /s  in  terms  of  the  normal 
stress  (equation  1)  and  the  bending  moment  (equation  9), 

where  Ci  »  the  distance  of  the  inside  of  the  cross  section  from  the  central 
axis  OC. 

At  the  cross  section  0  equation  (12)  reduces  to 


.       W    .  ^(t      2)  (B  r,     \ 

^      2A"^    (B-A)      \A      ri  -c,/' 


(13) 


which  is  the  maximum  tensile  stress  intensity  in  the  ring;  and  at  the  cross 
section  C  equation  (12)  reduces  to 
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which  is  a  oompreasive  stress  and  is  the  maximum  intensity  of  stress  in  the 
ring. 

The  normal  stress  intensity  at  the  outside  of  the  ring  can  be  readily  ob- 
tained by  substituting  Ca,  the  distance  from  the  center  of  gravity  to  the 
outside  of  the  cross  section,  for  — Ci  in  equations  (12),  (13)  and  (14). 

The  change  in  the  length  of  the  diameters  00*  and  CC  can  be  approxi- 
mately determined  by  substituting  the  values  of  da  =  —  n  da,  y  —  n  cos  a, 
X  ==  n  (1  —  sin  a)  and  the  value  of  M  from  equation  (9)  in  equations  (8) 
and  (9)  (Art.  178)  and  obtaining  the  displacements  of  0,  relative  to  C,  in  the 
directions  OX  and  OF,  as  follows: 

to  =  ■"  j57  J    ^^^  ( K^^oi  W  cos  a  da 

2 


Wn*  ri  .         1  .  •  1® 


2 

_  Wri 

"  EI 
and 


-ii-\) <■« 


2 

Since  6x  is  positive  the  diameter  00'  will  be  shortened  and  the  total  de- 
crease will  be  equal  to 

,<oo,.2^'(i-!) <"' 

and,  since  Sy  is  negative,  the  diameter  CC  will  be  lengthened  and  the  total 
increase  will  be  equal  to 

.,cc-,-i^(|-i) as, 

Second  Solution.  —  In  the  preceding  solution,  by  use  of  the  approximate 
equations  (7-9)  (Art.  178),  the  stress  due  to  the  normal  force  P  and  the  effect 
of  the  curvature  on  the  distribution  of  the  stress  due  to  bending  have  been 
neglected.  A  more  accurate  solution  can  be  made  by  use  of  the  more  exact 
forms  of  the  equations  for  the  displacements  as  follows: 

By  substituting  the  values  <?i  =  (A  —  B)  and  Qj  =  —  n  (A  —  B)  (Art. 
175)  in  equation  (18)  (Art.  178),  we  obtain 

and,   assuming  noitemperature  change  and  that  -pri — jTTf  ^  ea      ^^^^ 
nearly)  for  any  allowable  bending  moment,  equation  (19)  will  reduce  to 
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Substituting  the  values  of  M  and  P,  from  equations  (3)  and  (1),  in  equation 
(20)  and  observing  that  the  change  in  the  angle  between  the  tangents  at 
O  and  C,  due  to  the  distortion  of  the  ring  (Fig.  243),  is  zero,  we  have 

*-'-r-[cB^r^2m{^  +  ^a--'')K^>-o.(2i). 

2 

Reducing  (21),  we  obtain 

.  J^^B(^^  +  w'\'-AW^na']da^O; (22) 

2 

and  integrating, 

-b(^+w'^1+AW-0; 

and  solving  for  Mo,  we  have 

Substituting  the  value  of  Mo  in  (3),  we  have 

and,  by  substituting  in  (5),  we  obtain 

M.-^^ (25) 

The  point  N,  at  which  the  bending  moment  is  zero,  may  be  located  by 
placing  (24)  equal  to  zero  and  solving  for  a',  the  angle  between  the  tangent 
at  N  and  OX,  which  will  give 

a'-sin-i^ (26) 

For  the  greatest  normal  stress  intensity  at  any  cross  section  D,  we  have 

/  =  j3«n«  + ^^^TT) (a-TT^J (27) 

and  for  the  cross  section  at  0  the  greatest  intensity  will  be 

^="21-+      (B-A)       U      rT^^; (^^ 

and  for  the  cross  section  at  C, 

^  '  tB  (B  -  A)  \A  "  ;r=^y' ^^^ 

which  is  the  greatest  normal  stress  intensity  in  the  ring.  It  will  be  observed 
that,  since  B  >  A,  the  stress  intensities  given  by  the  last  three  equations 
are  slightly  less  than  those  given  by  the  approximate  solution.  The  equations 
for  the  stress  intensity  at  the  outside  of  the  ring  at  he  cross  sections  D,  0  and 
C  can  be  obtained  by  substituting  c»  for  — ci  in  equations  (27),  (28)  and  (29). 
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The  variation  in  tfae  bending  moment  and  the  Btrees  int«nsitiee  at  the  in- 
rade,  or  ijxtradoa,  uid  at  the  OUtaide,  or  exirad«S,  of  the  ring  is  represented  by 
the  diagram  (Fig.  244). 

The  variatioQ  in  JIf  for  a  ring  of  circular  cross  section,  of  radius  r  ^  1 
and  having  the  proportions  rj  =  3  r,  ia  shown  by  the  curve  on  the  left  of  the 
central  axis  CC,  which  is  constructed  by  plotting  the  values  of  Af  at  the 
different  cross  sections  radially  from  the  central  aids  of  the  ring  as  a  base 
line,  positive  values  of  M  being  measured  outward  and  negative  values  in- 
ward from  the  base  line.  . 


The  variation  in  the  stress  intensity  at  the  intrados  of  the  ring  is  shown 
by  the  curve  in  the  upper  right-hand  quadrant,  tensile  stress  intensities  being 
plotted  radially  outward  and  compressive  stress  intensities  radially  inward 
from  the  central  axis  as  a  base  line.  Similarly,  the  diagram  in  the  lower  right- 
hand  quadrant  represents  the  variation  in  the  stress  intensity  at  the  extradoa 
of  the  ring,  tensile  stresses  being  measured  outward  and  compressive  stress 
intensities  inward  from  the  central  axis. 

It  will  be  observed  that  the  greatest  tensile  stress  intensity  is  located  at 
the  intrados,  at  the  sections  0  and  O',  and  that  the  greatest  compressive 
stress  intensity  is  located  at  the  intrados,  at  the  sections  C  and  C,  and  that 
the  latter  is  the  maximum  stress  intensity  for  the  entire  ring. 

To  determine  the  change  in  the  diameters  00"  and  CC  we  have,  by  substi- 
tuting the  values  of  Qi  and  Qi  in  (1)  (Art.  178), 

MA  MA M  ■  , 

ri  (AEQ,  -  MQ,)      (B  -  A)  n  (EAn  +  M)      (B  -  A)  En'  ^"^^  nearly); 
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and,  assuming  that  there  is  no  change  in  temperature,  equation  (15)  (Art.  178), 
for  the  displacement  of  O  relative  to  C  in  the  direction  OX,  will  reduce  to 

and  equation  (16)  (Art.  178),  for  the  displacement  of  0  relative  to  C  in  the 
direction  OK,  will  become 

'«'  -  -xir (B  -1) En^'"^  -X'-7(A + -A-y^. .  (31) 

Substituting  the  values  x  =  ri  (1  —  sin  a),  y  «  ri  cos  a,  ds  =  — n  da,dx^ 

W                                  /  A       1         \ 
— fi  COB  a  da,  dy  -  — fi  siaada,  P  =  -5-  sin  a  and  M  =  Wn  f  %j ^  sin  a  ) 

in  the  above  equations  and  observing  that  when  x  »"  0,  a  -^  x  and  when  x  »  Xi, 
a  »  0,  we  obtain 


2 


+r  [s^« +s(^  -  s^'"')]*^"*' 


2 


^^f^-i)-^: « 


(B  -  A)  ^  \Bt      4, 


and 


'^ -JT  (B^^(A  -  i"^")  (^  - '^"^*' 


2 

+ 


rorWri    .        ,   fTri/A       1  .      XT  .       , 


2 


_        Wri        PA  -  '  a.  1  /B  -  A\-|  _  Wn^ 

"  (B-A)ELBt      8'^2V     B     /J     xB^ ^'*'*^ 

Since  6x1  is  positive,  the  diameter  00'  will  be  shortened  and  the  total 
decrease  will  be  equal  to 

•«»'>-ir^(B-0-"^ <«> 

and,  as  6yi  is  negative,  the  diameter  CC  will  be  lengthened  and  the  formula 
for  the  total  increase  may  be  written 

•"^-(I^[|-e-Kt^)]+w-  ■  <»' 

The  following  approximate  expressions  for  the  change  in  diameters,  as 
accurate  as  the  conditions  of  loading  in  ordinary  cases  will  warrant  the  use  of, 
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can  be  obtained  by  oombining  the  approximate  values  for  the  change  due  to 
bending  only,  given  by  (17)  and  (18),  with  the  change  due  to  the  normal  com- 
ponent P,  represented  by  the  last  term  in  (34)  or  (35) : 


6(00') 
6  (CO 


2TFn» 

EI 
2Wr 


e-i)- 


EI    \8 


2TFri 
xAE 

x)  ^  xAE ' 


(36) 
(37) 


181.  Chain  Links.  —  The  simplest  form  of  a  chain  link  is 

made  up  of  semicircular  ends 
and  straight  sides  as  indicated  in 
Fig.  (245),  the  pull  being  applied 
along  the  central  axis  CC\  If 
the  theories  for  determining  the 
stresses  in  curved  bars  and  in 
straight  bars  were  rigidly  adhered 
to,  there  would  be  a  sharp  change 
in  the  distribution  of  the  stress 
at  the  cross  sections  0,  0',  etc., 
where  the  curved  and  straight 
parts  join.  Assuming  that  this 
change  takes  place  in  a  very  short 
distance  in  the  neighborhood  of 
these  cross  sections,  an  approxi- 
mate   solution    for    the    stresses 


Fig.  245. 


ma}''  be  obtained  as  follows: 

Letting  W  —  the  load  and  3fo,  Mc  and  M  represent  the  bending  moments 
at  Oj  C  and  D,  as  before,  (Art.  180),  we  have 


M  =  Mo  +  ^  (l  -sina). 


(1) 


The  change  in  the  angle  between  the  tangents  at  G  and  C  due  to  the  load 
W  will  be  zero  and,  if  there  is  no  temperature  change  and  we  assume  that  the 
change  in  the  angles  between  the  tangents  at  0  and  G,  for  the  straight  por- 
tion 00,  is  equal  to 

K-pj  (equation  10,  Art.  97), 

and  that  the  change  in  the  angle  between  the  tangents  at  0  and  C,  for  the 
curved  portion  OC,  is  equal  to 


EI\ 


-2-+Mor,g  +  -2-  2 


j  (equation  7,  Art.  180), 
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we  have 


and  solving  for  Af o, 

X'-mi^) »> 

Substituting  in  (1)  and  reducing  we  obtain 

Wri/a  +  2ri  \.  ,.. 

^—Krr^-''''V' (^^ 

and  at  C,  where  a  =  0, 

«-'t'(SS) <« 

Substituting  in  the  equation  for  the  greatest  normal  stress  intensity  at  any 
cross  section  D,  we  have 

.      Wsina  ,  W        /a±2ri        .      \/B         n     \.  ,.. 

for  a  cross  section  just  to  the  left  of  C,  the  greatest  normal  stress  intensity 
will  be  equal  to 

W        (a  +  2rA(B r^\ 

^      2(B-A)\a+irrJ\A      n-cj' ^'^ 

for  a  cross  section  at  O,  assuming  the  distribution  of  stress  to  be  that  in  the 
curved  bar^  the  greatest  normal  stress  intensity  will  be  equal  to 


TT  W        /a  +  2r,         \/B         n     \. 

^      2A^2{B-A)\a  +  irri         J\A      n  -  cj'  ' 


(8) 


and  for  any  cross  section  between  0  and  Cr,  assimiing  the  distribution  of  stress 
to  be  that  in  the  straight  bar,  the  greatest  normal  stress  intensity  will  be 
equal  to 


^      2A        21   \a+xri         /       2A         2/    \o+xri/ 


(9) 


The  preceding  equations  give  the  stress  intensities  at  the  inside  of  the 
link,  where  y  =  —  Ci.  The  expressions  for  the  stress  intensities  at  the  outside 
of  the  link,  at  the  cross  sections  D,  C,  0  and  (?,  can  be  obtained  by  substitut- 
ing Cj  for  —  Ci  in  equations  (6),  (7),  (8)  and  (9). 

A  comparison  of  results  will  show  that  in  a  link  of  circular  cross  section 
the  greatest  intensity  of  the  tension  on  the  cross  section  at  C  will  exceed  that 
on  the  cross  section  at  G,  calculated  from  equation  (9) ;  and  that  the  greatest 
intensity  of  the  normal  stress  in  the  Unk  will  be  the  compressive  stress  at  the 
inside  of  the  cross  section  at  C. 

182.  The  Spiral  Spring.  —  The  flat  spiral  spring  of  the  tjrpe 
used  for  driving  clocks  and  other  mechanisms  is  usually  made  up 
of  a  strip  of  metal  of  rectangular  cross  section,  fastened  to  a  pin 
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at  the  center  0  and  held  by  a  hinge  connection  at  the  end  A 
(Fig.  246).  Usually  the  hinge  A  is  stationary  and  the  spring  is 
wound  up  by  turning  the  pin  0,  but  obviously  the  stress  and  the 
distortion  in  the  spring  would  be  the  same  if  the  pin  0  were  fixed 
and  the  winding  were  done  by  pulling  the  end  A  around  the 
central  axis. 


If  P  »  the  force  applied  at  il,  in  the  direction  of  the  tangent  to  the  spiral, 
the  stress  at  any  section  D  will  be  the  resultant  of  a  force  equal  and  parallel 
to  Pf  acting  through  the  center  of  gravity  of  the  section,  and  a  couple  M  » 
Py.  For  different  sections  of  the  spiral,  the  couple  M  will  have  values  vary- 
ing from  0  to  Pyi  and  the  average  value  will  be  nearly  equal  to 

ilf  =  Pa \  (1) 

The  force  P,  acting  at  the  center  of  gravity  of  any  section,  may  be  resolved 
into  a  normal  and  shearing  component  and  the  values  of  each  of  these  com- 
ponents will  vary,  through  the  length  of  the  spiral,  from  a  minimum  zero  to 
a  maximum  P. 

•  Except  possibly  in  the  portion  close  to  the  center,  the  radius  of  curvature 
will  be  so  large,  compared  with  the  depth  of  the  cross  section,  that  the  formulas 
for  the  straight  beam  will  give  accurate  values  for  the  stress  intensity. 

The  greatest  bending  moment  occurs  at  B  and  is  equal  to 


Mo  -  Pj/i  =  2 Pa  (nearly); 


and  hence  the  greatest  stress  intensity  due  to  bending  will  be  equal  to 


/  = 


(2) 


(3) 


where  -  =  the  section  modulus  of  the  spring,  this  stress  intensity  being 

c 

greater  than  that  near  the  center,  where  the  curvature  is  greater  but  the 

p 
bending  moment  is  only  half  as  large.    The  stress  intensity  -j ,  due  to  the 

normal  component  P  at  the  section  B,  will  evidently  be  compression  but 
will  be  so  small  as  to  be  negligible. 
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The  angular  displacement  a,  of  the  point  A  relative  to  0,  may  be  esti- 
mated by  substituting  the  average  value  of  M  (equation  1)  in  equation  (10) 
(Art.  178)  and  integrating  over  the  entire  length  of  the  spiral;  this  angular 
displacement  evidently  being  equal  to  the  change  in  the  angle  between  the 
tangents  to  the  curve  at  A  and  B.    Hence 

M  r»^i         Ml     Pal  , ., 

'"mj,.,^^m'Ei (^) 

The  resilience  of  the  spring  in  terms  of  the  above  value  of  a  will  be  equal  to 

where  /  =  the  greatest  intensity  of  stress,  p  «  the  radius  of  gyration  of  the 
cross  section  and  V  «  the  volume  of  the  spring. 
If  the  section  is  rectangular 

«  =  20^ (6) 

183.  The  Carriage  Spring.  —  The  ordinary  type  of  carriage 
spring  is  made  up  of  curved  bars^  or  leaves,  clamped  together  at 
the  center  in  the  manner  indicated  in  Fig.  (247). 


Fig.  247. 

The  flexibility  of  the  spring  is  increased,  without  diminishing 
the  strength,  by  shortening  the  successive  leaves  as  shown  in  the 
sketch.  The  .curvature  of  the  leaves  in  the  initial  state,  before 
clamping  together,  varies;  the  curvature  of  the  shortest  leaf  being 
the  greatest  and  that  of  the  others  being  diminished  as  the  length 
is  increased. 

The  object  of  this  is  to  attain  the  condition  that  the  pressure 
between  any  two  successive  leaves  of  the  built-up  spring  shall 
be  concentrated,  as  nearly  as  possible,  at  the  ends  of  the  shorter 
of  the  two  leaves. 
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Assuming  that  this  condition  is  realized,  the  pressure  at  B  between  the 

first  and  second  leaves  of  the  spring,  due  to  a  load  W  at  the  center  C,  will  be 

W 
equal  to  -^  and  the  bending  moment  in  the  portion  OB  of  the  first  leaf  ¥rill 

be  uniform  and  equal  to 

Af-ya, (1) 

where  a  =  the  horizontal  distance  between  A  and  B, 

Therefore,  if  the  portion  of  the  leaf  BO  is  of  uniform  section  and  the  end 
BA  is  tapered,  by  varying  the  breadth  alone  as  indicated,  or  in  any  other 
way,  so  as  to  form  as  nearly  as  possible  a  beam  of  uniform  strength  (Art. 
85)  the  greatest  fiber  stress  throughout  the  leaf  will  be  constant;  and  hence, 
since  the  radius  of  curvature  is  large  compared  with  the  depth  of  a  cross  sec- 
tion, the  greatest  intensity  of  stress  will  be  given  by  the  formula 

.  _Mc  _Wa  c 

•^"    /    "    2    / ^^^ 

W 
Similarly,  the  pressure  between  the  second  and  third  leaves  will  be  -5- 

and,  if  the  horizontal  distance  between  B  and  C  is  equal  to  a,  the  bending 
moment  in  the  portion  OC  of  the  second  leaf  will  be  uniform  and  equfiJ  to 
that  in  (1).  Hence,  if  the  cross  section  of  the  portion  OC  is  the  same  as  that 
in  the  first  leaf  and  the  end  CB  is  tap>ered  in  the  same  manner  as  the  end  BA, 
the  maximum  stress  intensity  throughout  the  second  leaf  will  be  the  same  as 
in  the  first  leaf. 

It  will  follow,  if  the  successive  leaves  are  designed  with  the  same  tapered 
ends  and  the  central  portions  with  the  same  cross  section,  that  the  maximum 
stress  intensity  throughout  the  spring  will  be  the  same. 

The  deflection  of  the  spring  may  be  estimated  as  follows :  Since  the  straight 
portions  of  all  the  leaves  are  assumed  to  be  subjected  to  the  same  uniform 
bending  moment  the  change  in  curvature  of  all  will  be  the  same  and,  since 
the  initial  curvature  is  small,  will  be  equal  in  magnitude  to 

i  -  ^^  = -^  =  - ^  (equation  7,  Art.  178) (3) 

If  the  ends  are  tapered,  as  shown  in  the  sketch,  the  change  in  curvature 
of  the  end  BA  will  also  be  equal  to  the  value  represented  by  (3)  (see 
equation  2,  Case  a.  Art.  103). 

Hence,  for  the  magnitude  of  the  deflection  of  0  relative  to  the  supports 
A  and  D,  we  have 

^°  ^  WeI  ^  WeT  ^       ^'         ^ ^^ 

The  actual  deflection  in  the  spring  will  differ  from  this,  owing  to  the  effect 
the  friction  between  the  leaves  and  the  fact  that  the  ideal  conditions  im- 
posed in  the  theory  are  not  realized  in  the  actual  spring. 


PBOBLEMS 
181.  Problems  —  Curved  Bars. 


Find  the  moment  of  resistance  of  each  of  the  croes  sectionB  shown  in  Fig, 
(248)  MMiming  the  central  axis  of  the  member  in  each  caae  to  be  a  curve 
lying  in-  the  plane  of  symmetry  AB  and  that  the  radius  of  curvature  of  the 
central  aids  is  20"  and  the  greatest  nonnaJ  streae  intensity  is  5000  lbs.  per 


Problem  S. 

Solve  Problem  (35)  (Art.  134),  using  the  formula  for  the  curved  bar. 

Problem  3. 

Find  the  load  that  may  be  carried  by  a  hook,  having  the  cross  section  shown 
in  Fig.  (249),  the  center  of  curvature  of  the  central  axis  being  in  the  line  AB 
produced  and  3"  to  the  right  of  B.  AsBume/  =  8000  lbs.  per  sq.  in.  and  that 
the  line  of  action  of  the  resulEsnt  load  passes  through  the  centra  of  curvature. 


Problem  4. 

Find  the  greatest  intensity  of  the  tensile  and  compressive  stress  in  a  hook, 
having  the  cross  section  shown  in  Fig.  (260),  the  ccnt«r  of  curvature  of  the 
central  axis  being  in  the  axis  of  symmetry  AB  and  3"  to  the  r^t  of  B.  The 
load  is  20,000  lbs.  and  its  line  of  action  passes  through  the  center  of  curvature. 

Problem  B. 

Find  the  pressure  that  may  be  exerted  by  a  curved  rocker  arm,  having  the 
croflB  aeotion  shown  in  Fig.  (251),  the  center  of  curvature  of  the  central  axis 
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being  in  the  axis  of  symmetry  AB  and  2S"  to  the  right  of  B,  The  line  of 
action  of  the  resultant  pressure,  exerted  by  the  arm  is  30"  to  the  right  of  B. 
The  greatest  allowable  intensity  of  the  normal  stress  is  6000  lbs.  per  sq.  in. 

Problem  6. 

Find  the  stress  intensities  at  the  intrados  and  the  extrados  at  the  cross 
sections  0  and  C  of  the  circular  ring  (Fig.  243),  due  to  a  pull  of  6000  lbs.  through 
the  center  of  the  ring,  assuming  the  cross  section  to  be  H"  diameter  and  the 
radius  of  the  central  axis  to  be  equal  to  3": 

(a)  By  the  first  method  (Art.  180); 

(b)  By  the  second  method  (Art.  180). 

Problem  7^ 

Find  the  decrease  in  the  diameter  00'  and  the  increase  in  the  diameter 
CC  of  the  ring  given  m  Problem  (6) : 

(a)  By  the  first  method  (Art.  180) ; 

(b)  By  the  second  method  (Art.  180). 

Piroblem  8. 

Find  the  allowable  load  W  for  a  chain  link  (Fig.  245)  having  a  cross  section 
}"  diameter,  the  radius  of  the  central  axis  at  the  ends  being  l\"  and  the 
length  of  the  straight  portion  H".  The  greatest  allowable  intensity  of  nor- 
mal stress  is  8000  lbs.  per  sq.  in.  Find  the  greatest  intensity  of  the  tensile 
stress  in  the  straight  portions  of  the  link. 


CHAPTER  Xn. 
ARCHES  Aim  CATENARIES. 

186.  The  Arch.  —  An  arch  may  be  defined  as  a  member,  or 
structure,  whose  central  axis  is  a  plane  curve  which  is  attached 
through  hinges,  or  otherwise,  to  fixed  or  unyielding  supports  and 
is  usually  designed  in  such  a  manner  that  the  bending  moments 
due  to  transverse  loading  are  offset,  as  largely  as  possible,  by  the 
moments  of  the  reactions  at  the  supports.  In  very  special  cases 
bending  may  be  eliminated  Entirely,  the  resultant  of  the  stress 
at  every  cross  section  coinciding  with  the  central  axis.  The  arch 
may  be  soUdj  having  a  cross  section  similar  to  that  of  a  beam  or 
built-up  girder,  or,  it  may  be  a  braced  arch,  made  up  of  tension 
and  compression  members  like  a  simple  truss.  We  shall  consider 
the  methods  of  determining  the  stress  in  the  solid  type  only. 

The  solid  arch  may  be  treated  as  a  curved  bar,  subjected  to  the 
action  of  external  forces  acting  in  the  plane  of  curvature  and,  when 
the  external  forces  are  known,  the  bending  moment  and  the  normal 
force,  or  thrust,  acting  through  the  center  of  gravity,  at  any  cross 
section  can  be  found  by  the  method  in  Art.  (176).  In  ordinary 
cases,  the  radius  of  curvature  is  so  large,  compared  with  the 
dimensions  of  the  cross  section,  that  the  stress  intensity  at  any 
point  can  be  calculated  with  sufficient  accuracy  by  use  of  the 
formula  for  the  straight  bar, 

/  =  3±^(Art.l26), (1) 

rather  than  the  more  complex  formulas  in  Art.  (176). 

Similarly,  the  displacements  at  any  point  can  be  accurately 
determined  by  use  of  the  approximate  formulas  (19-21)  (Art.  178) 
and  in  many  cases  the  more  approximate  equations  (8-10),  of 
the  same  article,  are  sufficiently  accurate. 

Three  cases  will  be  considered,  involving  three  different  ways  of 
supporting  the  arch.  The  determination  of  the  stresses'  and  dis- 
placements in  two  of  these  cases  is  somewhat  difficult,  owing  to  the 
fact  that  the  reactions  at  the  points  of  support  cannot  be  deter- 
mined from  the  statical  conditions  of  equilibrium  alone. 
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Case  I.    Three  Hinged  Arch.  —  In  this  case,  the  arch  is  made  up  of  two 

parts,  or  ribSf  supported  on  hinges  at  0  and  E  and  connected  with  a  third 

hinge  at  C  (Fig.  252).    When  the  external  loads  Wi,  Wt,  etc.,  are  known,  the 

horizontal  and  vertical  components  Ho,  Vq,  etc.,  of  the  reactions  at  the  hinges 

can  be  easily  computed  by  applying  the  statical  conditions  of  equilibrium. 

The  equation  for  the  bending  moment  at  any  point  D,  whose  coordinates 

with  respect  to  horizontal  and  vertical  axes  through  0  are  (x,  y),  may  then  be 

written 

M  =  Hoy  +  XWa  -  Foz, (2) 

where  ZWa  —  the  sum  of  the  moments  about  D  of  the  forces  acting  between 
D  and  0,  moments  tending  to  increase  the  curvature  being  taken  as  positive. 
Resolving  the  loads  Wi,  TTj,  etc.,  into  H  and  V  components,  Hi,  Fi,  Hi,  Vt, 
etc.,  the  equation  for  the  thrust  at  the  center  of  gravity  of  the  cross  section 
at  D  may  be  written 

P  =  2;H(cosa)  +  SF(8ina), (3) 

where  XH  ='  Ho  -\-  Hi  -\-  etc.,  ZF  =  F©  —  Fi  —  etc.,  the  sunmiation  being 
taken  between  0  and  D,  and  a  =  the  angle  between  the  tangent  at  D  and  the 
horizontal  axis  OX. 

Similarly,  the  magnitude  of  the  shearing  force  at  D  will  be  equal  to 

5  =  2H  (sin  a)  -  2F  (cos  a) (4) 

Having  the  values  of  M  and  P,  the  stress  intensity  at  any  point  in  the  cross 
section  D  may  be  calculated  by  use  of  equation  (1). 

The  foregoing  solution  would  evidently  apply  equally  as  well  if  the  hinges 
0  and  E  were  not  on  the  same  horizontal  level  as  shown  (Fig.  252\  the  H 


Fig.  252. 


and  F  components  in  such  a  case  being  taken  to  represent  the  components 
respectively  parallel  and  perpendicular  to  the  axis  OX,  through  the  hinges 
0  and  E. 

If  the  arch  were  subjected  to  a  disirtbtUed  load,  a  solution  could  evidaitly 
be  made  by  dividing  the  load  into  small  parts  ATF,  resolving  each  increment 
into  H  and  F  components  and  making  the  siunmations  indicated  in  (2)  and 
(3)  as  before. 
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Case  II.  Two  Hinged  Arch,  First  Solution.  —  In  this  case  the  arch  con- 
sists of  a  single  rib  held  by  hinges  at  the  supports  O  and  C  (Fig.  253).  When 
the  loads  Wi,  Wt,  etc.,  are  known,  the  components  Vo  and  Ve  at  the  hinges 
O  and  C,  can  be  calculated  by  use  of  the  statical  conditions  of  equilibrium; 
but  these  conditions  will  fail  to  give  a  solution  for  the  values  of  Ho  and  H^, 
The  component  Ho  can  be  determined,  however,  on  the  assumption  that  the 
supports  are  rigidly  fixed  and  hence  the  displacement  of  the  hinge  0,  relative 
to  C,  is  equal  to  zero.    Equation  (2)  may  be  written  in  the  form 

M^Hoy  +  K, (5) 

where 

JK  =  V  Wa-  Vox, 


^■^1 


(6) 


which  is  the  part  of  M  which  can  be  determined  from  the  statical  conditions 
of  equilibrium  alone. 
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Substituting  this  value  of  Af  in  equation  (8),  (Art.  178),  we  have,  on  the 
basis  of  the  above  assumption, 


5z 


=  r 


^/ 


^^=^c"oi7^+r-'o^^^=^--  (^) 


By  solving  (7)  the  value  of  Ho  can  be  obtained.  Except  in  comparatively 
simple  cases,  however,  the  solution  is  complicated  and  hence  the  following 
illustrations  are  restricted  to  the  arch  of  uniform  cross  section  and  material, 
in  which  the  central  axis  is  the  arc  of  a  circle,  the  end  hinges  are  on  the  same 
level  and  the  loads  are  vertical  (Fig.  253).    In  such  a  case 


Ho^  - 


fKyda 
fy*d8 


(8) 
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Having  the  values  of  Ho  and  Vo,  the  bending  moment,  the  thrust,  and  the 
maximum  normal  stress  intensity,  at  any  cross  section,  can  be  found  from 
equations  (2),  (3)  and  (1)  in  the  same  manner  as  in  the  three  hinged  arch. 

ConcerUrcUed  Loads.  —  We  will  let  I  —  the  span  OC,  n  =  the  radius  of  cur- 
vatiure  of  the  central  axis,  aeo  —  the  angle  between  OX  and  the  tangent  to 
the  central  axis  at  0,  a  =  the  angle  between  OX  and  the  tangent  to  the 
central  axis  at  any  point  D,  whose  coordinates  are  (x,  y),  and  9i,  $•,  etc., 
equal  the  angles  between  OX  and  the  tangents  to  the  central  axis  at  the 
points  of  intersection  with  the  loads  Wu  Wt,  etc.,  which  are  located  at  dis- 
tances (f],  (is,  etc.,  from  the  axis  OY,    Then  /  «  2risinaD,  x  —  n  (sinoo 

—  sin  ot),  1/  =  fi  (cos  a  —  cos  oo),  di  =  ri  (sin  oo  —  sin  $i),  {x  —  di)  =  n  (sin  ^i 

—  sin  a),  etc.,  (I  —  di)  =  n  (sin  oo  +  sin  ^i),  cb  *  —  fi  da,  dx  =  —  n  cos  a  dot 
and  dy  —  —  n  sin  a  da. 

If  the  load  W\  were  the  only  load  on  the  arch,  equation  (6),  for  values  of  x 
from  0  to  diy  would  take  the  form 

K'  =  -  Vt^x  «  —  Fo'n  (sin  <xo  -  sin  a), (9) 

and  for  values  of  x  from  d\  to  /, 

K'  =  TTi  (x  -  di)  -  Vf/x  =  WiTi  (sin^i  -  sin  a)  ~  VoVi  (sin  oo  -  sin  a),  (10) 

the  value  of  Vo'  being 

--,      TFi  (I  -  di)      Wi  (sincto-f  singi)  ,,,. 

I  2smao 

Substituting  the  values  of  X'  in  (7),  observing  that  when  x  =  2,  a  =  —  oo, 
when  x  s  0,  a  »  Oo,  and  when  x  =  di,  a  »-  9i,  and  reducing  and  integrating 
we  have 


«x«  - 


Ho'ri*  /--a, 


J*— fltp 
(cos  a  —  cos  oo)*  da 
On 


EI    ^ao 

Win*  r-«o 


I        (sin  $1  —  sin  a)  (cos  a  —  cos  oo)  da 
-f    -,,    I        (sin  Oo  —  sin  a)  (cos  a  —  cos  oo)  da 


■s  E^  [Ho'  (oo  +  2  OO  COS*  aeo  —  3  sin  aeo  COS  Oo) 

—  TF"!  \  (5i  +  oo)  sin  ^1  cos  ato  +  (cos  ^i  —  cos  oo)  cos  ato 

—  sin  ^i  sin  oo  —  i  (sin*  ^i  +  sin'  aw)  { 

—  2  Fo'  (sin*  oco  —  oto  sin  oEo  cos  ato)]  =  0 (12) 

Substituting  the  value  of  Vo'  (equation  11)  and  solving  fur  UJ,  the  hori- 
zontal component  of  the  reaction  at  0  due  to  the  load  TFi,  we  obtain 

,      WiKgisingi— aeosinato+co8gi~c08ao)cosaeo+K8in*aeo— sin*gi)]  ^ 

Oo +2  Oo  cos*  OO — 3  sm  Oo  COS  aeo 

The  expression  for  the  value  of  K",  the  horizontal  component  at  0,  due 
to  the  load  TFj  acting  alone,  would  evidently  be  an  equation  of  the  same  form 
as  (13),  with  the  angle  B%  replacing  ^i. 

Hence  the  value  of  Ho  ■>  Ho'  +  Ho"  +  etc.,  the  horizontal  component 
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at  0  due  to  the  entire  system  of  vertical  loads,  will  be  represented  by  the 
expression 

TT  [(9  sin  0 — oEo  sin  oo +C06  9 — cos  oo)  cos  oo + }  (sin*  oo — sin*  9)  ] 

/io  = r-x ; 5—: ,        (14) 

ao +2  oeo  COS*  Ob — 3  sin  oo  cos  oq 

where  W  represents  any  vertical  load  and  6  —  the  angle  between  OX  and  the 
tangent  to  the  central  axis  at  its  point  of  application  and  the  summation 
includes  all  the  loads  on  the  arch.  Since  the  loads  are  vertical,  Ho  will  evi- 
dently represent  the  horizontal  component  of  the  thrust  at  any  cross  section. 
^^  Uniform  Load.  —  If  the  arch  were  subjected  to  a  uniform  load  w  per  unit 
length  of  the  span,  the  value  of  Ho  could  be  determined  by  substituting 
tr  (2x  for  TT  in  equation  (14)  and  integrating,  or,  it  may  be  determined  directly 
by  substituting  the  value  of  K  for  this  case  in  equation  (7)  and  integrating, 
as  follows:    The  expression  for  K  (equation  6)  will  take  the  form 

^="2 2"  =-2-(8m*a-sm*ao)   .• (15) 

and  substituting  in  (7)  and  integrating 


fToTi*  r  -00 , V,  - 

as B»F  J         (^^^  "  "■  ^^^^  '^^  **" 

—  oT^ J         (sin* a  —  sin*  oo)  (cos a  —  coeao)da 


n* 

«  ^  [Ho  (ao  +  2ao  cos*  oo  —  3  sin  Oo  cos  Oo) 

—  wTi  [sin*  Oo  (f  sin  00  —  oo  cos  oo) 

+  Jcosato(ao— sinaocosoo)}]  =0, (16) 

the  first  term  in  the  integral  being  the  same  as  in  (12). 
Solving  (16),  we  obtain 

„        WTi  [sin*  Oo  (f  sin  oo  —  oo  cos  ap)  +  i  cos  op  (ap  —  sin  ap  COS  osp)]  ,,  _. 

tio  = r~7i 9 o — ' •  •     (1  • ) 

oo  +  2  Oo  COS*  aep  —  3  sm  cm  cos  oq 

Two  Hinged  Arch.  Second  SoltUion,  —  A  more  accurate  solution  for  the 
value  of  Ho  can  be  made  by  allowing  for  the  normal  thrust  P,  as  indicated  in 
equation  (19)  (Art.  178),  when  applying  the  condition  that  the  displacement 
ixi  of  0,  relative  to  C,  is  equal  to  zero.  The  effect  of  a  temperature  change 
on  the  reactions  at  the  hinges  may  also  be  included  in  the  solution. 

Concentrated  Loads.  —  When  the  arch  is  subjected  to  vertical  concentrated 
loads  the  expression  for  the  thrust  at  any  section  D  (equation  3)  may  be 
written 

P  =  ^oCOSa  +  (Fo-  V*TF)8ina      (18) 

and  the  expression  for  K  at  the  section  D  (equation  6)  may  be  written 

K--^'^W(X"d)^VoX (19) 

where 

^W(l-d)      V,W(smao  +  ane) 

Vo  -  =^ =  ^°      ^  . (20) 

t  2smao  ^     ' 


444  APPLIED  MECHANICS 

Substituting  the  values  of  P  and  M  -  Hoy  +  iC  in  (19)  (Art,  178),  putting 
6xi  =  0,  and  observing  that  the  strainMue  to_ihe  thrust  P  wHl  be  compression, 
we  have 

^^^^Wl  S^^^EI  J^  ir(x-d)yd«-gjj*a^d8 

^Jm5'^'^^''^'XeS^^'  '  Xo  ^)ffl^«^  -«^/<^  -  o»     (21) 

the  integration  being  taken  over  the  entire  span. 

The  values  of  the  integrals  may  be  expressed  as  follows,  the  values  of  the 
first  three  being  in  the  same  form  as  in  equation  (12), 

-gjj        y*(i«  =  ^Ho(ao  +  2«ocos*ato  —  Ssinaocosoto),      .     (22) 

+  (cos  d  —  cos  ao)  cos  oo  —  sin  ^  sin  oto  —  J  (sin*  6  +  sin*  oo)  M ,     (23) 

where  W  =  any  load  and  $  »  the  angle  between  OX  and  the  tangent  to  the 
central  axis  at  the  point  of  application  of  TT, 

—  rTrl        xyds  —  —-jstt  "^y^  (sin*  Oo  —  Oft  sin  Oo  cos  ofi) 
Jiil  Jx^O  -ui 

=  —^12)  W''(sin*ao— aosinaocosao+sinottsin^— afisin(?cosao)  1,  (24) 
Ho  /•*-i  ,_  Hon  /•-««  ,        ''i  Ej  /      I    ■  \    /«,.N 

j=l         cosaax-— -j^J         cos'aoa  «^«o(ao +smaocosao),   (25) 
isi^o  '^^^^  "  -  A^Jo.      «i^«^^«^  -  0,      .    .     (26) 

=  27]^X!^(^'"°"^*^^'     •     (^> 
-6Tj''"'dx=  -er/ (28) 

Substituting  these  values  in  (21)  and  solving  for  Ho,  we  obtain 
IT  [(^  sin  ^  —  oto  sin  oto  +  cos  6  —  cos  oo)  cos  oq 

0 

r  VT 

+  J  (sin'oo  -  sin«  9)  -  s-fr.  <«n'<««>  -  sin* 9)]  +^  «n 

Ho ^^ J 2i! (29) 

(oo  +  2  aeo  cos*  a©  —  3  sin  oo  cos  oo)  +  -j— 5  (a©  +  sin  a©  cos  ao)  . 

It  will  be  observed  that  the  first  terms  in  the  numerator  and  denominator 
of  (29)  are  the  same  as  in  equation  (14). 

Uniform  Load.  —  In  the  case  of  the  arch  subjected  to  a  uniform  load  w  per 
unit  of  span,  if  we  allow  for  the  effect  of  the  thrust  and  change  of  tempera- 
ture, equation  (17)  will  be  modified  in  a  similar  manner. 
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The  expression  for  the  thrust  at  any  cross  section  will  be 

P  =  HoCOSa  +  (Fo-tia)sina (30) 

which  differs  in  the  last  term  only  from  equation  (18),  and  the  expression  for 
K  will  be  the  same  as  (15). 

Substituting  in  equation  (19)  (Art.  178),  and  reducing,  observing  that  the 
strain  due  to  the  thrust  P  will  be  compression,  we  have 


6xi  —  — 


HoTi*  r-cm 


\        (cosa— cosao)'da  —  2^  J         (sin'a— sin*ao) 


EI  •fa^  Ami  •/a^ 


(cos a— cosoo)  oa  —  "7^  J         cos •  a Oa  — -j^  J         smacosada 

+  jTgr  J         (sin  oo  —  sin  a)  sin  a  cos  it  da  —  cT  J    dx  =  0.  .     (31) 

The  values  of  all  the  integrals  are  given  in  equations  (16),  (25),  (26)  and 
(28),  with  the  exception  of 

-Tr=  J         (sm  ao  —  sm  a)  sm  a  cos  ada  =  -j^  ^  sm»  oo,     .    .      (32) 

and  substituting  these  values  in  (31)  and  solving  for  Ho,  we  obtain 

t&ri  [sin^  ao  (}  sin  ocb  —  oo  cos  oq) 

I    2  EI 

+  i  cos  oo  (cro  —  sin  oo  cos  oo)]  — 5—=  r  sin'  ao -^ r  +  tTl 

Ho ^^ •    •     (33) 

(oo  H-  2  ao  cos^  Oo  —  3  sin  cio  cos  cm)  +  -^ — r  ("®  "'"  ^*^  ^  ^^^  **o) 

Braced  Arch.  —  In  the  braced  arch,  or,  the  solid  arch  of  varying  cross 
section,  subjected  to  vertical  loads,  the  value  of  Ho  may  be  estimated  approxi- 
mately by  substituting  the  average  values  of  /  and  A  in  the  foregoing  equa- 
tions. 

Case  III.  Arch  with  Fixed  Ends.  —  In  this  case  the  ends  of  the  arch 
are  fixed  in  direction,  similar  to  the  beam  with  fixed  ends  (Art.  101),  and  a 
bending  moment  exists  at  each  support.  If  we  let  Mq  and  Mo  equal  the 
bending  moments  at  the  supports  0  and  C,  respectively  (Fig.  253),  the  equa- 
tion for  the  bending  moment  at  any  section  D  will  take  the  form, 

M  =  Mo  +  Hoy  -i-^'wa-Vox, (34) 

and  the  value  of  the  thrust  P  will  be  represented  by  (3)  as  in  the  two  preced- 
ing cases. 

When  the  loads  are  vertical  and  the  supports  are  on  the  same  level  (34) 
may  be  written  in  the  form 

M  =  Mo-{-Hoy  +  K, (35) 

the  value  of  K  being  represented  by  (19).  The  value  of  P  will  be  gi'.en 
by  equation  (18).  Since  the  ends  of  the  arch  are  fixed  in  direction,  the  change 
in  the  angle  between  the  tangents  at  0  and  C,  represented  by  equation  (10), 
or  (18)  (Art.  178),  will  be  equal  to  zero  and  this  condition,  in  combination 
with  the  conditions  that  the  horizontal  and  vertical  displacements  of  the  sup- 
ports are  equal  to  zero,  will  furnish  a  solution  for  the  unknown  quantities  Afo, 
Vo  and  Ho,  the  details  being  worked  out  in  the  same  manner  as  in  Case  II. 
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186.  Inverted  Arch.  —  If  the  arch  in  any  of  the  preceding 
cases  were  inverted  and  subjected  to  loads  acting  vertically  up- 
wards, the  equations  for  Ho  would  evidently  take  exactly  the 
same  form  as  those  of  Art.  (185). 

If  the  inverted  arch  in  any  case  were  subjected  to  loads  acting 
vertically  downwards,  the  signs  of  both  the  bending  moment  and 
the  normal  force  at  any  cross  section  would  be  reversed  and 
hence,  by  reversing  the  sign  of  the  temperature  term  only,  the 
equations  for  the  corresponding  case  in  Art.  (185)  would  give  the 
magnitude  of  Ho  for  such  a  case. 

187.  Flexible  Cords.  —  The  determination  of  the  forms  taken 
by  a  flexible  cord,  or  chain,  fastened  at  the  ends,  when  subjected 
to  certain  t3rpes  of  loading  is  of  considerable  importance.  Evi- 
dently in  such  a  cord  there  can  be  no  bending,  the  resultant  stress 
at  every  cross  section  being  uniform  tension. 


Concentraied  Loads.  —  If  the  loads  are  concentrated  and  the 
weight  of  the  cord  is  negligible,  the  form  taken  will  be  a  broken 
line,  or  part  of  a  polygon  (Fig.  254  a),  the  shape  of  which  must  be 
such  that  the  stresses  in  the  sections,  or  strings,  on  either  side  of 
any  load  will  balance  that  load. 

If  triangles  are  constructed,  representing  the  forces  acting  at 
the  point  of  appUcation  of  each  load,  and  the  triangles  for  two 
consecutive  points,  such  as  1  and  2,  are  placed  so  that  the  sides 
which  represent  the  force  in  the  section  of  the  cord  between 
them  coincide,  the  force  triangles  for  the  entire  load  system  will 
form  a  diagram  (Fig.  254  b),  in  which  the  loads  are  represented 
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by  the  vectors  AB,  BC,  etc.,  and  the  stresses  m  the  sections  a,  6, 
etc.,  of  the  cord,  are  represented  by  the  vectors  OA,  OBy  etc., 
diverging  from  the  point  0. 

The  diagram  (Fig.  254  h)  is  called  the  stress  diagram  and,  if 
the  loads  are  vertical,  the  vectors  IFi,  TFj,  etc.,  will  form  a  straight 
line  and  the  horizontal  component  of  the  stress  in  every  section 
of  the  cord  will  be  equal  to  Oh. 

The  broken  Une  formed  by  the  cord  (Fig.  254  a)  may  be  called 
the  equilibrium  polygon. 

Dutribyted  Loads.  —  If  a  flexible  cord  is  subjected  to  a  distrib- 
uted load  it  will  take  the  form  of  a  curve  which  may  be  called  a 
catenary.  When  the  distributed  load  is  vertical  the  di£Ferential 
equation  of  the  curve  may  be  obtained  as  follows:  Let  0  be  the 
lowest  point  in  the  cord  (Fig.  255  a)  which  is  suspended  from  the 
points  A  and  C,  the  equiUbrium  polygon  in  this  case  being  the 
curve  AOC. 


(6) 


wdx 


Fig.  255. 


Let  w  =  the  load  per  unit  of  horizontal  distance,  T  =  the  tension 
at  the  point  D,  whose  coordinates  with  respect  to  the  horizontal 
and  vertical  axes  through  0  are  (x,  y),  and  let  H  =  the  tension  at  0, 
which  is  evidently  equal  to  the  horizontal  component  of  T.  The 
total  load  on  the  cord  between  the  points  0  and  D  will  be  equal  to 

wdx  and,  if  a  =  the  angle  between  OX  and  the  tangent  at  D, 


X 


tan  a^-Y-  — 
dx 


X 


wdx 
'W    (Fig.  255b) (1) 


Hence  if  D'  is  a  point  on  the  curve,  whose  coordinates  are 
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(x  +  dx,  y  +  dy),  the  increment  in  tan  a  between  D  and  iy 

will  be  equal  to 

,/dy\  _  wdx 

^[dx)"   H  ' 
or, 

d?~tf  ' ^^^ 

which  is  the  equation  of  any  vertically  loaded  flexible  cord,  re- 
ferred to  horizontal  and  vertical  axes  through  its  lowest  point. 

Uniform  Load.  —  When  the  cord  is  subjected  to  a  uniformly  distributed 
load  w  per  unit  of  distance  horizontally,  we  obtain  by  integrating  (2) 

i-^ <3, 

the  constant  of  integration  being  zero,  since 


^  =  0,  when  x  =  0, 


and  by  integrating  again 


2^  =  2^^' W 


the  constant  being  zero,  since  y  =  0,  when  x  =  0. 

Therefore,  the  equilibrium  curve  in  this  case  is  a  parabola.  The  tension 
at  any  point  D  will  be  equal  to 

T  =  VH*  -I-  (wx)^ (5) 

and  this  will  evidently  be  a  maximum  at  a  point  of  support,  the  difference 
between  the  maximum  tension  and  H  depending  on  the  sag,  or  dip,  of  the 
lowest  point  of  the  curve. 

If  we  let  (xi,  yi)  and  (xz,  y^)  equal  the  coordinates  of  the  supports  C  and 
A  respectively  (Fig.  255),  and  I  =  the  horizontal  length  of  the  span,  we  shall 
have 


and 


Vi  =2^^i* •    •      (6) 


1/2  =  2^ X2*  =  2^  (/ -  xi)« (/) 


TTierefore,  when  the  span  and  the  coordinates  j/i  and  yt  of  the  supports  are 
known,  the  coordinate  Xi  and  the  value  of  H,  for  any  load  intensity  w,  can 
be  obtained  by  solving  (6)  and  (7)  simultaneously.  When  the  supports  are 
on  the  same  level,  the  lowest  point  is  in  the  center  of  the  span  and  the  solution 
can  be  made  by  the  use  of  (6)  alone. 

Variable  Load. — When  w  is  variable  the  equation  of  the  curve  and  values 
of  H  and  T  can  be  obtained  in  a  similar  manner,  provided  w  can  be  express  cd 
as  an  integrable  function  of  x. 

Linear  Arch.  —  It  is  evident  that  if  a  member  designed  to  resist  compres- 
sion and  having  the  form  of  the  flexible  cord  were  inverted  and  subjected  to 
the  same  load  the  stress  on  every  cross  section  would  be  uniform  compression. 
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Hence  if  the  central  axis  of  an  arch,  designed  to  support  a  uniform  load 
per  unit  length  of  span,  were  a  curve  represented  by  equation  (4),  the  result- 
ant stress  on  every  cross  section  would  be  uniform  compression  and  there 
would  be  no  bending  in  the  arch.  Such  a  curve  is,  therefore,  sometimes 
called  a  linear  arch,  or  more  frequently,  the  equUiJbrium  curve  for  the  arch. 

188.  The  Common  Catenary.  —  If  a  flexible  cord  of  uniform 
section  and  material  is  suspended  at  the  ends  and  hangs  freely 
under  its  own  weight  (Fig.  256),  the  ciu^e  formed  by  the  cord  is 


known  as  the  common  catenary.  The  equation  of  the  curve, 
referred  to  the  axes  OX  and  OY  through  the  lowest  point,  may  be 
obtained  as  follows: 

Let  wi  =  the  weight  per  unit  length  of  the  cord.    The  value  of  w  (Art.  187) 

will  then  be  equal  to 

J., 

(i> 


da 


Substituting  this  value  in  (2)  (Art.  187)  we  have, 


%'wi'i\/'^i%)^' (^> 


H 


where  m  =  ~  »  a  constant.    Equation  (2)  may  be  written  in  the  form 


dx« 


=  -  dx 
m 


and  integrating,  we  obtain  

'-[lW-+(g)l-s »> 

the  constant  of  integration  being  zero.    Hence, 


t^^^^'-'-- 
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Transpasing  and  squaring  both  sides  of  the  equationi 

and  therefore, 


Integrating  again 


l^p-r^y^i (4, 

y-l^e^  +  e'^j-m-mCcoehJ-l) (6) 

where  —  m  »  the  constant  of  integration.    We  also  have 

and  by  integrating  we  obtain  for  the  length  of  the  portion  of  the  curve  betweea 
O  and  any  point  Dj 

.-f(e'"-e~7-mBinhJ <^> 

the  constant  of  integration  being  zero. 

If  we  transfer  the  equations  to  the  axes  0\Xi  and  OiF,  where  OOi^m, 
(4)  and  (6)  will  remain  in  the  same  form  and  (5)  will  become 


y  +  msa—lc    +€       /  =  mcosh  — • 

i5  \       '  /  fit 


y'  «  y  +  m  =  -ye    -|-  c      j  =  m  cosh  -  • (8) 

By  expanding  the  values  of  sinh  —  and  cosh  —  in  series  and  reducing, 
equation  (5)  will  become 

Similarly,  equation  (7)  will  become 

*"*  +  e&  +  i^+'-- <io> 

The  tension  at  the  point  D  will  evidently  be  equal  to 

T  »  y/H^  +  {wisY  =  wi  Vm«  +  «^  «  wiy' (11)" 

By  transposmg  (6)  and  multiplying  by  wi,  we  obtain 


«,d.-^(«'»+e    '»)d«  =  ^jr<to-^V<te.  .   .  .     (12) 

Hence  the  total  weight  of  the  section  of  the  cord  between  0  and  D  will  be  1 

w,8^'f^f'y'dx^'^(aTe&0i0DN)\     (13) 

that  is,  the  load  on  any  section  of  the  catenary  is  equal  to  the  area  between 
the  curve  and  the  axis  OiXi  multipUed  by  a  constant  -77  »  — . 

li         fit 
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When  the  dip  of  the  curve  is  small  the  higher  powers  of  x  in  (9)  and  (10) 
may  be  neglected  and 

y  =  2^  =  YS  (^®^  nearly), (14) 

*  ^  ^  "*"  6m*  ""  ^  ■•"  ^W  (^^^  nearly),     .....     (15) 
and  the  tension  at  any  point  in  the  cord  (equation  11)  will  be  equal  to 

T  =  H  (very  nearly) (16) 

Therefore,  in  such  a  case  the  catenary  very  nearly  coincides  with  the 
parabola. 

Transformed  Catenary.  —  It  is  evident  that  an  inverted  catenary  would  be 
the  equilibrium  curve  for  an  arch  designed  to  carry  a  vertical  load,  the  in- 
tensity of  which  varies  directly  as  tne  ordinates  between  the  curve  and  a 

horizontal  line  at  a  definite  distance  m  =  —  above  the  highest  point  in  the 

curve. 

A  more  general  type  of  an  equilibrium  curve  for  an  arch  would  be  that  for 
a  distributed  load,  whose  intensity  varies  directly  as  the  ordinate  between 
the  curve  and  a  horizontal  line  at  any  distance  d  above  the  highest  point. 
The  equation  of  such  a  curve  may  be  derived  by  a  method  similar  to  that 
employed  in  the  case  of  the  common  catenary.  If  we  let  OOx  (Fig.  256) 
represent  the  distance  d,  the  load  intensity  at  any  point  D  will  be  equal  tQ 
v)y\  where  w  —  the  load  represented  by  each  unit  of  the  area  between  the 
curve  AOC  and  the  horizontal  line  XiOiXi.  The  differential  equation  of  the 
curve  will  be 

-d^-H^' ^^^^ 

which  may  be  written,  substituting  y  for  y'f 


dx 


{ty^'y 


dy 
Integrating,  observing  that  when  :7^  =  0,  y  =  d, 

ac 


g = V/f  (v  -  *)  =  ^  ^1*^^. m 


where  m*  =  —  . 

w 

Equation  (18)  may  be  written 
and  integrating,  observing  that  when  x  =  0,  y  ^  d^ 


io«.p-^T^-S <!«> 


which  reduces  to 

X  X 


»-^(e'"+e   "j (20) 

which  becomes  the  equation  of  the  common  catenary  when  d  «  m. 
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189.  Effect  of  Temperature  and  Load  Changes.  —  When  the 
dip  of  a  suspended  oord,  or  wire,  is  small  compared  with  the  span, 
the  expansion,  or  contraction,  due  to  a  change  in  temperature,  will 
result  in  a  considerable  change  in  the  dip.  In  calculating  this 
change  it  must  be  observed  that  the  expansion  due  to  an  increase 
in  temperature  will  be  partly  counteracted  by  the  elastic  contrac- 
tion due  to  the  change  in  stress  accompanying  the  change  in  dip. 

Let  t  —  the  temp^^ture  change,  which  is  positive  for  an  increase  and 
negative  for  a  decrease,  and  c  —  the  coefficient  of  linear  expansion  of  the  cord. 
Let  (xi,  yi)  be  the  coordinates  of  a  point  of  support  C  (Fig.  257),  with  refer- 
ence to  the  horizontal  and  vertical  axes  through  Oi,  the  lowest  point  in  the 
cord,  «i  -  the  length  of  the  curve  OiC,  Hi  =  the  tension  at  the  lowest  point 
and  Wi  s  the  weight  per  unit  length  in  the  initial  condition. 


Alter  a  change  in  temperature  let  (xi,  yt)  be  the  codrdinates  of  the  point 
C,  with  reference  to  the  horizontal  and  vertical  axes  through  the  lowest  point 
Os;  let  8t  =  the  length  of  the  curve  OiC,  Ht  =  the  tension  at  the  lowest  point 
in  the  cord  and  assume  the  weight  per  unit  length  to  remain  unchanged.  Let 
A  —  the  area  of  the  cross  section  and  E  =  the  modulus  of  elasticity  of  the 
cord.  When  the  dip  of  the  curve  is  small  the  tension  throughout  the  length 
of  the  cord  may  be  assumed  to  be  imiform  and  equal  to  the  tension  at  the 
lowest  point. 

Then,  from  (15)  (Art.  188), 

and 

«i  =  Xi  -h  "g^j  f W 

and,  subtracting  (1)  from  (2), 

s,-«,=-^    _-_j (8) 
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But 

'«-*^-(^^  +  ^)*» (4) 

andhenoe 

H?     H I*  "  «7i»xi» \     AE     '^^y ^^^ 

where 


and 


ff.  =  ^* (6) 


«'--+W (^> 


the  value  of  Si  being  obtained  by  eliminating  m  between  (14)  and  (15)  (Art. 
188).  The  solution  of  (5)  will  give  the  value  of  Hi  and  the  dip  of  the  curve, 
after  the  temperature  change,  will  be  equal  to 


V)\Z\^ 


V-YW, <8> 

If  the  load  on  the  cord  changes,  coincident  with  the  change  in  temperature, 
and  we  let  t(^  =  the  weight  per  unit  length  after  the  temperature  change, 
equation  (3)  will  become 

""'''- -6  \H?^W?) (^^ 

and  (5)  wiU  become 

v>^      wi*      6«i  [Hi  -  Hi       \  ..^. 

m^m'i^\'~^E--v ^^^^ 

Having  the  values  of  t^i,  ^i,  x^  and  «i,  for  the  cord  in  the  initial  condition, 
and  the  value  of  toi,  after  the  change  in  temperature  ty  the  value  of  Ht  may 
be  obtained  by  the  solution  of  (10)  and  the  value  of  yi  from  (8),  as  before. 

The  change  in  dip,  due  to  a  uniform  load  change  only,  may  evidently  be 
obtained  by  putting  (  »  0  in  (10)  and  solving  for  Hi  and  ^,  as  before. 

190.  Tramway  Cable.  —  The  4eflection  of  the  track  cable  of  a 
tramway  for  any  position  of  the  traveling  load  may  be  deter- 
mined with  a  sufficient  degree  of  accuracy  by  use  of  the 
approximate  formulas  for  the  common  catenary  (14)  and  (15) 
(Art.  188). 

> 
Let  the  curve  AOB  (Fig.  258)  represent  the  form  of  the  cable  imder  a  load 

W  at  the  point  0.    Let  L  »  the  horizontal  distance  and  yo  ==  the  difference  in 

level  between  the  points  of  support  A  and  B  and  let  (xi,  y\)  and  (xi,  yt)  be  the 

coordinates  of  A  and  B  with  respect  to  horizontal  and  vertical  axes  through  0. 
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If  we  assume  the  cable  to  be  perfectly  flexible  and  of  uniform  weight,  the  curves 
OA  and  OB  will  be  parts  of  two  catenaries,  intersecting  at  0,  and  the  lowest 
points  on  the  two  curves  may  be  represented  by  Oi  arid  Oj,  respectively. 

Let  8i  =  the  length  of  the  curve  OA,  st  =  the  length  of  the  curve  OB  and 
s  ^  8i  -\-  8t  =  the  total  length  of  the  cable.  Let  w  —  the  weight  of  the  cable 
per  unit  length,  H  —  the  horizontal  component  of  the  tension  at  any  point, 
Va  =  the  vertical  component  of  the  tension  at' A,  Vb  =  the  vertical  compo- 
nent of  the  tension  at  B  and  Vq  —  the  vertical  component  of  the  reaction 
between  the  parts  OA  and  OB  at  the  point  0. 


J^ 


"0 


h*- 


-OT 


Oi 


&i 


Fig.  258. 


If  we  assume  the  load  W  to  act  on  the  part  OA  alone  and  apply  the  condition 
2Af  =  0  to  the  forces  acting  on  OA,  with  the  axis  of  moments  at  A,  we  shall 
have 

W8i  ^  -f  Wxi  -  7oXi  -  Hyi  =0  (very  nearly),      ...      (1) 

and,  similarly  for  the  part  OB, 

-W82^-  V0X2  -h  Hyt  =  0  (very  nearly).     . '  .    .    .      (2) 

Eliminating  Vq  between  (1)  and  (2), 


WSi 

and  hence 


^-^.^_H(g  +  |)  =  f  +  Pr-«(g-Hg).0; 


H   = 


yi  ,yt' 

Xi         Xi 


(3) 


Taking  the  sum  of  the  moments  of  all  the  forces  acting  on  the  cable  about 
an  axis  through  B  and  solving  for  Fa,  we  have 


Wxt  -  Hyp  .   V)8 . 
^'  L         "^  2  ' 


(4) 


» 
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Bimilarly, 

y^^Wx^  +  Hy,^^ (5j 

The  tension  at  A  will  be  equal  to 

Ta-VVVT^; (6) 

and  the  tension  at  B, 

n-VTvT^; (7) 

the  greater  of  the  last  two  values  being  the  greatest  tension  in  the  cable  for  the 
given  position  of  TT.  As  the  postition  of  W  changes  the  greatest  tension  in 
the  cable  will  evidently  vary.  Jn  general,  an  exact  solution  for  the  position 
of  W  for  which  the  greatest  tension  is  a  maTiTniiin,  is  somewhat  difficult; 
but  the  maximum  value  may  be  obtained  with  sufficient  accuracy  by  assum- 
ing that  it  occurs  when  TT  is  at  the  middle  of  the  span. 

For  most  cases  sufficiently  accurate  values  of  «i  and  8%  may  be  obtained  by 

ftRaiiming 

«i  =  ViTTy?     .........     (8) 

and 

«2  =  Va:,*  +  y^ (9) 

More  exact  values  of  Si  and  sz  may  be  obtained  by  using  equations  (15)  and 
(14)  (Art.  188)  as  follows:  Taking  the  origin  at  Oi  (Fig.  258), 

fii  =  OiA  -  OiO  =  xi  -h  oi  +  '        .  '  -  ai  -  ^—-i 

.  4, + 5LM|-±i*r] .  „„, 

.,   _  fa  H-  ap'       fli*  _  xi  (2oi  +  Xi) . 

^'  "       2m  2m  2m         *      •     •     •     •     Ui; 

Substituting  the  value  of  ai  in  (10),  the  value  of  Si  is  obtained  in  terms  of  yi 
and  X\.  In  a  similar  manner  an  expression  for  8t  in  terms  of  y%  and  Xt  can  be 
easily  obtained. 

When  A  and  B  are  on  the  same  level  the  greatest  tension  occurs  when  W  is 

at  the  middle  of  the  span,  in  which  case  yi  ^^^  yt,  xi  =  xt  =  —  and 

7«  =  y6  =  ~+t£Wi, (14) 


and 


hence 


«!"««  =  V  T 


+  yi«, (15) 


or,  a  more  exact  value  of  81  may  be  obtained  from  equation  (10) . 

In  ordinary  cases  the  deflection  ^1  is  so  small,  compared  with  the  span,  that 

Ta  —  H  (very  nearly); 
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and  sufficiently  accurate  results  can  be  obtained  by  ftSBuming  the  cable  to  be 

under  a  uniform  tension  H.    In  such  a  case  the  dip  of  the  curve,  formed  by  the 

cable  when  the  load  is  off  the  span,  can  be  readily  found  by  calculating  s  from 

(8)  and  (9)  and  determining  the  new  value  of  m  from  (15)  (Art.  188)  and  the 

dip  yi  from  (14)  (Art.  188).    If  allowance  is  to  be  made  for  the  change  in  the 

length  of  the  cable,  due  the  change  in  tension  when  W  is  removed,  the  value  of 

H 
m  —  -^  should  be  calculated  first  from  (15)  (Art.  188)  and  the  correct  value 
w 

of  Ht  obtained  by  the  use  of  (5)  (Art.  189),  after  which  the  dip  yi  may  be  found 

u 

by  substituting  m  «  —  in  (14)  (Art.  188). 

w 

In  the  foregoing  analysis  the  cable  has  been  treated  as  a  perfectly  flexible 
cord,  whereas  in  an  ordinary  cable  the  rigidity  will  be  sufficient  to  produce  a 
considerable  bending  stress  where  it  bends  around  the  carriage  sheaves,  sup- 
porting the  load  TT,  and  the  form  of  the  curve  taken  by  the  cable  wiU  be 
somewhat  different  from  that  taken  by  the  flexible  cord. 

The  effect'  of  the  rigidity  on  the  H  components  at  the  supports  may  be  shown 
by  introducing  in  equations  (1)  and  (2)  the  term  M ,  representing  the  bending 
couple  at  the  section  at  0  (Fig.  258),  and  solving  for  Hy  which,  will  give 

Tr  +  ~-2Jlf 

H -^— ; (16) 

Xi         Xt 

shomng  that  the  value  of  H  would  be  less  than  if  the  cable  were  perfectly 
flexible.  The  values  of  Va  and  Vh  (equations  4  and  5)  would  be  the  same  as 
for  a  flexible  cord. 

In  an  ordinary  case  the  value  of  M  would  not  be  large  enough  to  change  to 
any  considerable  extent  the  value  of  H  from  that  given  by  (3) ;  and  the  fonn 
of  the  curve  can  be  determined  with  sufficient  accuracy  by  treating  the 
cable  as  a  flexible  cord. 

In  calculating  the  maximimi  stress  intensity,  however,  allowance  for  the 
stress  due  to  bending  should  be  made.  Rankine  proposed  that  the  bending 
stress  be  calculated  on  the  assumption  that  all  the  wires  in  the  cable  take  the 
same  curvature  when  bending  around  a  sheave.  On  this  assumption,  if  (2  » 
the  diameter  of  a  single  wire,  E  =  the  modulus  of  elasticity  of  the  material 
and  r  =  the  radius  of  ciurvature  of  the  axis  of  the  bent  cable,  the  maximum 
stress  intensity  due  to  bending  would  be  equal  to 

Ed 
2r' 

Hence,  if  T  =  the  tension  and  A  =  the  total  area  of  the  cross  section,  the 
maximum  stress  intensity  in  the  cable,  where  it  bends  around  a  sheave,  would 
be  equal  to 

/•-l+f-f (^^ 

In  applying  (17)  in  practice  allowance  should  be  made  for  the  fact  that  the 
''lay"  of  the  strands  in  an  ordinary  cable  is  such  that  the  curvature  of  the 
different  wires  in  the  bent  cable  is  not  the  same;  and  also  that  the  friction 
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between  the  strands  will  prevent  them  from  moving  freely  on  each  other, 
which  would  tend  to  produce  a  higher  stress  in  the  wires  on  the  outside  of 
a  bend  than  in  those  on  the  inside. 

Mr.  F.  C.  Carstarphen  has  shown,  by  an  extensive  series  of  tests  on  steel 
cable,  that  as  the  tension  on  a  cable  increases  the  properties  of  the  cable  under 
bending  approach  those  of  a  solid  bar  of  the  same  material.  To  meet  such  a 
coDdiiioQ  (17)  should  be  modified  to 

/-I  +  TT -.   •    •   •    (1«) 

wnere  di  »  the  diameter  of  the  cable  and  Ei  ^  &  modified  value  of  the  modu- 
lus of  elasticity,  depending  on  the  value  of  T. 

Moreover  the  value  of  Ei  for  a  tramway  cable  under  its  working  tension  may 
be  so  large  that  the  resistance  of  the  cable  to  bending  will  be  sufficient  to  pre- 
vent it  from  taking  a  radius  of  curvature  as  small  as  the  radius  of  the  carriage 
sheaves  at  0  (Fig.  258),  resulting  in  a  smaller  value  for  the  bending  stress  than 
that  given  by  (18). 

.  191.  Flexible  Trough.  —  The  form  of  the  cross  section  of  a 
perfectly  flexible  trough  filled  with  any  homogeneous  fluid  will  be 
the  same  as  that  of  a  flexible  cord  subjected  to  a  load  which  is 
everjrwhere  normal  to  the  curve  and  whose  intensity  at  any  point 
is  proportional  to  the  depth  below  a  horizontal  axis  coinciding 
with  the  surface  of  the  fluid. 

Let  AOiB  (Fig.  259)  represent  the  cross  section  of  a  flexible  trough  of  width 
2  h  and  depth  a,  supported  at  A  and  B  and  filled  with  a  homogeneous  Uquid 
to  the  level  AB,  Take  the  axes  of  coordinates  through  0,  the  middle  point  in 
AB,  and  let  to  =  the  weight  of  the  liquid  per  unit  of  volume,  H  =  the  tension 
per  unit  length  of  the  trough  at  the  lowest  point  Oi,  T  —  the  tension  per  unit 
length  at  any  point  C,  whose  coordinates  are  (x,  y)t  p  =  the  intensity  of  pres- 
sure At  Cf9  —  the  angle  between  the  tangent  at  C  and  the  horizontal  and  r  = 
the  radius  of  curvature  at  C. 

Applying  the  condition  of  equilibriiun,  XX  =  0,  to  the  forces  acting  on  the 
portion  of  the  trough  OiC  we  have 


ZX  ^  "H  +   r'^pBmed8  +  Tcoa0^O, (1) 

where  p  =  —wy  =  — ,    an$  —  -^    and    cosB  =  -3— 

"       r '  ds  ds 

Hence 

and 

r=  [iy-|(a«-y«)]g=  [/f-^(a«-2/«)]secd.  .     .       (2) 

But      r  =  —ipyr  ==  ~"^  jj;  J  *nd  hence    —toy  —  |^  —  'o(^'"~^)|j' 


^ 
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and 


d9» 


—  xcy 


w 


dx. 


(3) 


i/-  ^(a*-!/*) 


Multiplying  by  tan  $  =  ^^ ,  we  have 


_  dy 


tandde  - 


where 


dx 

—  toy  —2ydy 


w 


__   —2ydy 
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(4) 


Integrating  (4),  we  obtain 

-  log  cos  ^  =  -  log  (!/•  +  /O  +  c. 
Observing  that  ^  =  0,  when  y  =  a, 

c  =  log  (a«  +  iO; 


and  hence 


or, 


log  cos  ^  =  log^     ^> 


(8) 


(6) 
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Thereforey  

dx  y^-\-K 

a'  +  K 
and 

^(,^2^.,^)-(,.,,^      J  ,.  }     \     a.     )  .      (7) 

Let  2^  «  1  —  *^ ;    then    -  =  Vl  —  z^    and   dy  =   ~^       ;  and,  subeti- 
tuting  in  (7)  and  reducing, 

_y<'— >('-2ta!T70'') 

V(l-^s)(l-^-22J) 
where  «*  = 


dz 


2(a2  +  X)       4// 

By  substituting  2  =  sin  0,  dz  =  cos  0  d^  =  Vl  —  z2  ^^ 

2  JT 
a*  +  iiC  =  —  and  integrating,  equation  (8)  reduces  to 


f\/--2\/-{l-k'Bi 
^      J    ,  Vl  -  A;2sin*0 


^(1  -^•2sin2  0) 

— d0 


(9) 


"V/l[/v-™^-2/Vl-^.sin«^d^], 

where  ^  =  sin~*z  =  cos""^  Vl  —  z«  =»  cos"^  - 

a 

y-ocoB^ (10) 


,  or, 

a      ' 


and 


a* /jr 

2Vh 


(11) 
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The  values  of  the  integrals  in  (9),  for  any  value  of  k  and  different  values  of  ^ 
can  be  readily  determined  from  a  table  of  elliptic  integrals  and,  by  substituting 

these  values  and  the  value  of  —  in  the  equation,  values  of  x  corresponding  to 

the  values  of  4>  can  be  found.    In  this  manner,  as  many  values  of  x  and  y  as 
may  be  required  for  plotting  the  curve  can  be  obtained. 
Substituting  the  value  of  cos  0  (equation  6)  in  (2)  we  have 

and  reducing, 

T  "H (12) 

Hence  the  tension  throughout  the  length  of  the  trough  is  uniform  and  equal 
to  the  tension  at  the  lowest  point. 


Fig.  260. 


The  form  of  the  curve  will  depend  upon  the  value  of  the  ratio  - ;  and  the 
value  of  H  will  be  determined  by  the  values  of  w  and  a,  in  addition  to  the  value 
of  -  •    Different  forms  are  represented  by  the  curves  OiA ,  OiB,  OiC,  OiD  and  OiO 

(Fig.  260).    As  the  ratio  -  increases,  the  form  of  the  curve  approaches  that 

of  the  parabola  with  the  vertex  at  Oi.    The  dotted  curves  represent  the  par- 
abolas through  Oi  and  the  points  A  and  B. 

If  we  let  da  —  the  slope  of  the  tangent  at  a  point  of  support,  we  have  by 
putting  y  «  0  in  (6) 

"-'•^"h^-'^^-'O-S) (^3> 

It  may  be  noted  that  when  too*  —  2H  the  tangent  is  vertical  as  shown  by 
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the  curve  OiC  (Fig.  260).    In  this  case  it  will  be  found  that  the  ratio  -  »  0.599 

(very  nearly). 

The  value  of  H  for  any  given  values  of  w,  a  and  b  can  be  found  by  trial; 

substituting  x  »  a  in  (9)  and  2^  =  6  in  (10)  and  interpolating  in  a  table  of 

H 
elliptic  integrals  until  the  value  of  the  ratio  —  required  to  satisfy  the  equations* 

is  found. 

When  -  >  1  the  value  of  —  can  be  found,  very  nearly,  by  treating  the  curve 

as  a  parabola.  For  example,  if  we  let  OA  -  b  and  OOi  =  a  (Fig.  260),  the 
area  of  the  half  segment  of  the  parabola  OOiA  will  be  equal  to  iab  and  the  dis- 
tance of  its  center  of  gravity  from  the  vertical  through  A  will  be  equal  to  f  6. 
Taking  moments,  about  an  axis  through  A,  of  the  forces  acting  on  the  fluid  in 
the  half  segment  OOiA,  we  have 


„     .  wa*  ^2  w2,^5.       -. 

-Ha  +-2-Xga-wX5ai)Xg6  =  0, 


(14) 


and  hence 


i=K"*+i^) ^''^ 


192.  Problems.  —  Arches  and  Catenaries. 

Problem  1. 

A  three-hinged  circular  arch  is  made  up  of  two  equal  ribs  AB  and  BC, 
formed  by  bending  8"  steel  I-beams  to  circular  arcs,  the  radius  of  the  central 
axis  of  each  rib  beyig  25  ft.    The  arch  is  subjected  to  four  concentrated  loa  Js 


Fio.  261. 


of  5000  lbs.  each,  as  indicated  (Fig.  261).  Calculate  the  horizontal  and  vertical 
components  of  the  supporting  forces  at  A  and  C  and  determine  the  greatest 
fiber  stress  in  the  arch,  assuming  the  area  of  the  cross  section  =  6  sq.  in.,  /  » 
60  (ins.)^  and  neglecting  the  weight  of  the  arch  ribs. 


4^2  APPLIED  MECHANICS' 

Sdutum.  —  Since  the  arch  is  symmetrically  loaded,  the  distribution  of  the 
stresses  in  the  two  ribs  will  be  the  same  and,  from  the  conditions  of  equi* 
librimn,  the  values  of  the  H  and  V  components  at  A^ 

Ha  =  12,000  lbs.,  Va  =  10,000  lbs., 
are  readily  obtained. 

Taking  the  origin  at  A  and  substituting  in  equations  (2)  and  (3)  (Art.  185), 
we  have,  for  any  cross  section  of  the  arch  between.  A  and  a, 

M  -  12,000  y  -  10,000  x, (1> 

P  =  12,000  cos  a  +  10,000  sin  a; (2> 

for  any  cross  section  between  a  and  h 

M  =  12,000  y  -  10,000  x  +  5000  (x  -  8), (3) 

P  =  12,000  cos  a  H-  5000  sin  a; (4) 

and  for  any  cross  section  between  b  and  B, 

M  =  12,0002/  -  10,000 X  +  5000  (x  -  8)  +  5000  (x  -  16),  .    .    (5> 
P  =  12,000  cos  a (6) 

For  the  slope  of  the  tangent  at  il,  we  have 

Ob  =  sin-i  f?  =  cos~i  it  =  53.1^ 

for  the  slope  of  the  tangent  at  a, 

di  =  sin-i  ii  =  28.7^ 

and  for  the  slope  of  the  tangent  at  &, 

et  =  sin-i  A  =  9-2*. 

Expressing  x  and  y  in  terms  of  a,  we  have 

X  =  rsina£o  —  rsina  =  20  —  25  sin  a, 
y  =  r  cos  a  "  r  cos  aeo  »  25  cos  a  —  15; 

and,  substituting  in  (1)  and  reducing, 

M  =  300,000  cos  a  +  250,000  sin  a  -  380,000.      .     .     .     (7> 
Differentiating,  placing  the  derivative  equal  to  zero  and  solving  for  a,  we  have 

^  =  -300,000sina  -j-  250,000 cosa  =  0, 

(MX 

tan  a  =  H,  a  =  tan"'  0.8333  =  39.8°, 

which  lies  between  oo  and  Bi. 

Substituting  the  values  sin  39.8°  =  0.640  and  cos  39.8°  =  0.768  in  (7)  and 
(2)  we  have  for  the  greatest  bending  moment  between  A  and  a,    • 

M'  =  300,000  X  0.768  +  250.000  X  0.640  -  380,000  =  10,400  ft.  lbs. 

and  for  the  normal  thrust  at  the  section  of  greatest  bending  moment, 

P'  =  12,000  X  0.768  +  10,000  X  0.640  =  15,600  lbs. 

Proceeding  in  a  similar  manner  for  any  section  between  a  and' 6,  we  obtain 
from  (3), 

M  =  12,000  2/ -5000  X- 40,000  =  300,000  cos  a+125,000  sin  a-320,000,     (8) 

^  =  -300,000  sin  «  +  125,000  cos  a  =  0, 
tan  a  =  H  Ji  «  =  tan-»  0.4167  =  22.6°. 


PBOBLEMa  463 

Since  this  value  of  a  is  less  than  di,  the  greatest  bending  moment  for  any 
section  from  a  to  &  will  be  at  the  section  a.  But,  from  the  preceding  part  of 
the  solution,  Af '  is  evidently  greater  than  the  bending  moment  Ma]  and  a  com- 
parison of  (4)  with  (2)  will  show  that  P'  is  greater  than  the  thrust  on  any  section 
between  a  and  b.  Therefore  the  greatest  fiber  stress  will  be  found  by  substi- 
tuting the  values  of  J/'  and  P'  in  (1)  (Art.  185),  from  which  we  obtain 

.,        15,600    ,    10,400X12X6       oAnn-io^on      iKinniu 
/  =  — ^ 1 ^ =  2600  +  12,480  =  16,100  lbs.  per  sq.  m. 

It  18  evident  that,  since  the  maximum  fiber  stress  at  a  is  greater  than  that  on 
any  section  from  a  to  5,  it  must  also  be  greater  than  the  fiber  stress  on  any  sec- 
tion between  5  and  B. 

Problem  2. 

Solve  Problem  (1)  omitting  the  load  on  each  rib  nearest  the  hinge  B, 

Problem  3. 

Solve  Problem  (1)  by  constructing  the  equilibriiun  polygon  for  the  forces 
acting  on  the  arch,  with  the  strings  of  the  polygon  passing  through  the  hinges 
A  J  B  and  C;  and  determining  the  section  of  greatest  bending  moment  by  in- 
spection and  the  normal  thrust  on  this  section  by  a- graphical  resolution  of 
forces. 

Problem  4. 

Determine  the  greatest  fiber  stress  in  a  two-hinged  arch  of  the  same  dimen- 
sions and  subjected  to  the  same  loads  as  the  arch  in  Problem  (1),  the  hinge  B 
(Fig.  261)  being  omitted. 

Note.  —  Calculate  the  value  of  Ha,  the  horizontal  component  of  the  sup- 
porting force  at  -4,  by  using  equation  (14)  (Art.  185)  and  proceed  with  the  rest 
of  the  solution  in  the  same  manner  as  in  Problem  (1). 

Problem  6. 

Determine  the  deflection  at  the  crown  of  the  arch  in  Problem  (4) ; 

(a)  Making  an  approximate  solution  by  use  of  equation  (9)  (Art.  178); 

(b)  Making  a  more  exact  solution  by  use  of  equation  (20)  (Art.  178). 

Problem  6. 

Determine  the  greatest  fiber  stress  in  the  arch  given  in  Problem  (4)  if  the 
concentrated  loads  were  replaced  with  a  uniformly  distributed  load  of  600  lbs. 
per  ft.,  measured  horizontally. 

Note.  —  Calculate  Ha,  the  horizontal  component  of  the  supporting  force  at 
A,  by  using  equation  (17)  (Art.  185)  and  write  the  general  expression  for  M 
(equation  5,  Art.  185),  observing  that  the  value  of  K  is  given  by  (15)  (Art.  185). 
Differentiat.e  and  determine  the  greatest  bending  moment  as  in  Problem  (1). 

Problem  7. 

A  flexible  cable  is  suspended  between  the  tops  of  two  towers,  200  ft.  apart, 
one  of  the  towers  being  20  ft.  higher  than  the  other.  The  cable  is  subjected 
to  a  uniform  load  of  100  lbs.  per  ft.,  measured  horizontally,  and  the  lowest 
point  in  the  cable  is  20  ft.  below  the  level  of  the  lower  of  the  two  supports. 
Find  the  greatest  tension  in  the  cable. 
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SoluHan.  —  ABsume  an  origin  of  codrdinates  at  0,  the  lowest  point  in  the 
curve  formed  by  the  cable,  and  let  (xa,  ya)  be  the  codrdinates  of  A,  the  lower  of 
the  two  supports,  and  (26,  yb)  be  the  codrdinates  of  B,  the  higher  support,  with 
reference  to  hoiuontal  and  vertical  axes  through  O.  Then,  from  (4)  (Art.  187), 
we  have 


Vb 


100     ,  ,    on        100/,,^  V  /ON 

^xh*  ^  ya  + 20  =jj^[200- ZaJ (2) 


Substituting  ya  ^  20  and  solving  (1)  and  (2)  simultaneously,  we  obtain 

Xa  =  82.8  ft.,  Xb  =  117.2  ft. 
and 

H  =  17,140  lbs (3) 

The  greatest  tension  will  occur  at  the  support  B  and  will  be  equal  to 

n  -  y/(H)*  H-  (uofc)*  =  20,760  lbs (4) 

Problem  8. 

A  steel  guy  rope,  weighing  0.50  lb.  per  ft.,  is  attached  to  the  top  of  the  mast 
of  a  derrick,  50  ft.  high,  and  anchored  at  a  distance  of  150  ft.  from  and  at  the 
level  of  the  foot  of  the  mast.  Find  the  deflection  of  the  middle  point  of  the 
gu}  rope,  from  a  straight  line  between  the  anchor  and  the  top  of  the  mast,  when 
the  tension  in  the  guy  is  4000  lbs. 

Note,  —  Use  the  appioximate  equation  for  the  catenary  (14)  (Art.  188) 
and  observe  that  the  origin  of  coordinates  is  beyond  the  anchor  for  the  guy. 
By  letting  (xa,  ya)  and  (2%,  yb)  represent  the  codrdinates  of  the  point  of  anchor- 
age and  the  top  of  the  mast,  respectively,  referred  to  the  horizontal  and  vertical 
ftxes  through  the  origin,  the  problem  may  be  solved  in  the  same  manner  as 
Problem  (7) 

Problem  9. 

A  wire  rope  drive  consisting  of  a  steel  cable,  }"  diam.,  weighing  0.8  lb.  per 
ft.,  running  over  two  sheaves,  4  ft.  diam.,  with  centers  on  the  same  level  and 
150  ft.  apart,  is  transmitting  100  h.p.  If  the  speed  of  the  sheaves  lb  160  r.p.m. 
and  the  tension  in  the  tight  portion  of  the  drive  is  5000  lbs.,  calculate  the  dip 
at  the  middle  point  in  the  tight  portion  of  the  cable  and  also  at  the  middle 
point  of  the  slack  portion. 

Note.  —  The  tension  will  be  very  nearly  uniform  throughout  each  span  of 
the  cable  and  the  approximate  formula  (14)  (Art.  188)  can  be  used,  assum- 
ing H  =  tension  throughout  the  span. 

Problem  10. 

A  steel  towing  hawser,  1"  diam.,  weighing  1.4  lbs.  per  ft.,  and  800  ft.  long 
is  subjected  to  a  horizontal  pull  of  8000  lbs.  Find  the  dip  at  the  middle  point 
and  the  length  of  the  span,  assuming  that  the  supports  are  on  the  same  levels 
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Problem  IL 


A  steel  wire,  0.12"  diam.,  weighing  0.0382  lb.  per  ft.,  is  suspended  between 
two  supports  200  ft.  apaxt  and  on  the  same  level,  (a)  Find  the  dip  at  the 
center  of  the  span  when  the  tensile  stress  in  the  wire  is  15,000  lbs.  per  sq.  in. 
(b)  Find  the  increase  in  the  dip  due  to  an  increase  in  temperature  of  100°  F. 

E  -  30,000,000  lbs.  per  sq.  in.,  c  »  0.0000067  per  degree  Fahr. 

SdtUion.  —  (a)  The  area  of  the  cross  section  of  the  wire  A  =■  0.01131  sq.  in. 
The  tension  throughout  the  span  will  be  practically  uniform  and  therefore 

H  -  16,000  X  0.01131  =  170  lbs. 

Substituting  in  (14)  (Art.  188), 

^^  ^  0.0382  X  (100)'      ..^.. 
^' 2X170 ^'^^  ^*- 

(b)  Substituting  in  (7)  (Art.  189), 

«i  =  100  -h  ^^^\^^  =  100.0084  =  xi  (very  nearly) 

and,  substituting  8i  »  xi  in  (5)  (Art.  189), 
1  1  6X100         /  H, -170 


» (o.01131  X  30,000,000  "•■  ^-^^^^^^^^^  X  100  j, 


W      (170)«     (0.0382)*  X  (100)»  VO.01131  X  30,000,000 

which  reduces  to 

ft*  +  85.8  W  -  825,000  -  0. 

Solving  for  ft,  we  obtain 

ft  =  72  lbs.; 

and  hence, 

,.  _  0.0382  X  (100)'      ^_.. 

and  the  increase  in  dip 

yi  —  yi  =  1  53  ft. 

Problem  12. 

Calculate  the  increase  in  the  dip  of  the  wire  in  Problem  (11)  due  to  a  uni- 
form ice  load  of  0.2  lb.  per  ft.,  the  temperature  remaining  unchanged.  De- 
termine the  tension  in  the  wire  under  the  additional  load. 

Problem  13. 

Calculate  the  maximum  deflection  of  a  copper  wire,  0.204''  diam.,  weighing 
0.126  lb.  per  ft.,  in  a  span  of  120  ft.  when  the  tension  in  the  wire  is  12,000  lbs. 
per  sq.  in. 

Problem  14. 

Calculate  the  change  in  the  maximim:!  deflection  of  the  wire  in  Problem  (13) 
due  to  an  ice  load  of  0.25  lb.  per  ft.,  combined  with  a  decrease  in  temperature 
of  80"  F. 

E  »  16,000,000  lbs.  per  sq.  in.,  c  »  0.000009  per  degree  Fahr. 
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Problem  15. 

A  steel  tramway  cable,  1"  diam.,  weighing  2.20  Ibe.  per  ft.,  has  a  span  of 
800  ft.  Calculate  the  deflection  under  a  load  of  1500  lbs.  at  the  middle  of  the 
span,  assuming'  the  greatest  tension  in  the  cable  to  be  10,000  lbs.  and  the  sup- 
ports on  the  same  level.  If  the  cable  is  made  up  of  19  wires,  0.2^'  diam.,  and 
the  value  of  ^  iis  assumed  to  be  25,000,000  lbs.  per  sq.  in.,  calculate  the  maxi- 
mum deflection  of  the  cable  under  its  own  weight  only. 


CHAPTER  XIIL 
CYLINDERS  AND  PLATES. 

193.  Thin  Oval  Cylinder.  —  The  expressions  for  the  stress 
intensities  at  any  point  in  a  thin  circular  cylinder,  subjected  to 
uniform  internal  pressure,  have  already  been  deduced  (Art.  54). 
If  a  thin  cylinder  of  oval  section  is  subjected  to  a  uniform  internal 
pressure  it  will  tend  to  become  circular  in  shape  and  bending 
stresses  will  be  set  up  in  the  wall,  in  addition  to  direct  tensile 
stresses. 

Let  a  and  6  equal  the  semi-axes  of  a  thin  oval  cylinder  (Fig. 
262),  symmetrical  with  respect  to  the  axes  OX  and  OY,  where 


Fig.  262. 


a  >  b.  Let  t  =  the  thickness  and  p  =  the  intensity  of  the  uni- 
form internal  pressure.  Consider  a  portion  of  the  cyUnder  be- 
tween two  transverse  sections  at  a  unit  distance  apart  and  let 
Ti  =  the  direct  tension  and  Mi  =  the  bending  moment  at  the 
section  of  this  strip  cut  by  the  axis  XX,  T^  =  the  tension  and 
M2  =  the  bending  moment  at  the  section  cut  by  the  axis  YY,  and 
T  =  the  tension  and  M  =  the  bending  moment  at  any  section 
C,  through  the  point  whose  coordinates  are  (x,  y). 
Then 

Ti  =  pa, • (1) 

r2  =  p6 (2) 
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and 


T-«,|  +  [r,-p  (.-.)]! 


dx  .       dy  .«v 

=  pvd^+p^di' (^^ 

the  greatest  tension  in  the  cylinder  evidently  being  equal  to  Ti. 

If  we  call  bending  moments  which  tend  to  increase  the  curva- 
ture positive,  the  expression  for  the  bending  moment  at  C  will  be 

M  =  Mi  +  ri(a-a:)-|(a~x)»-|j/^      .     .     (4) 

Substituting  the  value  of  Ti  from  (1)  and  reducing, 

M  =  M,  +  |(a«-x^-l^)  =  Mi  +  |(a«-r»),.     .     (5) 

where  r^  =  x^  +  y*. 
When  a;  =  0,  (5)  becomes 


and  hence, 


M2  =  Mi  +  |(a»-b2); (6) 

M2-Mi  =  |(a«-6^) (7) 


From  an  inspection  of  (5)  and  (6)  it  is  evident  that  Afi  is  the 
greatest  negative  bending  moment  and  A/2  is  the  greatest  posi- 
tive bending  moment  in  the   cyhnder;  and  that  the  quantity 

2  (a^  —  b^)  represents  the  algebraic  difference,  or  the  numerical 

sum,  of  the  two  bending  moments. 

For  an  exact  solution  for  the  value  of  Mi,  or  Jlf  2,  the  equation  of 
the  curve  formed  by  the  per  meter  would  be  required  and  then, 
by  applying  the  condit'on  that  the  slopes  of  the  curve  at  the 
intersections  with  the  axes  OX  and  OY  would  remain  unchanged 
by  the  bending  (Art.  178),  an  equation  containing  Mi  and  Mt 
might  be  obtained,  which  with  (7)  would  give  a  solution. 

An  approximate  solution,  accurate  enough  for  general  pur- 
poses, however,  can  be  made  much  more  easily,  as  follows: 

Draw  the  cross  section  of  the  cylinder  to  scale  and  divide  any 
quadrant  into  a  nimiber  of  sections  of  length  As  and  measure  the 
value  of  r,  the  length  of  the  radius  vector  from  0  to  each  of  these 

sections.    Calculate  the  value  of  the  quantity  ^  (a*  —  r*)  for  each 
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value  of  r  and  plot  each  value  as  an  ordinate  on  the  development 
of  the  quadrant  XY  aaa.  base  line  (Fig.  263).  The  value  of  Jtfi 
will  then  be  nearly  equal  to  the  mean  of  the  ordinates  of  the  area 
XYYi;  for,  the  angle  between  the  tangents  at  the  points  X  and 


Fio.  263. 

Y  (Fig.  262)  will  remain  unchanged  and,  if  we  n^lect  the  effect 
of  the  tension  T  on  the  change  in  curvature,  we  have  from  (10) 
(Art.  178), 

Elba  =  SJtfAs  =  0; (8) 

and,  substituting  the  value  of  M  from  (5), 

JI/iSAs  +  2 1  (o' -  r*)  As  =  0;     ....     (9) 


S^(a=-H)As 
Jtf. ^—^ (10) 

where  L  =  the  length  of  the  base  line  XY  and  2  ^  (a*  —  r*)  Aa  = 
the  area  XYY^. 

This  relation  is  similar  to  that  between  the  bending  moment  at 
the  support  of  a  symmetrically  loaded  beam,  fixed  at  the  ends, 
and  the  diagram  of  bending  moments  for  a  simple  beam,  simi- 
larly loaded  (Art.  107). 

If  a  line  BD  is  drawn  at  the  height  of  the  mean  ordinate  Mt 
and  parallel  to  the  base  XY  (Fig.  263),  the  bending  moment  at 
any  section  of  the  cylinder  will  be  represented  by  the  ordinate 
between  BD  as  a  base  and  the  curve  XY\,  ordinates  above  BD 
representing  positive  bending  moments  and  those  below  BD, 
negative  bending  moments.  The  point  of  infiexion  e  can  be 
located  on  the  cylinder  by  laying  off  the  distance  Xe,  measured 
from  the  bendii^  moment  diagram,  along  the  perimeter  (Fig.  262). 
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If  A  =  the  area  and  -  =  the  section  modulus  of  any  cross 

c 

section  C,  the  greatest  stress  intensity  on  the  section  will  be 

equal  to 

..      T  ,  Mc  .... 

f  =  A  +  -T' <1^> 

where  /  is  a  tensile  stress.    The  greatest  stress  intensity  in  the 
cylinder  will  evidently  be  equal  to 

/i  =  ^  +  ^  =  y  +  -^,      ....     (12) 

at  the  inner  edge  of  a  cross  section  at  X. 
The  shearing  force  at  any  section  C  will  evidently  be  equal  to 


s.[r,-p(«-x)]S-pv^ 


dx           dy  ..«. 

=  P^di-P^Js' (^3> 

and  its  value  can  be  found  by  measuring  the  angle  between  the 
tangent  to  the  perimeter  at  C  and  the  axis  OX  and  calculating 
the  products  of  its  cosine  and  x  and  of  its  sine  and  y  and  sub- 
stituting in  (13).  The  shearing  force  is  evidently  zero  at  the 
sections  at  X  and  Y  and  its  value  at  intermediate  sections  is 
represented  by  the  ordinates  of  the  curve  XSY  (Fig.  263). 

If  the  cyUnder  is  closed  at  the  ends  the  intensity  of  the  end 
termon  will  be  very  nearly  equal  to 

f^  =  m' (1^) 

where  Ai  =  the  area  of  the  end  of  the  cylinder  and  4L  =  the 
length  of  the  perimeter. 

194.  Tube  of  Rectangular  Cross  Section.  —  If  a  tube,  or  pipe, 
of  rectangular  cross  section  and  uniform  thickness,  is  subjected  to 
a  uniform  internal  pressure,  the  sides  will  be  subjected  to  com- 
bined bending  and  tensile  stresses. 

Let  2  a  and  2  b  represent  the  lengths  of  the  longer  and 
shorter  sides,  respectively,  and  t  =  the  thickness  of  a  rect- 
angular tube  (Fig.  264).  Consider  a  portion  of  the  tube 
between  two  transverse  sections,  at  a  unit  distance  apart,  and 
let  p  =  the  intensity  of  internal  pressure,  Ti  =  the  direct  ten- 
sion and  Ml  =  the  bending  moment  at  the  section  through  this 
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portion,  cut  by  the  axis  of  symmetry  OX;  and  T2  =  the  tension 
and  M2  =  the  bending  moment  at  the  section,  cut  by  the  axis  of 
symmetry  OY,  Let  Mo  =  the  bending  moment  at  a  right  section 
at  either  side  of  a  comer  C;  and  M  =  the  bending  moment  at  any 
section  between  X  and  C,  or  at  any  section  between  Y  and  C. 


:d 


!Y 


■►<-e 


9 


iL 


->'<- 


;Y 

FiQ.  264. 

The  direct  tension,  throughout  the  length  of  the  short  side,  will 
then  be  equal  to 

Ti^pa; (1) 

and  the  direct  tension,  throughout  the  length  of  the  long  side, 

T2  =  pb (2) 

Assiuning  bending  moments  positive  where  the  curvature  is 
convex  outwards  and  negative  where  the  curvature  is  convex 
inwards,  we  shall  have  for  the  sections  at  X  and  Y, 


Mi  =  Mo  + 


and 


jlf 2  =  Mo  + 


pa 


2 


(3) 


(4) 


For  any  cross  section  B,  between  X  and  C,  the  bendmg  mo- 
ment 


M  =  Mi-^'; 


(5) 


and  hence. 


EIi  =  jMdy  =  M^y^^,     ....     (6) 
the  constant  of  integration  being  equal  to  zero. 


\ 
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Similarly,  for  any  section  D,  between  Y  and  C, 

M  =  Mt-^ (7) 

and 

EIi^fMdx  =  M^-^ (8) 

Substituting  y  =  6  in  (6)  we  have,  for  the  product  of  EI  and 


the  slope  at  C, 


Elic^Mib-^; (9) 


and,  substituting  x  =  a  in  (8),  we  have 

Elic'^M^-'^ (10) 

The  values  of  ic  and  ij  will  be  equal  in  magnitude  and  have 
opposite  signs  and  hence,  by  adding  (9)  and  (10), 

Jlfi6  +  M2a-|(a»  +  b»)  =  0;     ....     (11) 

and,  by  substituting  the  values  of  Mi  and  Ma,  from  (3)  and  (4), 
and  solving  for  Afo,  we  obtaii 

^•=-l(?TF)=-i<«*-'*  +  ^)-  •   •   <12) 

Putting  the  value  of  Mq  back  in  (3)  and  (4)  and  reducing, 


and 


j|fi  =  |(62  +  2a6-2o«) (13) 


Jif,  =  |(a2  +  2a6-26«) (14) 


It  is  evident,  from  an  inspection  of  (12),  (13)  and  (14),  that  the 
greatest  bending  moment  in  the  tube  is  Afo;  and  hence  the  greatest 
stress  intensity  will  be  located  at  the  inside  edge  of  a  cross  section 

through  the  side  XC,  next  to  the  comer  C.    This  stress  intensity 

/ 

will  be  tension  and,  if  A  =  the  area  and  -  =  the  section  modulus 

c 

of  the  cross  section,  it  is  evident  that 
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By  placing  (5)  and  (7)  equal  to  zero  we  have,  for  the  points  of 
inflexion, 

^^  (16) 


y  =  >/- 


and 


-\/ 


'f (17) 

If  desired,  the  bending  moment  and  shearing  force  diagrams 
for  the  long  and  short  sides  may  be  readily  plotted. 

For  a  square  tube,  putting  6  =  a,  the  values  of  the  bending 
moments  become 

Mo=-^', (18) 

Mi  =  M2  =  ^' (19) 

If  the  long  and  short  sides  of  the  tube  are  not  of  the  same  thick- 
ness, the  values  of  the  bending  moments  can  be  expressed  in  terms 
of  /i  and  h,  the  moments  of  inertia  of  the  cross  sections  of  the 
short  and  long  sides,  respectively,  about  the  axes  through  the 
centers  of  gravity.  By  substituting  the  values  of  7i  and  h  in  (9) 
and  (10)  and  solving  for  Afo,  as  before,  we  would  obtain 


Mc 


and,  by  substituting  this  value  in  (3)  and  (4),  values  for  Af  i  and  M2 
can  be  easily  obtained. 

196.  Thick  Hollow  Cylinder.  —  If  a  circular  cylinder  is  sub- 
jected to  a  uniform  internal  pressure,  the  tensile  stress  on  every 
radial  section  through  the  wall  varies  from  a  maximum  intensity 
at  the  inner  edge  of  the  section  to  a  minimum  intensity  at  the 
outer  edge.  Where  the  thickness  of  the  wall  is  small,  compared 
with  the  diameter  of  the  cylinder,  the  stress  on  a  radial  section 
may  be  assumed  to  be  uniform,  as  in  Art.  (54),  without  any  con- 
siderable error. 

In  a  thick  hollow  cyUnder  of  circular  section,  subjected  to 
imiform  internal  or  external  pressure,  the  stress  intensities  at  any 
point  in  the  wall  may  be  determined,  provided  the  material  is  of 
imiform  elasticity,  from  the  fundamental  relations  between  the 
stresses  and  strains  in  any  elastic  body. 
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Let  T)  =  the  internal  radius  and  r^  =  the  external  raditifi  of  a 
cylinder,  which  is  subjected  to  a  uniform  internal  pressure  of 
intensity  Pi,  combined  with  a  uniform  external  pressure  of  inten- 
sity Pi.    (Fig.  265.) 


Fia.  265. 


Through  any  point  0  in  the  wall,  at  a  distance  r  from  the 
center  C,  the  principal  planes  of  stress  will  be  the  radial  plane  OR 
and  the  plane  OT,  tai^ent  to  a  cylinder  of  radius  r.  At  the 
point  0  let  pi  =  the  stress  intensity  on  the  radial  plane  OR,  p,  = 
the  stress  intensity  on  the  tangential  plane  OT,  tt  =  the  strain 
in  the  direction  OT,  and  e,  =  the  strain  in  the  direction  OR;  and 
assume  tensile  stresses  and  strains  positive  and  compressive  stresses 
and  strains  negative.  Let  u  =  the  change  in  the  length  of  the 
radius  r,  due  to  the  distortion  of  the  cylinder  under  pressure. 

Then 

du 


dr'      

_  2t(u  +  t-)  -  2-irT  _ 


(1) 
(2) 


and,  from  (5)  and  (6)  (Art.  46), 

mE     .  .       . 

pr  =  ~i T  {mer  +  e,)  = 


^    I    du  ,v\ 
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and 

mE    ,        .     V         mE    (    u  ,  du\  ,.. 

If  we  consider  any  particle  D,  at  the  distance  r  from  the  center 
of  the  cylinder  and  bounded  by  two  transverse  planes,  at  a  unit 
distance  apart,  two  cylindrical  surfaces,  of  radii  r  and  r  +  dr,  and 
two  radial  planes  subtending  an  angle  dB  (Fig.  265),  the  stress 
intensities  on  the  two  transverse  planes  will  be  equal  to  zero;  and 
Pr  =  the  stress  intensity  on  the  inner  cyUndrical  surface,  pr  +  dpr 
=  the  stress  intensity  on  the  outer  cyhndrical  surface  and  pt 
=  the  stress  intensity  on  each  of  the  radial  planes. 

Since  the  stresses  acting  on  the  particle  are  in  equiUbrium,  the 
sum  of  the  radial  components  of  the  stresses  acting  on  its  faces 
will  be  equal  to  zero  and  hence 

(pr  +  dpr)  {r  +  dr)dd  -prde  -2ptdrmi^de  =  0, 

which  reduces  to 

2^^=^  +  f-'  =  0; (5) 

r  dr         ' 


giving  a  relation  existing  between  the  radial  and  tangential  stress 
intensities  throughout  the  wall  of  the  cyUnder.  DiflFerentiat- 
ing  (3), 

dpr  _ 

dr 


and,  substituting  this  value,  together  with  the  values  of  pr  and  pt 

from  (3)  and  (4),  in  equation  (5)  and  reducing,  we  obtain  the 

differential  equation 

dhL  .1  du      u      ^  f^. 

d;^  +  -rTr'?  =  ^ (6^ 


This  equation  may  be  written  in  the  form 

d^  /du\ d^  /u\  ^ 

dr  \dr/  dr\r/' 


and  hence,  by  integrating. 


1=-"+^^ m 


where  2  A  =  the  constant  of  integration. 
By  transforming  (7)  we  obtain 
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and  integrating, 

ur  =  Ar^  +  B, 
or, 

u  =  Ar  +  |,  (8) 

where  B  =  the  constant  of  integration. 
Hence 

and 

««  =  7  =  ^+|; (10) 

and,  by  substituting  the  values  of  the  strains  in  (3)  and  (4)  and 

reducing, 

mE.         mE(B\  ,,,. 

and 

mE     .    ,     mE    (B\  ..^. 

To  determine  A  and  B  we  may  substitute  in  (11)  pr  =  Pi, 
when  r  =  n,  and  pr  =  P2,  when  r  =  rj,  and  solve  the  two  equa- 
tions simultaneously,  obtaining 

m-1  (Pin^^^Pff\  f.^. 

- 1   ^^2  _  ^.^2  ;    •   •   •   •   u^; 

and 


'^"    m£ 


5  (<^.^#^>    .  .  .   (», 


By  substituting  the  values  of  A  and  B  in  equations  (8)  to  (12) 
inclusive,  the  change  in  the  radius  and  the  principal  strains  and 
stress  intensities  at  any  point  in  the  cylinder,  due  to  any  combi- 
nation of  internal  and  external  pressures,  can  be  found. 

When  the  external  pressure  P2  =  0,  the  above-named  equations 
reduce  to 

.  -  fin^  [(m  -  1)  r«  -  (m  +  1)  r»«] 

_  Pin'  [(w  -  1)  r^  +  (m  +  1)  r,«l  ,  _. 

*'"  m£r»  (ri»  -  r,')  '   •    •     •     ^^'' 

^  _  Pm*  (r«  -  fi')  .  „. 
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and 

It  will  be  evident  from  an  inspection  of  the  foregoing  equations 
that  the  greatest  stresses  and  strains  in  a  cylinder  under  internal 
pressure  only  will  occur  at  points  on  the  inner  surface  of  the 
wall  and,  by  putting  r  =  n,  in  (18)  and  (19),  we  obtain  for  the 
maxunum  stress  intensities, 

max.  pr  =  Pi    .....    .     (20) 

and 

The  variation  in  the  tangential  stress  intensity  pi,  on  a  radial 
section  of  the  cyhnder  subjected  to  internal  pressure  only,  m 
indicated  by  the  diagram  aa'Vhy  constructed  by  erecting  ordi- 
nates  representing  values  of  pt  at  different  points  on  the  base  ab. 

If  we  assume  m  =  3,  the  values  of  the  products  of  E  and  the 
principal  strains  at  any  point  in  the  inner  surface,  when  the 
cylinder  is  subjected  to  internal  pressure  only,  become  equal  to 

meLX.Eer»  ■     \   ' ^       ....     (22) 


and 


r^Ee..?^^}±^ (23) 


If  we  assume  m  =  4  these  products  become  equal  to 

„        Pi  (3 ri«  -  5 rj^)  ,^.. 

max.  Eer  =  -^~r  I 2\  ....     (24) 

and 

El        Pi  (3  n*  +  5  r,^)  .^.. 

max.ge.=     4^,^.  _  ,^.) (25) 

If  the  cylinder  is  subjected  to  an  end  tendon^  in  combination 
with  uniform  internal  or  external  pressures,  the  values  of  pr  and 
Pt  at  any  point  will  be  unaltered  thereby.  The  values  of  the 
products  Eer  and  Eet  will  be  affected,  however,  the  change  in 

either  value  at  any  point  in  the  cyUnder  being  equal  to  —  —  where 

Tit 

p'  =  the  intensity  of  the  stress  on  the  transverse  section  through 
the  point.    If  the  end  tension  is  assumed  to  be  uniform,  the  in- 
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tensity  at  any  point  in  a  transverse  section  will  evidently  be 
equal  to 

V''-7-p—r:, (26) 

where  Ft  =  the  resultant  longitudinal  pull  on  the  cylinder. 

196.  Thick  Hollow  Sphere.  —  The  principal  stress  intensi- 
ties and  strains  at  any  point  in  a  thick  hollow  sphere,  subjected 
to  uniform  internal  or  external  pressure,  may  be  determined  by  a 
method  similar  to  that  employed  in  the  case  of  the  cylinder. 

Let  n  =  the  internal  radius  and  r^  =  the  external  radius  of  a 
hollow  sphere  which  is  subjected  to  a  uniform  internal  pressui'e, 
of  intensity  Pi,  and  a  uniform  external  pressure,  of  intensity  P2. 
Through  any  point  0,  at  a  distance  r  from  the  center,  the  prin- 
cipal planes  of  stress  will  be  any  two  meridian  planes  at  right 
angles  to  each  other,  intersecting  in  the  radius  CR,  and  the  tan- 
gent plane  through  0,  intersecting  either  meridian  plane  in  a 
line  OT,  as  indicated  in  the  sketch  of  a  section  of  the  sphere 
(Fig.  266). 

R 


Fig.  266. 

Let  pr  =  the  intensity  of  the  stress  on  the  tangent  plane  and 
j>t  =  the  intensity  of  stress  on  a  meridian  plane  through  0, 
er  =  the  strain  in  the  direction  OR  and  et  =  the  strain  in  the 
direction  of  the  tangent  OT,  Assiraie  tensile  stresses  and  strains 
positive  and  compressive  stresses  and  strains  negative;  and  let 
u  =  the  change  in  length  of  the  radius  r,  due  to  the  distortion  of 
the  sphere  under  pressiure. 
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Then 


and 


and,  from  (6)  and  (4),  (Art.  49)^ 

mE 


Pr  = 


^[(-l)t+2S       .    .    (8) 


(m  +  1)  (m 
and 

m-B            r    tt  ,  du]  ... 

P'  =  (m  +  l)(m-2)hr  +  TrJ ^^^ 

If  we  consider  a  small  particle  at  0,  bounded  by  the  surfaces 
of  two  concentric  spheres  of  radii  r  and  r  +  dr  and  a  circular  cone, 
having  2  dB  for  the  angle  at  the  vertex  C,  as  indicated  in  Fig. 
(266),  the  stress  intensities  on  the  inner  and  outer  spherical 
surfaces  will  be  equal  to  pr  and  pr  +  dpr,  respectively,  and  at 
any  point  on  the  conical  surface  the  stress  intensity  will  be  equal 
to  p«.  For  equilibrium  the  smn  of  the  radial  components  of  the 
stresses  on  the  particle  must  be  equal  to  zero  and  hence 

{j>r  +  dpr)  TT  [(f  +  df)  dS]^  "  Pr^T  {rdB^  -  pt  Bin  de2irrdedr  =  0, 
which  reduces  to 

2(Pr-pi)         d^r^Q       ......       (5) 

r  dr 

giving  a  relation  existing  between  the  radial  and  tangential  stress 
intensities  throughout  the  wall  of  the  sphere. 
Differentiating  (3), 

dpr mE r .     _    .  dPu  ,  2  du  __  2u\         .«v 

dr  "(w  +  l)(m-2)L^'^      ^^dr'^rdr       r^  y  '    ^^^ 

and,  substituting  this  value,  together  with  the  values  of  pr  and  pt, 
in  (5)  and  reducing,  we  obtain 

dhi  I  2  du  _  2m  _  ^  ^-v 

Writing  (7)  in  the  form 


dr\dr)  dr\r)^ 
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and  integrating,  we  obtain 

*f=  -2-  +  3A, (8) 

dr  r  '  ^  ' 

where  3^1  =  an  unknown  constant.    Multiplying  by  r*  and  trans- 
posing, we  have 

i^f^  +  2ur  =  f^(fu)  =  3Ar';     ....    (9) 
and  integrating, 


or, 


tt  =  Ar  +  |, (10) 

where  B  =  the  cons1»ant  of  int^ration. 
Hence, 

e  =^  =  >i-—  an 

'      dr  r*  ' 

6,  =  ^  =  ^+^; (12) 

and,  by  substituting  the  values  of  the  strains  in  (3)  and  (4)  and 
reducing, 

mE     .       2mE/B\  ..„. 

Vr  =  — 7,^ T^  Li)         ....       (13) 

and 

mE     .    ,     mE(B\  .- .^ 

To  determine  A  and  B  we  may  substitute  in  (13)  pr  =  -Pi, 
when  r  =  ri,  and  pr  =  Pa,  when  r  =  r2,  and,  by  solving  the  two 
equations  simultaneously,  obtain 

--^r-^^") «« 

By  substituting  the  values  of  A  and  B  in  equations  (10)  to  (14), 
inclusive,  the  change  in  the  radius  and  the  principal  strains  and 
stresses  at  any  point,  due  to  any  combination  of  internal  and 
external  pressures,  can  be  foimd. 
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When  the  external  pressure  Pt  =  0,  these  equations  reduce  to 

■  _  Pm*  [(m  -  2)  r»  +  (w  +  1)  r,»] 

mEr*  in"  -  r»*)  '      •    •    -    ^^') 

_  Prr,* ,  ,ra  -  2)  r»  -  (wt  +  1)  r,»]  ^ 

*'~  tnEt*  in*  -  rt*)  >     '    '    ■     ^l»> 

Piri»  [(m  -  2)  r»  +  (^^)  r,»l 
**"  w£r»  (r,»  -  r,»)  '    "    '    '     ^^^^ 

ana 

^  _Piri»(2r»  +  r,») 

P'-    2,-(rx»-r,») (21) 

The  greatest  values  of  the  strains  and  stress  intensities,  when 
the  sphere  is  subjected  to  internal  pressure  only,  will  occur  at 
points  on  the  inside  surface;  and,  by  putting  r  =  n  in  (20)  and  (21), 
we  obtain  for  the  maximiun  stress  intensities 

max.  pr  =  Pi (22) 

and 

^^•P'=    2(n»-r,3) (23) 

If  we  assume  m  =  3,  the  values  of  the  products  of  E  and  the 
principal  strains  at  any  point  in  the  inner  surface,  when  the 
sphere  is  subjected  to  internal  pressure  only,  become  equal  to 

^■'-w^ <^> 

and 

m».^.-^^±^ (25) 

If  we  assume  m  =  4,  these  products  become  equal  to 

'      ■~4(n«"=^7?)~     •     •     •     •     (26) 
and 

197.  Circular  Flat  Plate  Uniformly  Loaded.  —  The  expressions 
for  the  stress  intensities  and  the  strains  due  to  a  imifonn  normal 
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pressure  on  the  surface  of  a  circular  flat  plate  will  be  derived  for 
two  special  cases,  namely:  (a)  when  the  plate  is  fixed  in  direction 
at  the  circumference  and  (b)  when  the  plate  is  freely  supported  at 
the  circumference.  For  convenience  the  plate  will  be  taken  to  be 
horizontal  and  the  load  to  act  vertically  downwards  in  each  case. 
The  material  is  assumed  to  be  homogeneous  and  of  imiform 
elasticity. 


Pt       (b) 


Pr-^dPr 


Fig.  267. 

(a)  Plate  Fixed  at  the  Circumference.  —  Let  the  sketch  (Fig.  267a)  repre- 
sent a  vertical  cross  section  through  the  center,  or  a  meridian  section,  of 
the  plate.  Let  P  —  the  load  intensity,  ri  »  the  outside  radius  and  t  »  the 
thickness  of  the  plate.    Let  W  =  the  total  load  on  the  plate.    Then 

Tr  =  Pirri» (1) 

Let  hOib  represent  a  section  through  the  middle  layer  of  the  plate  in  the 
unstrained  state  and  bOh  the  section  through  the  middle  layer  after  the  load 
is  applied,  the  middle  layer  of  the  strained  plate  being,  evidently,  the  surface 
of  revolution  formed  by  revolving  the  curve  Oh  about  the  axis  OY,  Assume 
the  axis  OX  through  the  point  0  and  let  c  be  any  point  in  the  meridian  section 
Ob  J  having  the  coordinates  (x,  y),  the  original  position  of  the  point  being  Ci, 
having  the  coordinates  (r,  0).  Evidently  all  points  on  a  circle  of  radius  x, 
through  Ci,  will  be  displaced  the  same  vertical  distance  under  the  load. 

If  the  thickness  i  is  considerably  smaller  than  the  radius  n,  it  may  be 
assiuned:  (1)  That  aU  straight  lines  perpendicular  to  the  plane  of  the  middle 
layer,  before  flexure,  remain  straight  and  normal  to  the  middle  layer  after  bending 
takes  place;  and,  since  the  material  is  homogeneous  and  elastic,  it  may  be 
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assumed;  (2)  That  the  stress  intensity  is  proportional  to  the  strain  in  all  direo- 
tions  through  the  pUite.  Strains  and  stresses  in  the  vertical  direction,  due 
directly  to  the  pressure  on  the  surface,  will  be  so  smaU  as  to  be  negligible. 

It  will  foUow  from  these  assumptions  that  the  middle  layer  will  be  the 
neutral  layer,  in  which  there  is  no  tensile  or  compressive  strain  or  stress.  A 
normal  to  the  neutral  layer  at  Ci,  before  bending,  will  be  perpendicular  to  the 
neutral  layer  at  c  after  bending,  making  the  angle 

dx 

with  OY.  Let  a  be  any  point  on  the  normal  at  c  and  let  the  distance  ca  ^  v. 
The  distance  of  a  from  OY  will  evidently  be  equal  to 

r  —  x  —  vam^^x—v-^  (very  nearly), 

where  v  is  positive,  when  measured  above  the  neutral  layer,  and  negative, 
when  measured  below  the  neutral  layer. 

The  reciprocal  of  the  radius  of  curvature  of  the  meridian  section  Ob  at  c 
will  be  equal  to 

R  ''^  (very  nearly); 

and,  if  we  assume  tensiliB  stresses  and  strains  plus  and  compressive  stresses 
and  strains  minus,  the  radial  strain  at  a,  in  the  direction  parallel  to  the 
tangent  to  Oh  at  c,  will  be  equal  to 

--^-S (2) 

The  tangential  strain  at  a,  in  the  direction  of  the  perpendicular  to  the 
plane  XOY,  will  be  equal  to 


(3) 


Then,  if  we  let  pr  "  the  radial  stress  intensity  at  the  point  a,  that  is,  the 
normal  stress  intensity  on  the  plane,  perpendicular  to  the  plane  XOY  and 
containing  the  element  ca,  and  pt  »  the  tangential  stress  mtensity  at  a,  that 
is,  the  normal  stress  intensity  on  the  plane  XOY,  we  shall  have,  from  (5)  and 
(6)  (Art.  46),  ' 


and 


mE     .        ,     V  mEv    (    d}y  ,  \dy\ 

mE    /         ,      V         •    mEv   fmdy  ,  d*j/\  ,b\ 

If  we  consider  a  small  particle  at  a  (Fig.  2676),  bounded  by  two  planer, 
parallel  to  the  tangent  plane  to  the  neutral  surface  at  c  and  at  distances  v  and 
V  -\-  dv  from  c,  two  radial  planes,  fntcrsecting  at  the  axis  OY  and  subtending 
the  angle  d6,  and  two  curved  surfaces,  normal  to  the  neutral  surface,  which, 
without  appreciable  error,  may  be  considered  as  cylindrical  surfaces  having 
radii  r  and  r  -f-  dr;  the  intensities  of  the  stress  components,  acting  on  the 
faces  of  the  particle  in  directions  parallel  to  the  tangent  plane,  will  be  the 
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shearing  components  8  and  a  '\'  ds^  the  normal  components  pt  and  the  normal 
components  pr  and  pr  +  dpn  acting  as  indicated. 

Since  the  stresses  on  the  faces  of  the  particle  must  be  in  equilibrium,  the 
sum  of  the  components  in  the  radial  direction  OR  will  equal  sero;    and  hence 

{pr  +  dpt) dv (r  +  dr)d0  —  pr  dvrdS  —  2 ptdodran  i  d$  +  {8 +d8)r<te dr 
-srdSdr'^O, 

which  reduces  to 

Since  the  deflection  of  the  plate  is  small,  we  may  write  r  »  x  and  or  »  dXf  in 
which  case  (6)  may  be  written 

_d8      Pr  —  pt  ,  dpr  ,-. 

dv  X      '^  ax ^*' 

Differentiating  (4)  with  respect  to  x,  we  obtain,  for  any  layer  at  a  distance 
V  from  the  neutrai  layer, 

dx  m»-lV    tfa;»      idiB*      3?dx)' 

and,  substituting  the  value  of  the  derivative,  together  with  the  values  of  Pr 
and  pt  in  (7)  and  reducing,  we  obtain 

dn~mr-\\d3^'^xd3^      7?dx)~^^'     ....      W 
mm-(dhf  .  l<ry       \dy\ 

Integrating  (8),  observing  that  Z  is  constant  for  any  one  value  of  x,  we  obtain 

ii^Z      ^Z      Z ,.  J,      ^. 

«  =  -2 8""8^       ^^^' ^^^^ 

f^Z 

where  — ^  is  the  constant  of  integration,  determined  from  the  condition  that 

«  =  0,  when  «  =  ±  = 

Equation  (10)  evidently  gives  the  radial,  or  horizontal,  shearing  stress 
intensity  in  terms  of  Z,  at  any  point  a  at  a  distance  x  from  OF,  on  a  layer  of 
the  plate  parallel  to  and  at  the  distance  v  from  the  neutral  layer;  and  hence 
(Art.  24)  it  gives  the  vertical  shearing  stress  intensity  at  the  point  a  in  the 
conical  surface,  formed  by  revolving  the  normal  ac  about  the  axis  OY,  Since 
the  deflection  of  the  plate  is  small,  this  conical  surface  will  be  very  nearly  the 
same  as  that  of  a  right  cylinder,  of  radius  x  and  length  t)  and  the  total  shearing 
stress  around  its  circumference  will  be  equal  to  the  resultant  pressure  on  the 
portion  of  the  surface  of  the  plate  within  a  circle  of  radius  x. 

Hence 

i  £ 

PTrj?  =  27rxp  ^adv^'^p ^{^ti''-f*)dv^  -irxZ^)  .     (11) 

"2  "2 


wnere 


^+ii-^(?+«) <^«) 


X 

and,  by  integrating, 


z 
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and.  substituting  the  value  of  Z  and  transposing  tenns, 

dj?^x<k^      x'itc'  m*Et*       x-Ax,     ...    {IZ) 

where  .  6W-1)P_       6  (m«  -  1)  FT 

£k]uation  (12)  may  be  written  in  the  form 

dx\ax*/      ax\xax/  ' 

and  henoe,  by  integrating, 

dx^^xdx         \2 
Equation  (13)  may  be  written  in  the  form 

S+I-e('I)-''(I+«') 

where  C  =  0,  since  j^  =  0  when  x  =  0;  and  henoe 

dx^^ys^T) ^^^' 

Integrating  (14), 

-^(l+T  +  4 

where  D  =  0,  since  y  =  0  when  x  =  0;  and  hence 

y  =  g|(^  +  8Bx«) (16) 

To  determine  the  remaining  unknown  constant  B,  we  have 

-r  =0  when  x  =  n;  and  hence,  from  (14), 
ax 

B--  -4- 

Substituting  this  value  in  (15),  we  have,  for  the  equation  of  the  neutral  section 
06, 

y-^^(^-2nh^) (16) 

By  differentiation,  we  obtain 

and,  substituting  the  values  of  the  derivatives  in  (2)  and  (3),  we  obtain  the 
expressions  for  the  radial  and  tangential  strains  at  any  point  in  the  plate, 

er=-^(3x»-r,«) (17) 

and 

e«=-^(a:«-ri«) (18) 
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By  substituting  the  values  of  er  and  et  in  (4)  and  (5),  we  obtain  the  ex- 
pressions for  the  radial  and  tangential  stress  intensities  at  any  point, 

Pr  =  ^[(3m  +  l)x«-(m  +  l)ri«l (19) 

and 

P«-^l(w  +  3)x«-(m  +  l)ri»i, (20) 

where 

^  _    mE      .  ^5_P=    6^ 
*  m*  —  1  mP      irriHnP' 

If  we  determine  the  value  of  Z,  by  substituting  the  values  of  the  derivar 
tives  in  (9),  and  then  substitute  its  value  in  (10),  we  obtain  the  value  of  the 
horizontal  and  vertical  shearing  stress  intensities  at  any  point, 

s  =  ^(ft-4i;«) (2n 

The  greatest  values  of  the  radial  and  tangential  stress  intensities  and  strains 

will  evidently  occur  at  the  surfaces  of  the  plate,  where  v  =  d=  „  J  smd  it  follows, 

from  an  inspection  of  (17)  and  (18),  that  the  greatest  strain  in  the  plate 
is  the  radial  strain  at  the  surface  of  the  plate  at  the  circimiference.  Simi- 
larly, it  is  evident  from  an  inspection  of  (19)  and  (20)  that  the  greatest  normal 
stress  intensity  is  the  radial  stress  intensity  at  the  surface  of  the  plate  at  the 
circumference. 

Hence,  if  we  assume  m  =  3  and  substitute  x  =  n,  w  =  db  „,  together  with 

the  value  of  A  in  (17),  we  obtain,  for  the  greatest  value  of  the  product  of  E 
and  a  principal  strain, 

max.£e,-±?^=±|5;       (22) 

and,  for  the  greatest  value  of  a  principal  stress,  we  have,  by  putting  m  "=  3, 

X  =  Ti,  V  =  ±  ^  and  substituting  the  value  of  Ai  in  (19), 

^  3  Pn^      3  W  ,._, 

max.  pr  =  ± -j^  =  j-^^ (23) 

It  is  evident  from  an  inspection  of  (21)  that  the  greatest  shearing  stress 
intensity  will  be  located  at  the  neutral  layer  at  the  circumference  of  the  plate; 
and,  putting  x  =  n  and  v  =  0,  we  obtain 

max.  «  =  — r-—  =  ;;; -. (24) 

4f        4irri( 

The  principal  stress  intensities  d=pi,  at  a  point  of  maximum  shear,  will  also 
be  represented  by  (24),  the  planes  of  principal  stress  making  angles  of  45^ 
with  the  neutral  layer  (Art.  30);  and  hence,  letting  m  =  3,  the  product  of 
E  and  a  principal  strain  at  these  points  will  be  equal  to 

„  ,  pi      Pr\       W  ,rt-v 
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By  putting  x  —  n  and  substituting  the  value  of  A  in  (16),  we  obtain  for 
the  value  of  the  greatest  deflection  of  the  plate, 


and,  if  we  assume  m  »  3, 


By  putting 


>*-bSi^'^''' (26) 


^"%E^^%^^ (27) 


we  obtain 


g_^(3x.-n.)-o. 
*-^ (^> 

for  the  distance  of  the  point  of  inflexion  of  the  curve  Oh  from  the  center  of  the 

plate,  and  a  circle  of  radius  —j=  will  evidently  be  the  line  of  inflexion  in  the 

neutral  layer  of  the  plate. 

If  we  consider  a  vertical  section  one  unU  in  wid^,  perpendicular  to  any 
radius  at  a  distance  x  from  the  center  of  the  plate,  the  normal  stress  on  this 
section  will  be  imiformly  varying  and  the  moment  of  resistance  of  the  stress 
on  the  section  will  be  equal  to 

Mr--^. (29) 

where  the  moment  is  considered  positive  when  the  curvature  is  convex  down- 
wards and  pr'  is  the  normal  stress  intensity  at  the  top  surface  of  the  plate. 
Letting  m  =  3  and  substituting  the  value  of  Ai  and  the  value  of  p/,  obtained 

by  putting  v  ^  ^'m  (19),  we  obtain 

Mr=  -£(5x«-2ri») (30) 

Similarly,  if  we  consider  a  vertical  strip  one  unit  in  width  through  any 
radial  section,  at  a  distance  x  from  the  center  of  the  plate,  the  moment  of 
resistance  will  be  equal  to 

Mt--'^-^, (31) 

where  pt  ib  the  normal  stress  intensity  at  the  top  surface  of  the  plate;  and, 

substituting  the  value  of  A\  and  the  value  of  p/,  obtained  by  putting  v  ^  •=  and 
m  B  3  in  (20),  we  have 

M«=  -^(3x«-2ri«) (32) 

The  quantities  Mr  and  Mt  are  frequently  called  the  bending  moments  in 
the  plate;  and  for  the  maximum  values  we  Have,  when  x  »  n, 

max.Afr= -^= -~; (33) 
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and,  when  x  »  0, 

max.  Aft  =  -jg-  =  J27, .'  .     .     (34) 

which  ifl  evidently  equal  to  the  value  of  Mr  at  the  center  of  the  plate. 

if  m  is  assumed  to  be  equal  to  4,  or  any  other  quantity,  the  strains,  stress 
intensities,  deflectiox)s  and  bending  moments  can  easily  be  determined  by 
substituting  the  value  of  m  in  the  fundamental  equations  (17),  (18),  (19),  (20) 
and  (26). 

(b)  Plate  Freely  Supported  ci  the  Circumference,  —  The  assumptions  and 
conditions  for  this  case  and  the  derivation  of  the  formulas,  as  far  as  equation 
(15),  will  be  identical  with  Case  (a). 

In  tins  case  the  constant  B  can  be  determined  from  the  condition  that  when 
^  =  ^i>  Pr  =  0;  and  by  differentiating  (15),  we  obtain 

and,  by  substituting  the  values  of  the  derivatives  in  (3), 

Pr--g^^YjI(3M  +  l)x»  +  4(m  +  l)Bl (35) 

Then,  by  substituting  x  —  n,  putting  (36)  equal  to  zero,  and  solving  for  B, 
we  obtain 

3m  +  l 

Substituting  the  value  of  B  in  the  above  derivatives  and  then  substituting 
the  values  of  the  derivatives,  together  with  the  value  of  A,  in  equations  (2) 
and  (3),  we  obtain 

and 

i4v  r  ,      3  m  -f  1    ,1  ,„_. 

"'-TU'-nr+T'^y (37) 

and,  by  substituting  in  (4)  and  (5), 


and 


Pr  =  ^[(3m  +  l)(x«-ri«)l       ......     (38) 


P«  =  ^^[(m-i-3)x»-(3m  +  l)ri«l.    .     .    ."    .     (39) 


By  substituting  the  values  of  the  derivatives  in  (9)  and  then  calctdating 
the  value  of  8  from  (10),  we  would  obtain  the  same  expression  for  «  as  in  Case 
(a)  (equation  21). 

It  is  evident  from  an  inspection  of  the  above  equations  that  the  greatest 

stress  intensities  and  strains  occur  when  x  —  0  and  v  —  dt  ^l  BJid^  putting 
m  s  3,  and  substituting  the  value  of  A  in  (36),  or  (37),  we  have 

max.  Esr  =  max.  Eet  =  ^  «  -ir-  =  ^  z"-s (40) 

Or  o  Tt* 
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Substituting  the  value  of  Ai,  together  with  the  above  values  of  x,  v  and  m, 
in  (38),  or  (39),  we  have 


_  5  Pri»      _  6  TF 
max.  pr  ~  max.  p«  =  =F  ^  "js"  ™  ^  t~s 


(41) 


The  maximum  value  of  s  is  given  by  (24),  as  in  the  preceding  case,  with  the 
accompanying  product  of  E  and  the  principal  strain,  given  by  (25). 

The  equation  of  the  neutral  section,  obtained  by  substituting  the  value  of 
B  in  (16),  wiU  be 

«'  =  3-2[^-K'^)H= (*^^ 

and,  by  substituting  x  ^  n  and  the  value  of  A,  we  obtain  for  the  value  of  the 
greatest  deflection,  when  m  =  3, 

2  Ptx^      2  Wri^ 


^^       SEi*       StEI* 


(43) 


t . 


For  the  values  of  the  bending  moments  we  shall  have,  putting  v  =  ^  in 

(38)  and  (39),  and  substituting  the  values  of  p/  and  pt'  in  (29)  and  (31), 
together  with  m  »  3, 


Mr=  -^(5x»-6ri«), 
^«=  -£(3x«-5r,«); 


(44) 
(45) 


and  for  the  maximum  values,  evidently, 

max.  Mr  —  max.  Mt  = 


5  Pri«      5  W 


24 


24 


(46) 


If  m  is  assumed  to  have  a  value  other  than  3,  the  values  of  the  stress  inten- 
sities, strains,  etc.,  may  be  easily  derived  in  the  same  manner  as  the  above. 

198.  Circular  Flat  Plate  Centrally  Loaded.  —  The  expressions 
for  the  stress  intensities  and  strains  in  a  circular  flat  plate,  due  to 
a  uniform  load  over  the  central  portion  only,  can  be  determined 
by  the  method  employed  in  Art.  (197).  Two  cases  will  be  con- 
sidered, similar  to  the  two  cases  in  the  preceding  article,  the  plate 
being  considered  horizontal  and  the  load  as  acting  vertically 
downward  in  each  case. 


Fig.  268. 
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(a)  Plate  Fixed  <U  the  Circumference.  —  Let  n  »  the  outside  radius  and 
t  ~  the  thickness  of  the  plate,  P  «  the  load  intensity  and  W  «  the  total 
load,  unifonnly  distributed  over  a  circular  area  of  radius  n  (Fig.  268).    Then 

ir  =  Pirra«,     .    , (1) 

where  the  value  of  ro,  for  any  given  value  of  W  must  be  greater  than  a  certain 
limiting  value  to  be  determined. 

Making  the  same  assumptions  and  following  the  same  method  as  in  the 
preceding  article  we  obtain  the  same  fundamental  equations  (2)  to  (10), 
inclusive  (Art.  197). 

Equating  the  total  shear  on  a  cylindrical  section  through  the  plate,  of 
radius  Xj  to  the  total  load  on  the  surface  within  the  circle  of  radius  x,  we 
obtain,  for  values  of  x,  from  0  to  ro, 

Ptx«= -xxz|(Art.  197); (2) 

and,  for  values  of  x  from  ro  to  n, 

P-jr^^  -TxZ^ (3) 

Substituting  the  value  of  Z  from  (9)  (Art.  197)  and  reducing,  we  have,  for 
values  of  x  from  0  to  ro, 

and,  for  values  of  x  from  ro  to  n, 

cte»"^a;(ix»      x*dx        x   * ^^^ 

where 

A  ^      6  (m«  -  1)  P  ^      6  (m«  -  1)  TF 
m^Et*  irro*m*Et^ 

Integrating  (4),  observing  that  when  x  =  0,  y  —  0  and  -r  —  0,we  obtain, 

ax 

as  in  Art.  (197),  for  values  of  r  from  0  to  ro, 

""^(S+t)' w 

and,  for  the  values  of  the  derivatives, 

e'-''(I+t) (" 


Similarly  from  (5),  for  values  of  r  from  tb  to  n. 

y-^ro'[fOog«-l)+^  + Flog* +  (?];.    .    .      (10) 
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and 

|-^r4|(.og.-l)-Hf+g.      .    .    .    ai) 

g  =  Ar..[|(logx  +  |)  +  |-|] (12) 

S--'4A+¥] <^3) 

To  determine  the  constants  B,  E,  F  and  (r,  we  have  the  conditions: 
when  X  »  ro,  the  values  of  y  given  by  (6)  and  (10)  are  equal,  the  values 

of  ~  given  by  (7)  and  (11)  are  equal  and  the  values  of  -^  given  by  (8)  and  (12) 

are  equal;  and,  when  x  =  fi,  the  value  of  -^  given  by  (1 1)  is  equal  to  zero.    The 
solution  of  these  equations  will  give: 

^■12-- ¥**«'•• 

Substituting  these  constants  in  the  equations  for  the  derivatives  and  then 
substituting  in  equations  (2)  and  (3)  (Art.  197)j  we  obtain,  for  values  of  x 
from  0  to  ro, 

e*--y[^  +  4r,«log^»-g]; (15) 

and,  for  values  of  x  from  fo  to  ri, 

--T[*'"«r'-S-?+'] <"> 

Substituting  the  values  of  the  strains  in  (4)  and  (5)  (Art.  197),  we  obtain, 
for  values  of  x  from  0  to  r©, 

Pr  =  ^  [(3m +  l)a:»  +  (m  +  l)  (4  roMog  ^^  -  ^^)],   .     .     (18) 

P«-^[(m  +  3)a:«  +  (m  +  l)(4ro«log^°-g)];     .    .     (19) 
and,  for  values  of  x  from  ro  to  n, 

Pr-^[(m  +  l)(41og^^-g)-(m-l)J  +  4w],      .     (20) 

p.-^*[(«  +  l)(41og^^-g)  +  (w-l)J  +  4].    .    .    (21) 


«r 
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where 

^  m*  -  1  wii»      irro*m^' 

Substituting  the  values  of  the  derivatives  in  (9)  and  (10)  (Art.  197),  we  ob- 
tain for  the  shearing  stress  intensity,  for  values  of  x  from  0  to  n, 

«  =  ^(^-4t^) (22) 

and,  for  values  of  x  from  tq  to  n, 

S'^(P-ir^) (23) 

At  the  center  of  the  plate,  when  v  =  rb  ^,  we  obtain,  by  substituting  the  values 
of  A  and  Ai  in  (14),  (15),  (18)  and  (19),  assuming  m  =  3, 

and,  similarly,  at  the  circumference  we  obtain  from  (16)  and  (20), 


and 


and 


—^b-im '-> 


On  investigation  it  will  be  found  that  when  —  >  0.42  (nearly)  the  greatest 

strain  will  be  located  at  the  circumference  of  the  plate  and  the  maximum  value 

of  Eer  will  be  given  by  (26).    Similarly,  when  —  >  0.59  (nearly)  the  greatest 

ri 

stress  intensity  will  be  given  by  (27).    For  ratios  of  —  less  than  the  above 

values  the  maximum  strains  and  stresses  will  be  at  the  center. 

From  an  inspection  of  (22)  and  (23)  it  will  be  evident  that  the  greatest 
shearing  stress  intensity  is  located  at  the  intersection  of  the  neutral  layer  and 
the  cylindrical  surface  of  radius  r^  and  will  be  equal  to 

3  Pro       3  TT  .  f^y. 

and,  if  m  =  3,  the  product  of  E  and  the  principal  strain  accompanying  this 
stress  will  be  equal  to 

^^-x'S- <=^^ 

If  fo  is  very  small  the  values  of  the  stress  intensity  and  the  strain  given  by 
(28)  and  (29)  for  a  total  load  W  may  exceed  those  at  any  other  point  in  the 
plate,  the  values  approaching  infinity  as  ro  approaches  zero.  The  equations 
may  be  used  therefore  to  determine  the  limiting  radius  of  the  circle  over  which 
the  load  may  be  distributed. 
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By  putting  the  values  of  the  oonstants  in  (6)  and  (10)  we  obtain  the  equa- 
tions of  the  neutral  section  Odbf  for  values  of  x  from  0  to  fo, 

and,  for  values  of  x  from  ro  to  n, 

y  =  ^La^log--h^log--2-47?  +  -8-J-  ^^^^ 

For  the  greatest  deflection,  putting  the  value  of  A  and  x  »  n  in  (31),  we 
obtain,  assuming  m  =  3, 

-  s  [- -  t' --"-g »» 

When  n  >  2  9o  (nearly)  the  point  of  inflexion  in  the  neutral  section  Odb 
can  be  found  by  putting  (12)  equal  to  xero  and  solving  for  x,  the  equation 
being 

><«rl-iS-i&  +  l-« (^> 

(b)  Plale  Freely  Supported  at  the  Circumference,  —  For  this  case  the  funda- 
mental equations  will  be  in  the  same  form  as  equations  (1)  to  (13),  inclusive, 
for  Case  (a).  To  determine  the  constants  in  the  equations,  we  have  the  con- 
ditions: when  X  —  ro,  the  values  of  y  given  by  (6)  and  (10)  are  equal,  the 

values  of  -M  given  by  (7)  and  (11)  are  equal  and  the  values  of  -^  given  by  (8) 

and  (12)  are  equal;  and,  when  x  »  n,  the  stress  intensity  pr  is  equal  to  sero. 
The  solution  of  these  equations  will  give 

Prooeeding  as  in  Case  (a),  we  obtain,  for  values  of  x  from  0  to  ro, 

and,  for  values  of  x  from  ro  to  n, 

AvTf^r,,     X      fi?  ,  /m  —  l\r(^  ,       4    1  .««. 
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For  the  stress  intensities  we  have,  for  values  of  x  from  0  to  ro, 
Pr  -  ^  [(3  m  +  Da?  +  (m  -f  1)  4  ro«  log  g  +  (m  - 1 )  g  -  4  mr/j ,  .     (38) 

P«-^^[(m  +  3)a:«  +  (m  +  l)4ro-logg  +  (m-.l)J^-4mr,«];    .    (39) 

and,  for  values  of  x  from  ro  to  n, 

p,_di^'[(«  +  l)4,og^-(«-l)(5-g)].  .    (40) 

p.-^[(m  +  l)41og^  +  (m-l)(§+g-4)].  .  .     (41) 

It  will  be  apparent  from  an  inspection  of  the  foregoing  equations  that  the 
greatest  values  of  the  strains  and  stress  intensities  occur  at  the  center  of  the 
plate  and  that,  if  m  «  3, 

max.^er-max.^c,-=h^[41ogJ-hi(^y-3],      .     (42) 
max.p,  =  max.p,=  =b^[41og^^+i(^y-3].     .    .    (43) 

The  values  of  8  will  be  given  by  (22)  and  (23),  as  in  Case  (a),  the  maximum 
value  of  8  and  the  accompanying  principal  strain  being  given  by  (28)  and  (29). 

The  equations  of  the  meridian  section  through  the  neutral  surface,  ob- 
tained by  putting  the  values  of  the  constants  in  (6)  and  (10),  will  be,  for  values 
of  X  from  0  to  ro, 

y       4V^8  ^'^"^*^^ri^m  +  l/4ri«      m  +  lj*     *;     ^^^ 
and,  for  values  of  x  from  ro  to  n, 

y    4    V^^«^K^^+  2  *o«ro     2(m  +  l)^^U  +  i;4r,«^    S  )'    '     ^^^ 

By  substituting  the  value  of  A  and  putting  x  =  n  in  (45)  we  obtain  for 
the  value  of  the  greatest  deflection,  assuming  nt  »  3, 

In  either  of  the  cases  considered  under  this  article  the  values  of  the  bending 
moments  Mr  and  Mt,  at  any  point  in  the  plate,  can  be  readily  determined  by 
substituting  the  expressions  for  the  stress  intensities  p/  and  p/,  at  the  sur- 
face of  the  plate,  in  equations  (29)  and  (31)  (Art.  197). 

199.  Circular  Flat  Plate  Uniformly  Loaded  and  Supported 
at  the  Center.  —  If  a  circular  flat  plate  is  subjected  to  a  uni- 
formly distributed  load  combined  with  a  center  load,  the  strains, 
stress  intensities  and  deflections,  at  any  point  in  the  plate,  can  be 
determined  by  adding  the  values  obtained  for  each  load  sep- 
arately, from  the  equations  in  Arts.  (197)  and  (198).  This 
method  can  be  used  for  a  plate  which  is  fixed  at  the  circum- 
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ference,  or  when  the  plate  is  freely  supported.  The  case  under 
consideration  is  a  special  case  of  the  la'^ter  type  in  which  the 
supporting  force,  or  center  load,  is  equal  in  magnitude  to  the 
total  uniform  load  and  opposite  in  direction,  the  resultant  reac- 
tion at  the  circimiference  being  equal  to  zero. 


Fig.  269. 

Let  fi  —  tne  outside  radius  and  /  =  the  thickness  of  the  plate,  Pi  «  the 
intensity  of  the  load  and  Po  »  the  intensity  of  the  supporting  force,  which  is 
uniformly  distributed  over  a  circle  of  radius  ro  (Fig.  269),  the  minimiiTn  value 
of  To  being  determined  by  the  conditions  stated  in  Art.  (198).  Then  the  total 
load 

W  =  Piirr,»  =  -PoTTo* (1) 

The  following  expressions  for  the  strains  and  stress  intensities  throughout 
the  plate  can  be  readily  obtained  by  adding  the  values  under  Case  (b)  (Art. 
197)  and  Case  (b)  (.\.rt.  198),  calling  the  upward  pressure  negative. 

For  values  of  x  from  0  to  r©, 

.    r3  X*      3  x2       ..     fo       /m  -  1\  ro«      m  -  IT 


m  — 


m  -{- 
m  —  V 


Pr=.l.t.[(3m+l)(^-^)-4(m+])logJ-(m-l)g+(m-l)],      . 

p,-A,i>[(m  +  3)(^-^)-4(m  +  l)log^-(m-l)^|  +  (m-l)]; 

and,  for  values  of  x  from  ro  to  n, 

.   r3i«  ,  ro«       .,      X      /m-l\ro*      3ot  +  5T 


(2) 
(3) 

(4) 
(5) 


m  + 
m  —  I 


m  + 


\l 


p,-A.t>[(3m+l)^4-(m-l)J-4(m+l)log^-(r»-l)g-(3m+l)], 
p,-A,»[(m+3)^-(m-l)^-4(m+l)log^-(m-l)^|+(m-6)];  . 


(«) 
(7) 
(8) 
(9) 
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the  values  of  the  constants  being 

.       3  (m«  -  1)  IT  ,      .         SW 

A    '^   Z TraS WMl       ill    =   1 S* 

The  bending  moments,  so-called,  will  be  given  by  (29)  and  (31)  (Art.  197), 

the  values  of  p/  and  p/  being  obtained  by  putting  v  ^  di  x  in  (4)  and  (8)  and 

(5)  and  (9). 

Values  of  a,  for  values  of  x  from  0  to  ro,  will  be  represented  by  the  following 
expression,  obtamed  by  combining  (21)  (Art.  197)  and  (22)  (Art.  198), 

^Wx/l 


*"  4x^ 


{v?'^)^^-'''^' (i^> 


and,  by  combining  (21)  (Art.  197)  and  (23)  (Art.  198)  we  have,  for  values  of 
X  from  fo  to  n, 

-m--i>-'^ <■" 

The  equations  of  the  meridian  section  of  the  neutral  layer  can  be  obtained 
by  combining  (42)  (Art.  197)  with  (44)  and  (45)  (Art.  198). 

For  the  maximum  values  of  the  strains  and  stress  intensities  we  have  the 
following,  assuming  m  —  Z; 

max.J5:er  =  max.J5:e«  =  =b^[i-i(^y-41ogg],  .    .     (12) 

max.pr  =  max.p,  =  =b2^[i-i(^y-41og^],     .     .    (13) 
located  at  the  center  of  the  plate; 

— SCft)"-] «« 

when  X  ^^  fo,  with  the  accompanying  value  of  the  product  of  E  and  the  prin- 
cipal strain 

^-SKS'-'] ••<■« 

The  greatest  deflection,  obtained  by  adding  (43)  (Art.  197)  and  (46)  (Art. 
198),  making  due  allowance  for  signs,  will  be  equal  to 

200.  Square  and  Rectangular  Flat  Plates  Uniformly  Loaded. 

—  If  we  attempt  to  deduce  equations  for  the  strains  and  stresses 
in  a  square,  or  rectangular,  flat  plate,  uniformly  loaded  and  fixed, 
or  freely  supported,  at  the  edges,  on  the  basis  of  the  assumptions 
made  in  the  case  of  the  circular  plate,  an  exact  solution  will  be 
found  to  be  impossible  Approximate  formulas,  however,  which 
must  be  regarded  as  largely  empirical,  can  be  obtained  by  making 
additional  assumptions  in  regard  to  the  distribution  of  the  stresses 
in  the  plate.    Four  cases  will  be  considered. 
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^a;  Rectangular  Plate  Fixed  at  the  Edges.  —  Let  2  a  and  2  6  be  the  dimen- 
sions of  the  surface,  t  »  the  thickness  and  P  »  the  pressure  intensity  (Fig. 
270).  Neglecting  stresses  and  strains  in  the  direction  normal  to  the  surface, 
the  same  assimiptions  may  be  made  as  in  the  case  of  the  circular  plate,  namely : 
(1)  T?uU  aU  straight  lines  j  perpendicular  to  the  surface  of  the  plate  before  flexure, 
remain  straight  and  normal  to  the  middle,  or  neutral,  layer  of  the  plate  after  bend^ 
tng  takes  place,  and  (2)  that  stress  intensities  are  proportional  to  strains  through" 
out  the  plate. 


If  we  consider  a  strip  through  the  center  of  the  plate,  one  unit  in  width  and 
parallel  to  the  axis  OY,  it  is  evident  that,  if  the  dimension  a  is  increased 
indefinitely,  the  strains  and  stresses  in  the  strip  will  approach  the  values  of 
the  stresses  and  strains  in  a  rectangular  beam,  fixed  at  the  ends,  of  the  same 
cross  section  as  the  strip  and  subjected  to  the  same  uniform  load.  Hence,  at 
the  limit  when  a  «  oo ,  the  bending  moment  at  any  cross  section  of  the  strip, 
at  a  distance  y  from  the  center  (Fig.  270&),  will  be  equal  to 


and  the  deflection  at  the  cross  section, 

M 


.Af„-^  =  ^-^: 


6 


(1) 


// 


EI 


dxdx  —  ^ 


2^  (ft*  -  !^)' -  -  2?^  (»»  -  »•)•. 


(2) 


Similarly,  if  we  consider  a  strip  one  unit  wide  along  OX,  and  b  is  increased 
indefinitely;  at  the  limit,  when  &  »  oo ,  the  value  of  the  bending  moment  at  a 
section,  at  any  distance  x  from  the  centen  (Fig.  270c),  will  be  equal  to 

Px« 


and  the  deflection  at  the  cross  section 

P_ 

^"      2Et^ 


(3) 


(a«  -  x»)«. 


(4) 
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It  WHS  assumed  by  Grashof  that  the  following  equation,  which  would 
satisfy  each  of  the  limiting  cases  mentioned,  could  be  taken  as  the  equation 
of  the  surface  formed  by  the  neutral  layer  after  bending;  namely, 

2Et*  a^  +  b*  ^^ 

Then;  if  we  let  r^  «*  the  radius  of  curvature  of  a  section  of  the  neutral  layer, 
parallel  to  OX,  through  any  point  in  the  layer,  whose  oodrdinates  are  (x,  y,  z), 
and  fy  » the  radius  of  curvature  of  the  section  parallel  to  OF,  through  the 
stone  point,  we  shall  have,  making  the  same  approximation  as  in  the  common 
beam  theory, 

and  hence,  on  the  basis  of  the  assumptions  stated  above,  the  strains  in  any 
layer  of  the  plate,  at  a  distance  v  from  the  neutral  layer,  in  directions  parallel 
to  OX  and  OF,  will  be  respectively  equal  to 

^' fx ^d^ ^^ 

tensile  strains  and  stresses  being  plus  and  v  being  plus  when  measured  upwards. 
Obtaining  the  values  of  the  derivatives  from  (5)  and  substituting  in  (6) 
and  (7), 

2Pt;(a«-3x«)(y-7/)« 

^'  '  WW+b^)  ^^ 

and 

2 Pv  (y-3y«)(a«  -  x»)» 
Et^  (a*  +  ¥) 


e^  =  -  ^'''''^^~rJ:Z.         ' (9) 


It  will  be  evident  from  an  inspection  of  (8)  and  (9),  that  the  maximum 
strains  will  be  located  at  the  surface  of  the  plate,  at  the  ends  of  the  axes  OX 
and  OK,  and  for  these  points, 

2Pa» 
max.^6y=±-^^^i-^j (11) 


max.  Ecx  —  ± 


(^) (i«> 


A.t  the  center  of  the  plate,  when  v  =  dz-^y 


^e.-^^{^) (13) 

It  will  be  evident  that  when  a  >  b  the  greatest  value  of  the  product  of  E 
and  a  strain  for  the  entire  plate  will  be  that  given  by  (11). 
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By  use  of  equations  (5)  and  (6)  (Art.  46)  we  may  obtain,  for  the  sections 
at  the  ends  of  the  axis  OX,  when  v  =  zL^t 

and,  similarly  for  the  sections  at  the  ends  of  the  axis  OY, 

It  will  be  evident  from  an  inspection  of  equations  (14)  and  (15)  that,  when 
a  >  b,  the  greatest  stress  intensity  will  be  given  by  (15),  where,  if  m  =  3, 

9P6«  /     a*     \ 

The  quantity     ^      (equation  11)  is  evidently  equivalent  to  -y-,  where 

P4&> 
Af  1  »      ^    s  the  greatest  bending  moment  in  a  strip  one  imit  wide  along 

OY  (Fig.  270a),  considered  as  a  beam  under  a  imiform  load  of  intensity  P, 

/      <■ 

and  -  =  7  B  the  section  modulus  of  the  cross  section  of  the  strip.    Similarly, 
c      o 

X-.     2  Pa«  .  .     ,     *  *     MiC      ,        -^       P  4o»      „ 

the  quantity     ^      is  eqmvalent  to  — j- ,  where  Af «  =  "To"  •     Hence  equa- 
tions (10)  an4  (11)  may  be  interpreted  as  follows,  assuming  a  >  b: 

To  determine  ike  ffreatest  values  of  the  products  of  E  and  the  principal  strains 
in  a  rectangular  ptatej  fixed  at  the  edges  and  subjected  to  a  uniform  load;  cal- 
culate the  maximum  fiber  stresses  in  the  two  stripsj  one  unit  wide^  along  the 
central  axes  of  the  plaie,  considered  as  uniformly  loaded  beams  fixed  at  ends; 

the  load  on  the  shorter  strip  being  equal  to  I  ^^  IP  and  thai  on  the  longer  strip 

equal  to  (  TXTJ  )^»  where  P  =  the  load  intensity  on  the  plate. 

Since  the  strains  along  the  edges  of  the  plate  at  the  ends  of  the  axes  OX  and 
OY  are  equal  to  zero  the  stress  intensities  pz  and  py,  from  (14)  and  (15),  are 
greater  than  the  values  of  Ee^  and  Ecyy  from  (10)  and  (11),  instead  of  being 
equal  to  them,  as  would  be  the  case  if  the  strips  were  separate  beams. 

The  greatest  deflection  in  the  plate  will  evidently  occur  at  the  center  and, 
by  putting  a:  =  0  and  y  =  0  in  (5),  we  obtain  for  its  value 

Pa^¥ 
^  2Et^a*  +  ¥) ^^^^ 

It  will  be  evident,  from  an  Inspection  of  (2)  and  (4),  that  the  division  of  the 
load  intensity,  required  to  produce  the  same  maximum  deflection  in  two  strips 
of  unit  width,  along  the  central  axes  of  plate,  when  acting  as  independent 
beams,  is  the  same  as  that  called  for  in  the  foregoing  rule  for  calculating  the 
maximum  strains,  by  considering  the  strips  along  the  central  axes  as  uni- 
formly loaded  beams. 
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The  diagram  (Fig.  271)  represents  the  variation  in  the  value  of  the  quantity 

.   .  ,.  with  the  variation  in  -r ;  and  it  is  evident  that  when  ?  >  3  the  value 
a'  -\-  0*  0  0 

^  1  (nearly) ;  that  is,  the  maxiTnum  stresses  and  strains  are  prac- 


tically  the  same  as  if  the  plate  were  of  indefinite  length. 
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ad 
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■ — ^^ ^^_^^ . 

^"^^^^^    ^^^^-^"^    ^^^^^-^—   i^^— iA^^_   ^b^^^bbbM    w^^^^^^^   m 
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Values  of -g- 

Fio.  271. 


Expression!)  for  the  shearing  stress  intensities  through  the  plate  might  be 
obtained  by  use  of  the  general  equations  of  equilibrium  (Art.  49);  but  the 
magnitudes  would  be  so  small  that  the  results  would  be  of  no  considerable 
importance. 

(b)  Square  Plate  Fixed  at  the  Edges.  —  For  a  square  plate,  putting  6  =  a 
in  (10),  (11),  (14)  and  (15),  we  have 

Pd^ 
max.  Eex  =  max.  Eey  =  ±  -^ (18) 

and,  when  m  =  3, 

max.  p,  =  max.  p„  =  db  —^ (19) 

Putting  &  »  a  in  (17),  we  have  for  the  maximum  deflection  of  the  plate 

^"'-OT' (20) 

The  numerical  coefficients  in  (18)  and  (19)  are  somewhat  higher  than  the 
coefficients  in  the  empirical  formulas,  proposed  by  Bach  and  others,  for  cal- 
culating the  strains  and  stress  intensities  in  square  plates. 

The  results  of  a  series  of  measiurements  of  the  deflection  of  a  square  steel 
plate  made  under  the  supervision  of  one  of  the  authors  showed  that  the  values 
given  by  (20)  averaged  15  to  20  per  cent  higher  than  the  measured  deflections, 
which  would  also  indicate  that  the  values  given  (18)  and  (19)  are  too  high  and 
hence,  if  we  write  these  equations  in  the  forms 

max.  ^e,  =  =fc  -^ , (21) 
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and 

max.  p,  =  d:  -^  , (22) 

they  will  probably  represent  more  nearly  the  true  values  of  the  greatest  strain 
and  stress  intensity  in  the  plate. 

Grashof ,  by  a  solution  of  the  differential  equation  of  the  neutral  surface  of 
the  square  plate  found  the  coefficient  in  (21)  to  be  |  when  m  »  3. 

It  would  follow,  perhaps,  that  if  the  numerical  coefficients  in  (10)  and  (16) 
were  modified,  in  accordance  with  these  facts,  to  V  ("i^  2,  respectively,  the 
equations  would  represent  more  nearly  the  true  values  of  the  TnATiTnuTw  strain 
and  stress  intensities  in  the  rectangular  plate. 

(c)  Square  Plate  Freely  Supported  at  the  Edges,  —  A  theoretical  treatment 
will  not  lead  to  a  satisfactory  solution  in  this  or  the  following  cases.  We  will, 
therefore,  write  for  these  cases  empirical  formulas,  simply,  omitting  signs 
and  stating  in  each  case  the  reasons  for  the  proposed  form  of  the  equation. 

If  we  compare  equations  (21)  and  (22)  with  equations  (22)  and  (23)  (Art. 
197)  we  find  that  the  maximum  values  of  the  strains  and  stress  intensities 
given  by  the  formulas  for  the  square  plate,  fixed  at  the  edges  and  uniformly 
loaded,  are  one-third  higher  than  the  values  given  by  the  formulas  for  a  circular 
plate,  having  a  diameter  equal  to  the  side  of  the  square,  and  loaded  and 
supported  in  the  same  manner. 

Hence,  if  we  assume  a  similar  relation  to  exist  in  the  case  of  the  square  and 
circular  plates  freely  supported  at  the  edges  we  may,  by  increasing  the  numeri- 
cal coefficient  in  (40)  (Art.  197)  by  one-third,  estimate  the  value  of  the  product 
of  E  and  the  greatest  strain  to  be 

max.  ^Cx  =  max.  ^Cy  = -^^,        (23) 

the  strain  evidently  being  located  at  the  ce  iter  of  the  plate. 

By  substituting  in  (5)  (Art.  46)  we  shaU  have,  for  the  greatest  stress  in- 
tensity, if  m  B  3, 

max.  px  =  max.  py  —  -^ (24) 

(d)  Rectangular  Plate  Freely  Supported  at  the  Edges.  —  Since  the  load 
intensities  on  two  uniformly  loaded  beams,  of  the  same  cross  section  and 
having  the  same  maximum  deflection,  are  inversely  proportional  to  the  fourth 
powers  of  the  lengths,  we  may  assume,  from  the  analogy  with  Case  (a),  that 
the  ratio  of  the  maximum  strains  in  the  two  unit  strips,  taken  along  the 
central  axes  OX  and  OY  (Fig.  270),  is  the  same  as  in  that  case. 

Hence,  using  the  same  notation  as  before,  we  shall  have  for  the  maximimi 
values  of  the  products  of  E  and  the  strains  ex  and  ey,  located  at  the  center  of 
the  plate, 

""(i^) (») 


max.  Eex  = 


9(» 

"^•^^--9li-(5Mr6^j (26) 

both  (25)  and  (26)  reducing  to  the  form  of  (23)  when  b  »  a. 
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When  a>  b  the  greatest  value  of  the  product  of  E  and  a  principal  strain 
for  the  entire  plate  will  evidently  be  given  by  (26). 

By  substituting  in  (6)  (Art.  46)  we  obtain  for  the  value  of  the  greatest 
stress  intensity  in  the  plate,  when  m  »  3, 

5  Po»6«  (3  o* -f  6*)  ,«^ 

201.  Square  and  Rectangular  Flat  Plates  Centrally  Loaded. 

—  In  each  of  the  following  cases  we  will  assume  a  load  IF  to  be 
uniformly  distributed  over  a  small  circular  area  of  radius  r©  at 
the  center  of  the  plate.  We  will  use  the  same  notation  for  the 
dimensions  of  the  plate  as  in  Art.  (200).  Four  cases  will  be  con- 
sidered, empirical  formulas,  simply,  being  written  for  each  case. 

(a)  Square  Plate  Fixed  at  the  Edges.  —  K  we  assume  the  nmTimnm  strain 
in  the  square  plate  to  be  one-third  higher  than  in  the  circular  plate,  having  a 
diameter  equal  to  the  side  of  the  square  and  similarly  loaded,  as  in  Case  (c) 
(Art.  200),  we  shall  have,  from  (24)  (Art.  198),  for  the  product  of  E  and  the 
greatest  strain,  located  at  the  center  of  the  plate, 

If  we  assume  -^  »  0.1,  equation  (1)  reduces  to 

max.  Eex  =  max.  Ee^  «  -r^  (nearly) ;      ....      (2) 

and,  from  (5)  (Art.  46),  if  m  =  3, 

2W 
max.  px  =  max.  py  =  — =-  (nearly) (3) 

(b)  Square  Plate  Freely  Supported  at  the  Edges.  —  Making  an  assumption 
similar  to  that  in  Case  (a)  we  shaU  have,  from  (42)  (Art.  198), 

m«.^e,=  [i541og^  +  i(^')'-3] (4) 

If  we  assume  —  «  0.1  equation  (4)  reduces  to 

7W 
max,  Eex  "^  max,  Ecy  ^ -^  (neejrly); (6) 

and  from  (6)  (Art.  46),  if  m  =  3, 

21  W 
max.  Px  —  max.  py  =  -^^  (nearly) (6) 

(c)  Rectangular  Plate  Fixed  at  the  Edges,  —  Since  the  greatest  bending 
moments  in  two  centrally  loaded  beams  of  the  same  cross  section  and  having 
the  same  maximum  deflection  are  inversely  proportional  to  the  squares  of  the 
lengths,  if  we  assume  the  maximum  moments  of  resistance  of  tJie  two  unit 
strips  along  the  central  axes  of  the  plate  to  be  proportional  to  the  nrMt^rimnm 


y 


max.  Eez  =    »  ^ 

jp        21 W 
max.  -CfCti  =  -Tr-^- 
^^       8  ^ 
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values  of  ^«s  and  Eep,  we  may  estimate  that,  when  |^  =  0.1,  the  mRTimnm 
values  of  the  products  of  E  and  the  strains  e«  and  ey  will  be  equal  to 

K^T^y  (^> 

located  at  the  center  of  the  plate. 

When  a  >  b  the  value  of  the  product  of  E  and  the  greatest  strain  for  the 
entire  plate  will  evidently  be  that  given  by  (8);  and  both  (7)  and  (8)  will  evi- 
dently reduce  to  the  form  of  (2)  when  6=0. 

By  substituting  in  (6)  (Art.  46)  we  would  have  for  the  greatest  stress 
intensity  in  the  plate,  when  m  =  3, 

IF  (3  a»  +  6») 

which  reduces  to  the  form  of  (3)  when  6=0. 

(d)  Rectangtdar  Plate  Freely  Supported  at  the  Edges.  —  By  reasoning 
similar  to  that  in  the  preceding  case  we  have  for  the  maximum  values  of  the 

products  of  E  and  the  strains  ex  and  Cy^  assuming  -^  =  0.1, 


7W 
max.  Eez  =  -prir 

7W 


max.  Eey  = 


2(»  v^Tfev ^^^^ 

located  at  the  center  of  plate;  the  maximum  value  for  the  entire  plate,  when 
a  >  by  being  that  given  by  (11);  both  (10)  and  (11)  reducing  to  the  form  of 
(5)  when  6  =  a. 

The  greatest  stress  intensity  in  the  plate,  obtained  from  (6)  (Art.  46), 
would  then  be  equal  to,  assuming  m  =»  3, 

21W  /3a'-hy\  ,,oA 

max.p„  =  -^g^  Va^  +  fe^/' ^    ' 

which  reduces  to  the  form  of  (6)  when  b  —  a. 

202.  Problems.  —  Cylinders  and  Plates. 

Problem  1. 

Determine  the  allowable  internal  pressure  intensity  in  an  elliptical  cylinder 
i"  thick,  having  maximum  and  minimum  inside  diameters  8"  and  5",  assum- 
ing a  working  stress  intensity  of  12,000  lbs.  per  sq.  in. 

Problem  2. 

Determine  the  required  thickness  of  a  square  tube,  2"  X  2"  inside  measure- 
ment, to  withstand  an  internal  pressure  of  40  lbs:  per  sq.  in.,  assuming  /  » 
12,000  lbs.  p^  sq.  in. 
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Problem  8. 

A  circular  cylinder,  10"  inside  diameter  with  a  wall  3"  thick,  is  subjected 
to  an  internal  pressure  of  5000  lbs.  per  sq.  in. 

(a)  Calculate  the  maximum  stress  intensity  in  the  wall; 

(b)  Calculate  the  maximum  value  of  the  product  Set,  assuming  m  =  4; 

(c)  Determine  the  increase  in  the  inside  diameter  due  to  the  pressure, 
assuming  E  =  30,000,000  lbs.  per  sq.  in. 

Problem  4. 

Plot  the  diagrams  for  the  cylinder  in  Problem  (3),  showing  the  variation  of 
the  following  quantities  along  any  radial  section,  aawiming  E  =  30,000,000 
lbs.  per  sq.  in.  and  m  =  4: 

(a)  Tangential  stress  intensity; 

(b)  Radial  stress  intensity; 

(c)  Values  of  Eet; 

(d)  Values  of  Eerl 

(e)  Increase  in  radius. 

Problem  6. 

Solve  Problem  (3),  <iJ»aiiTning  the  cylinder  to  be  subjected  to  an  external 
pressure  only  of  8000  lbs.  per  sq.  in. 

Problem  6. 

Solve  Problem  (4),  assuming  the  cylinder  to  be  subjected  to  an  external 
pressure  only  of  8000  lbs.  per  sq.  in. 

Problem  7. 

Determine  the  thickness  of  a  cast-iron  cylinder,  12"  inside  diameter,  re- 
quired to  withstand  an  internal  pressure  of  1200  lbs.  per  sq.  in.: 

(a)  Assuming  the  working  stress  intensity  =  4000' lbs.  per  sq.  in.; 

(b)  Assimiing  the  value  of  the  product  Eet  =  4000  lbs.  per  sq.  in. 
Calculate  the  increase  in  the  inside  diameter  of  the  cylinder,  flj^Rnming 

E  =  14,000,000  lbs.  per  sq.  in. 

Problem  8. 

Solve  Problem  (7),  substituting  a  cast-iron  spherical  shell,  12"  inside  diam- 
eter, for  the  cylinder. 

Problem  9. 

A  circular  flat  plate,  24"  diameter  and  1"  thick,  fixed  at  the  circumference, 
is  subjected  to  a  uniform  pressure  of  120  lbs.  per  sq.  in.    Assuming  m  =  3; 

(a)  Determine  the  maximum  stress  intensity  in  the  plate; 

(b)  Determine  the  maximum  value  of  the  product  Eer', 

(c)  Determine  the  greatest  deflection  of  the  plate,  assuming  E  s  30,000,000 
lbs.  per  sq.  in. 

Problem  10. 

Solve  Problem  (9),  assuming  the  plate  to  be  freely  supported  at  the  cir- 
cumference. 
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Problem  11. 

Plot  diagrams  repreBenting  the  variation  of  the  following  quantities  along 
any  radial  section  of  the  plate  in  Problem  (9),  assuming  m  »  3: 

(a)  Radial  stress  intensity  pr; 

(b)  Tangential  stress  intensity  pt] 

(c)  Values  of  Eer] 

(d)  Values  of  ^e^ 

Determine  the  radius  of  the  line  of  inflexion  in  the  neutral  layer  of  the  phite. 

Problem  12. 

Calculate  the  maximum  values  of  pr  and  Ecr  for  a  plate,  20"  diameter  and 
1"  thick,  supported  at  the  center  only  on  a  post  2"  diameter,  and  subjected  to 
a  imiform  load  of  150  lbs.  per  sq.  in.  Calculate  the  greatest  deflection  of  the 
plate.    Assume  E  =  30,000,000  lbs.  per  sq.  in.,  m  =  3. 

Problem  18. 

A  circular  flat  plate,  30"  diameter  and  }"  thick,  fixed  at  the  circmnference 
and  supported  by  a  stay  at  the  center,  is  subjected  to  a  uniform  pressure  of 
intensity  P.  Determine  the  central  supporting  force  in  terms  of  P,  assuming 
the  support  to  be  on  the  same  level  as  the  circumference  and  the  supporting 
force  to  be  distributed  over  a  circle  2"  diameter.  Calculate  the  allowable 
value  of  P,  a.s8uming  m  »  3: 

(a)  Assuming  pr  —  16,000  lbs.  per  sq.  in.; 

(b)  Assuming  Eet  —  16,000  lbs.  per  sq.  in. 

Problem  14. 

Find  the  allowable  pressure  intensity  on  a  rectangular  plate  20"  X  12''  and 
}"  thick,  assuming  the  working  stress  intensity  »  16,000  lbs.  per  sq.  in.: 

(a)  When  the  plate  is  fixed  at  the  edges; 

(b)  When  the  plate  is  freely  supported  at  the  edges. 

Find  the  allowable  pressure  on  the  assumption  that  the  product  of  E  and 
the  greatest  strain  —  16,000  lbs.  per  sq.  in.: 

(a)  .When  the  plate  is  fixed  at  the  edges; 

(b)  When  the  plate  is  freely  supported  at  the  edges. 

Problem  16. 

Find  the  allowable  center  load  W  on  the  plate  in  Problem  (14),  under  each 
of  the  conditions  stated,  on  the  assumption  that  the  load  is  distributed  over 
a  circle  having  a  diameter  equal  to  about  0.1  of  the  short  dimension  of  the 
plate. 


CHAPTER  XIV. 
REINFORCED  CONCRETE  BEAMS  AND  COLITMNS. 

203.  Conditions  and  Assumptions.  —  It  is  our  purpose  in  this 
chapter  to  give  the  derivation  of  the  formulas  commonly  used  in 
making  calculations  of  the  stresses  due  to  bending,  shear  and  com- 
pression in  beams  and  columns,  or  struts,  made  up  of  concrete  and 
steel  reinforcement. 

In  the  development  of  the  theory  it  will  be  necessary  to  assume 
the  existence  of  certain  ideal  conditions  which,  at  best,  are  only 
approximately  met  in  practice.  The  formulas  which  are  deduced, 
however,  will  be  in  proper  form  for  use,  provided  the  required  con- 
stants are  obtained  from  the  results  of  experiments  on  the  strength 
of  members  subjected  to  loading  under  conditions  similar  to  those 
actually  existing  in  concrete  structures. 

In  all  the  cases  considered  the  following  conditions  will  be 
imposed : 

(a)  Every  member  will  be  considered  to  be  made  up  of  layers, 
or  fibers,  parallel  to  its  central  axis,  and  each  of  the  component 
materials  will  be  considered  to  be  homogeneous. 

(b)  The  theory  will  be  subject  to  the  Umitations  (c),  (d)  and  (e) 
(Art.  63)  of  the  ordinary  theory  of  beams. 

In  addition  to  the  foregoing  conditions  it  will  be  necessary  in 
every  case  to  make  the  following  assumptions,  the  first  two  of 
which  are  similar  to  the  assumptions  of  the  beam  theory  (Art.  66). 

(1)  That  a  plane  cross  section,  perpendicular  to  the  central  axis 
of  a  member  before  loading,  remains  plane  and  normal  to  the  central 
axis  after  loading. 

(2)  That  each  material  follows  Hooke's  law,  within  the  limits  of 
stress  due  to  the  working  load,  the  ratio  of  stress  intensity  to  strain 
in  the  concrete  bearing  a  fixed  relation  to  the  ratio  of  stress  in- 
tensity to  strain  in  the  steel,  in  both  tension  and  compression. 

(3)  It  follows  from  the  first  assumption  that  at  any  surface  of 
contact  the  concrete  and  the  steel  must  elongate,  or  contract,  the 
same  amount  in  any  given  length;  that  is,  there  must  be  a  perfect 
bond,  or  no  sUpping,  between  the  two  materials. 
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(4)  The  resistance  of  concrete»to  tension  will  be  assumed  to  be 
negligible. 

The  last  assumption  is  probably  in  close  agreement  with  actual 
conditions  in  many  cases,  the  concrete  on  the  tension  side  of  a 
member  subjected  to  bending  failing,  on  account  of  its  low  tensile 
strength,  before  the  safe  working  load  is  reached,  even  when  evi- 
dence of  the  failure  is  not  visible  to  the  eye.  Under  certain  con- 
ditions this  failure  in  tension  may  not  take  place  and  the  resistance 
of  the  concrete  to  tension  will  have  an  appreciable  eflfect  on  the 
moment  of  resistance  at  any  given  section.*  In  such  cases,  how- 
ever, the  error  due  to  assuming  the  tension  equal  to  zero  will 
not  be  very  great;  and  formulas  based  on  this  assumption  will  be 
adaptable  to  all  cases. 

In  the  development  of  the  theory,  in  each  of  the  following  cases, 
-the  foregoing  conditions  and  assumptions  will  be  rigidly  adhered 
to,  although  leading  in  some  cases  to  refinements  which  the  con- 
ditions of  practice  may  not  justify.  It  is  the  part  of  the  Engineer 
to  modify  the  theoretical  equations  into  such  forms  as  may 
simplify  the  necessary  computations  and  still  give  results  suflBi- 
ciently  accurate  for  use  under  actual  working  conditions. 

For  the  sake  of  simplicity  all  beams  will  be  considered  as  hori- 
zontal and  the  formulas  for  columns  and  struts  will  be  derived  by 
considering  the  central  axes  vertical. 

204.  Rectangular  Beam  Reinforced  for  Tension  Only.  —  A 
section  of  such  a  beam  is  represented  by  the  sketch  (Fig.  272),  one 
or  more  reinforcing  bars  being  embedded  in  the  concrete  near  the 
under  side  of  the  beam  to  resist  tension,  the  compression  in  the- 
upper  portion  of  the  beam  being  resisted  entirely  by  the  concrete. 
In  accordance  with  the  assumptions  (Art.  203)  the  stress  in  the  con  • 
Crete  at  any  cross  section  will  be  uniformly  varying  compression 
above  the  neutral  axis  NN  and  of  zero  intensity  at  all  points  below 
the  neutral  axis. 

The  steel  reinforcing  bars  would  be  placed  in  a  single  horizontal 
plane,  when  possible;  but,  if  necessary,  would  be  arranged  in  two, 
or  more,  horizontal  layers.  Since  the  total  area  of  the  cross  sec- 
tion of  the  steel  bars  is  small  in  extent,  compared  with  the  area  of 
the  entire  cross  section,  the  stress  in  the  steel  may  be  considered 
to  be  uniform,  without  any  considerable  error. 

*  See  Experimental  Researches  on  Reinforced  Concrete;  by  A.  Consid^. 
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Fig.  272. 
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The  following  notation  has  been  generally  adopted: 

b  =  the  breadth  of  the  beam, 
h  =  the  total  depth  of  the  beam, 

d  =  the  depth  to  the  center  of  gravity  of  the  total  cross  section 
of  the  steel  reinforcing  bars,  called  the  effective  depth  of 
the  beamy 
A  =  the  total  area  of  the  cross  section  of  the  steel  reinforce- 
ment, 
fe  —  the  maximum  intensity  of  stress  in  the  concrete, 
/,  =  the  intensity  of  stress  in  the  steel, 
C  =  the  resultant  compressive  stress  in  the  concrete, 
T  =  the  resultant  tensile  stress  in  the  steel  reinforcement, 
M  —  -the  moment  of  resistance  of  the  stress  on  a  cross  section, 
equal  and  opposite  to  the  bending  moment  due  to  the 
external  forces, 
k  =  the  ratio  of  the  depth  of  the  neutral  axis  to  the  effective 

depth  dj 
z  ~  the  distance  from  the  top  of  the  beam  to  the  resultant 

compressive  stress  C, 
3  =  the  ratio  of  the  moment  arm  of  the  resisting  couple  to  the 

effective  depth  d, 
p  =  the  ratio  of  the  steel  area  A  to  the  effective  area  of  the 

concrete  bd, 
Ce  =  the  maximum  longitudinal  straiu'in  the  concrete, 
6«  =  the  longitudinal  strain  in  the  steel, 
Ee  =■  the  ratio  of  stress  intensity  to  strain,  or  the  modulus  of 

elasticity,  for  the  concrete, 
Et  =  the  modulus  of  elasticity  of  the  steel, 
n  =  the  ratio  of  the  value  of  E^  to  the  value  of  Ec. 
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It  will  follow  from  assumption  (1)  (Art.  203)  that  the  longitudi- 
nal strain  in  the  layers  of  the  beam  will  be  uniformly  yar3dng  (see 
equation  1,  Art.  95)  from  zero  at  the  neutral  layer  to  the  values  e^ 
at  the  upper  layer,  and  e«,  at  the  layer  through  the  center  of  the 

steel,  and  therefore 

€t_d  —  kdl  —  k  .-. 

From  assumption  (2)  (Art.  203)  we  have 

ec~E.     f,  -nf.' ^'^' 

and,  combining  (1)  and  (2), 

^»m■■• «) 

Since  the  loads  on  the  beam  are  vertical,  it  is  evident  that  C  ^T\ 
and  hence 

from  which  we  obtain    . 

/.  _  bkd  .  . 

1-2A- '^^ 

But,  from  the  foregoing  definitions,  ri[  =  p  and,  substituting  this 

value  in  (5)  and  equating  to  (3),  we  have 

ifc  1-fc. 

2^==^-F"' 

and  solving  for  fc,  

fe  =  V2pn  +  {jpnY  -  pn, (6) 

^hich  gives  the  ratio  k  in  terms  of  the  steel  ratio  p  and  the  ratio  of 
the  moduli  of  elasticity  of  the  steel  and  the  concrete  n;  showing 
that  the  position  of  the  neutral  axis  depends  solely  on  the  propor- 
tion of  the  steel  reinforcement  and  the  ratio  of  the  two  moduli 
of  elasticity. 

It  is  evident  that 

kd 

^=3 
and  that 

jd^d^z, (7) 

hence 
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The  moment  of  resistance  of  the  stress  on  the  cross  section  will 

evidently  be  equal  to 

M  =  Tjd  =  Cjd; (9) 

and,  substituting  the  values  of  T  and  C,  we  have 

M=f^jd=^-^jd, (10) 

from  which  we  may  obtain  the  stress  intensities  in  terms  of  the 
bending  moment  at  the  section, 

^' ^  Ajd  ^  pjbcP' ^^^^ 

f-m "'> 

From  (3)  we  also  have 

the  magnitude  of  the  quantity  -  being  represented  in  the  sketch 

(Fig.  272). 
From  (11)  and  (12)  we  obtain 

OCP  =  7—.  =  -^rj-.y (14) 

from  which  the  size  of  the  beam,  required  to  resist  a  bending 
moment  M,  may  be  obtained  when  the  constants  in  the  equation 
are  known. 

The  beam  of  minimum  weight,  required  to  resist  a  given  bending 
moment,  will  evidently  be  that  in  which  both  the  stress  intensity 
in  the  steel  and  the  maximum  stress  intensity  in  the  concrete  have 
the  greatest  allowable  values.  This  condition  will  not  exist  imless 
the  amount  of  the  steel  reinforcement  bears  a  certain  definite 
proportion  to  the  amount  of  concrete.  In  order  to  determine  the 
proportion  of  steel  required  we  have,  from  (3), 


and  from  (6), 


k         ^nfc' 


Eliminating  k  between  these  two  equations  and  reducing, 

P=  -TT^—rr', (15) 

2- 


fc  \        nfj 
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which  is  the  value  of  p,  in  terms  of  the  allowable  working  stress  in- 
tensities and  the  ratio  n,  for  the  beam  of  minimum  weight,  required 
to  resist  any  given  bending  moment. 

The  design  of  a  beam  under  this  condition,  therefore,  conoiscs 
in  calculating  the  value  of  b(P  for  the  required  bending  moment, 
by  substituting  the  values  of  the  constants  in  (14),  and  then 
selecting  values  for  6  and  d  which  will  satisfy  the  equation,  the 
total  cross  section  of  the  steel  reinforcement  required  being  equal 
to  A  =  pbdj  the  value  of  p  being  obtained  from  (15). 

206.  Shearing  and  Bond  Stresses.  —  If  the  bending  in  the 
rectangular  concrete  beam  is  due  to  vertical  loading,  longitudinal 
shearing  stresses  will  be  developed,  in  the  same  manner  as  in  the 
homogeneous  beam  (Art.  88).  The  longitudinal  shearing  stresses 
along  the  layers  in  contact  with  the  reinforcing  bars  will  tend  to 
break  the  bond,  or  cause  sUpping,  between  the  steel  and  the  con- 
crete. The  bond  stress  intensity  must  therefore  be  considerably 
below  the  stress  intensity  at  which  the  adhesion  between  the  con- 
crete and  the  steel  rods  will  be  overcome.  It  is  customary  to 
assume  that  the  intensity  of  the  bond  stress  is  the  same  at  all  points 
in  the  perimeters  of  the  reinforcing  bars,  which  Ue  in  the  plane 
of  any  given  cross  section,  but  that  the  intensity  varies  in  the 
longitudinal  direction,  in  the  same  manner  as  the  shearing  stress. 

At  any  point  in  the  beam  the  intensity  of  the  shearing  stress  on 
a  vertical  section  will  evidently  be  equal  to  that  on  a  longitudinal 
section  (Art.  24).  The  shearing  stress  intensity  at  any  point  on 
any  longitudinal  section  may  be  found  by  the  following  method, 
similar  to  that  employed  in  the  conmion  beam  theory  (Art.  88). 

We  will  use  the  same  notation  as  before  and,  in  addition,  let 

V  =  the  shearing  force  at  any  cross  section  of  the  beam. 

V  =  the  shearing  stress  intensity  on  a  vertical,  or  longitudinal, 

section  at  any  point  below  the  neutral  layer, 
u  =  the  bond  stress  per  unit  of  area  of  the  siniace  of  a  rein- 
forcing bar, 
0  =  the  perimeter  of  a  single  reinforcing  bar, 
2Jo  =  the  sum  of  the  perimeters  of  all  the  reinforcing  bars. 

Then  from  equation  (1)  (Art.  88)  we  have,  for  the  total  shearing 
stress  on  the  portion  of  a  longitudinal  section  between  two  cross 
sections  at  the  distance  x  apart, 

«te  =  /2»  -  fli, (1) 
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where  Ri  and  J2i  represent  the  resultant  normal  stresses  on  the 
portions  of  the  two  cross  sections,  between  the  longitudinal  layei 
and  the  top  of  the  beam,  and  8  represents  the  average  longitudinal 
shearing  stress  intensity  between  the  two  cross  sections.  Under 
assumption  (4)  (Art.  203)  it  is  evident  that  for  all  layers  below  the 
neutral  layer, 

Ri  —  Ri  =^  Ci  —  Ci  —  s,  constant, 

where  Ct  and  Ci  represent  the  values  of  the  total  compression  in 
the  concrete  at  the  two  cross  sections.  Hence,  by  taking  x  suffi- 
ciently small,  we  may  put  v  =  s  and  write  (1)  in  the  form 

^^"■^' (2) 


V  = 


bx 


But  from  (9)  (Art.  204)  we  have 

Mi- Ml 


C2  —  Ci  = 


jd 


(3) 


where  M2  and  Af  1  represent  the  bending  moments  at  the  two  cross 
sections.     Hence, 

(4) 


V  = 


xbjd  bjd '  •     • 

since,  by  taking  x  sufficiently  small,  we  may  write 

Mi  -  Ml 


x 


=  V  (Art.  73). 


The  longitudinal  shearing  stress  intensity,  on  sections  above  the 
neutral  layer,  will  evidently  vary  in  the  same  manner  as  in  a  homo- 
geneous beam  of  rectangular  section  (Art.  90).    Hence  the  dia- 


£j 


!z. 


1 


N 


fr-H 


N 


Fia.  273. 


gram,  representing  the  variation  in  either  the  longitudinal  or  the 
vertical  shearing  stress  intensities  at  any  cross  section,  will  be  in 
the  form  shown  (Fig.  273),  the  portion  above  the  neutral  layer 
being  a  parabola  and  the  portion  below,  a  vertical  line. 

To  obtain  the  intensity  of  the  bond  stress  between  the  concrete 
and  the  steel,  observe  that  the  average  longitudinal  shearing  stress 
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per  unit  of  length  of  the  surface  of  contact  with  the  steel  will  be 
equal  to  vb,  the  total  surface  of  contact  per  unit  of  length  of  steel 
being  equal  to  2)o.  Hence  the  average  bond  stress  intensity  will 
be  equal  to 

It  is  evident  that  the  allowable  value  of  u  will  depend  on  the 
nature  of  the  surface  of  the  reinforcing  bars,  whether  rough  or 
smooth;  and  it  is  important  that  the  maximum  value  of  u  in  any 
beam  shall  not  exceed  the  allowable  value  for  the  type  of  rein- 
forcing bar  used. 

It  is  also  evident  that  sufficient  space  must  be  left  between  the 
bars  if  the  full  strength  of  the  bond  between  the  steel  and  the  con- 
crete is  to  be  obtained.  The  distance  between  the  centers  of 
adjacent  bars  should  be  at  least  2)  to  3  times  their  diameters  and 
the  distance  between  the  center  of  a  bar  and  the  side  of  a  beam  at 
least  2  diameters. 

206.  Floor  Slabs.  —  Slab  supported  on  two  sides.  The  stresses 
in  a  reinforced  concrete  floor  slab,  supported  on  two  sides  only, 
may  be  determined  by  considering  the  slab  as  divided  into  trans- 
verse strips,  one  unit  wide,  and  treating  each  strip  as  a  rectangular 
beam.  Slabs  are  usually  made  continuous  over  the  supports;  that 
is,  the  reinforcing  bars  are  arranged  so  as  to  resist  negative  bend- 
ing, or  tension  at  the  top  of  the  slab,  at  every  support. 

When  the  continuity  exists  for  several  spans  it  is  evident  that 
each  intermediate  span  approaches  the  condition  of  a  beam  fixed 
at  the  ends;  and,  for  uniform  loading,  the  greatest  bending  moment 
may  be  determined  with  sufficient  accuracy  by  use  of  the  formula 

M2  =  ^(Art.  101), (1) 

where  M^  =  the  bending  moment  at  the  end  of  the  span  and  I  = 
the  distance  from  center  to  center  of  the  supports  (Fig.  274).  If 
the  clear  span  {i  is  considerably  less  than  the  distance  between 
centers  a  somewhat  less  value  may  be  used  in  place  of  I  in  (1). 
For  uniform  loading,  the  bending  moment  Mi,  at  the  middle  of 
the  span,  wotdd  be  one-half  the  value  of  M2]  but,  when  the  slab  is 
of  uniform  thickness,  the  maximum  bending  moment  only  need  be 
considered. 
Where  the  reinforcement  is  continuous  the  bars  should  evidently 
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cross  the  central  layer  in  the  vicinity  of  the  points  of  inflexion, 
which  would  be  located  at  distances  approximately  0.2 1  from  the 
ends  of  the  span  (Art.  101). 


Fig.  274. 


Where  it  becomes  necessary  to  join  the  reinforcement,  the  rods 
may  be  clamped  together,  or  lapped  by  each  other  in  the  concrete, 
a  distance  2  ai,  as  indicated  at  the  support  A,  the  bond  in  the  con- 
crete being  relied  upon  to  furnish  the  required  continuity.  In  the 
latter  case  the  overlap  should  be  sufficient  to  provide  a  total  bond 
stress  in  the  length  ai  equal  to  the  total  tension  in  the  rod  at  the 
section  over  the  support. 

Since  the  maximum  bending  moments  in  the  end  spans  of  a  uni- 
formly loaded  continuous  beam  are  greater  than  in  the  interme- 
diate spans  (Art.  121),  the  end  spans  should  be  designed  for  a 
greater  moment  of  resistance.    It  is  customary  to  use  the  equation 


TIT         ^P 


(2) 


in  calculating  the  greatest  bending  moment  in  the  end  spans  of  a 
slab  which  is  continuous  over  several  supports.  Owing  to  the 
uncertainty  which  usually  exists  in  regard  to  the  conditions  at 
the  different  supports,  the  calculation  of  bending  moments  by 
more  exact  methods  is  of  little  value  when  the  slab  is  continuous 
over  several  spans. 

When  the  number  of  spans  is  less  than  four,  however,  or  the 
intensity  of  loading  varies  in  different  spans,  the  bending  moments 
should  be  calculated  by  use  of  the  more  exact  formulas  for  con- 
tinuous beams,  with  due  allowance  for  the  unceiiainty  of  condi- 
tions at  the  supports. 

Slab  supported  on  four  sides,  —  If  a  slab  is  suppOi*ted  on  four 
sides,  reinforcing  rods  are  used  in  both  the  transverse  and  the 
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lengthwise  directions.  When  the  length  of  the  slab  is  over  twice 
the  width,  the  entire  load  should  be  assumed  to  be  carried  by  the 
transverse  reinforcement.  When  the  ratio  of  length  to  width  is 
less  than  two,  the  stresses  in  the  slab  may  be  estimated  in  the  same 
manner  as  in  the  case  of  the  homogeneous  flat  plate  (Art.  200); 
the  stress  intensities  on  the  cross  sections  at  the  ends  of  a  trans- 
verse strip,  one  unit  wide,  through  the  center,  being  calculated  on 
the  assumption  that  the  load  intensity  on  the  strip  is  equal  to 

^  .  ,^  times  the  total  load  intensity  on  the  slab,  where  a  =  the 

length  and  b  =  the  width  of  the  slab;  and  the  stress  intensities  on 
the  cross  sections  at  the  ends  of  a  longitudinal  strip,  one  unit  wide, 

being  calculated  for  a  load  intensity   ^  ,  ,  ^  times  the  total  load 

intensity. 

For  a  square  slab,  one-half  of  the  load  would  evidently  be  assumed 
to  be  carried  on  each  set  of  reinforcement. 

Since  the  stress  intensities  in  strips,  parallel  to  and  near  the  sides 
of  the  slab,  will  be  less  than  in  the  strips  through  the  center,  less 
reinforcement  is  required  near  the  sides  than  through  the  center; 
that  is,  the  distance  between  the  rods  may  be  made  larger  as  the 
sides  are  approached.  The  allowable  increase  in  spacing  can 
best  be  determined  by  experiment. 

207.  Rectangular  Beam  Reinforced  for  Tension  and  Com- 
pression. —  In  this  case  reinforcing  bars  are  embedded  in  the 
concrete  near  the  side  of  the  beam  under  compression  as  well  as 
in  the  tension  side.  The  distribution  of  stress  on  the  cross  section 
of  such  a  beam  is  indicated  by  the  sketch  (Fig.  275). 

We  will  follow  the  same  notation  as  in  Art.  (204)  and,  in  addi- 
tion, let. 

A'  =  the  total  area  of  the  cross  section  of  the  reinforcement  on 

the  compression  side, 
d'  =;=  the  depth  of  the  center  of  gravity  of  the  cross  section  of 

the  compression  reinforcing  bars, 
//  =  the  intensity  of  stress  in  the  compression  reinforcement, 

assumed  to  be  uniform, 
C  =  the  resultant  compressive  stress  in  the  steel, 
p'  =  the  ratio  of  the  steel  area  A'  to  the  effective  area  of  the 

concrete  bd. 
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From  assumptions  (1)  and  (2)  (Art.  203)  we  have,  as  in  the  beam 
reinforced  for  tension  only, 

t="(^)^ <« 

and  also,  since  the  tensile  and  compressive  moduli  of  elasticity  are 

assumed  to  be  equal, 

//  __  kd-d' 

f.       d-kd ^^ 


Fig.  275. 

Since,  for  a  vertically  loaded  beam,  C  +  C  =  T,  we  shall  have 

fjbkd 


+UA'  =/tA  (very  nearly). 


(3) 


(4) 


the  resultant  stress  in  the  concrete  being  calculated  without  de- 
ducting from  the  area  of  the  cross  section  the  space  occupied  by 
the  compression  reinforcement. 

Substituting  the  values  A  =  pbd  and  A'  =  p'6d,  together  with 
the  value  of /«'  from  (2),  in  equation  (3)  and  transposing  terms,  we 
obtain 

'°4-^'(^)J 

Equating  (1)  and  (4)  and  transposing  terms, 

^  =  2n(l-.)[p-p'(^)] 

-2n[p(l-fc)-p'(fc-f)] 
=  2n(p  +  p'j\-  2n (p+p') k; 
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and  solving  for  ky 

ib=y2n(p  +  7?'~)+n2(p  +  p')'-n(p  +  p').    •       (6) 

By  adding  the  moments  of  the  components  of  the  compressive 
stress  about  an  axis  through  the  top  of  the  cross  section  we  obtain 

(C  +  CO^^-^X^+Z/A'd' (6) 

Substituting  the  values  of  C  and  C  and  also  the  value  of  fj 
from  (2),  we  have 


z  = 


and  eliminating /«,  by  substituting  its  value  in  terms  of /« from  (l), 
substituting  A'  =  p'bd  and  reducing,  we  obtain 

It  follows  that 

jd^d-z (8) 

and  that  the  moment  of  resistance  is  equal  to 

M  =  Tjd  =  (C  +  C)jd, (9) 

or, 

M=fAjd=(^-^+fM')jd (10) 

Hence, 

/  -  j^  -  JL  nn 

^'~  Ajd~  pjbd"' ^    ^ 

and,  substituting/,'  in  terms  of /c  and  A'  =  p'bd  and  solving, 

;.  =  _, ^^      ■    ,,., (12) 


jbd^[k  +  2p'n{l-^)] 


,  The  value  of /c  can  evidently  be  obtained  more  easily  from  equa- 
tion (1),  from  which  the  value 

^-i'(r^)-  ..••••  (13) 

can  be  computed  after  the  value  of  /«  has  been  found. 
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From  (2)  we  have  for  the  value  of  the  stress  intensity  in  the  com- 
pression reinforcement. 

f'-f'f^-'  • <^^) 

Shearing  arid  Bond  Stresses.  —  Since  there  is  assumed  to  be  no 
tension  in  the  concrete  below  the  neutral  layer,  the  distribution 
of  the  shearing  stress  on  any  cross  section  will  be  similar  to  that 
for  the  beam  reinforced  for  tension  only  (Art.  205),  the  shearing 
stress  intensity  being  uniform  below  the  neutral  layer;  and  hence, 
by  the  same  reasoning  as  before, 

"-Wd' (^^> 

and,  for  the  bond  stress  intensity  on  the  tension  reinforcement, 

As  the  difference  between  the  stress  intensities  in  the  compres- 
sion reinforcing  bars  and  the  adjacent  layers  of  concrete  is  less  than 
the  stress  intensity  in  the  tension  reinforcing  bars,  it  is  unneces- 
sary to  develop  a  formula  for  the  bond  stress  intensity  on  the  com- 
pression 9teel. 

208.  Tee  Beam.  —  When  a  reinforced  concrete  floor  is  sup- 
ported on  beams  of  the  same  material,  as  indicated  in  Fig.  (274), 
the  beams  and  the  floor  are  bonded  together  so  as  to  form  a  con- 
tinuous structure.  The  bond  is  usually  strengthened  beyond  that 
due  to  the  adhesion  in  the  concrete  alone  by  the  use  of  special  re- 
inforcement. The  floor  slab,  therefore,  forms  the  flange  of  a 
beam,  tee-shaped  in  section,  as  shown  in  Fig.  (276),  which  resists 
the  compressive  stress,  while  the  tensile  stress  is  carried  by  re- 
inforcing bars  placed  near  the  bottom  of  the  web,  or  stem,  of  the 
tee. 

In  the  deduction  of  the  formulas  for  the  maximum  stress  in- 
tensity in  the  concrete  and  the  stress  intensity  in  the  steel  we  will 
follow  the  notation  previously  adopted  and,  in  addition,  let 

b  =  the  width  of  the  flange, 
t  =  the  thickness  of  the  flange, 
b'  =  the  width  of  the  web,  or  stem,  of  the  tee. 

In  floors  of  ordinary  proportions  it  would  not  be  safe  to  assume 
that  one-half  of  the  entire  slab  on  either  side  of  any  beam  would 
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act  as  a  compression  flange  and  fulfill  the  conditions  stated  in 
Art.  (203) ;  and  no  satisfactory  theory  can  be  developed  to  deter- 
mine just  what  proportion  of  the  floor  slab  can  be  considered  to 
form  a  part  of  the  beam  in  order  that  the  formulas  for  stress  in- 
tensity, deduced  under  the  above-mentioned  conditions,  may  give 
accurate  results. 
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Fig.  276. 


The  rules  which  have  been  proposed  for  obtaining  the  value  of 
b  are,  therefore,  entirely  empirical  and  as  a  result  have  varied  to 
a  large  extent.     Of  these,  the  rule  that 

b^5t (1) 

can  be  considered  as  conservative. 

This  rule  should  be  interpreted  to  mean  that  when  the  flange  of 
the  tee  is  a  part  of  a  floor,  b  should  ordinarily  be  taken  equal  to 
approximately  five  times  the  thickness  of  the  slab,  bat  in  case  the 
spans  of  the  fioor  slabs  were  very  short,  or  in  the  case  of  a  single 
beam,  having  a  tee  section,  the  width  b  might  evidently  be  less  than 
5L  As  less  conservative,  the  rule  that  6  ^  6  <,  or  even  the  rule 
that  b  ^  8tj  may  be  quoted. 

After  having  determined  the  value  of  6  the  expressions  for  stress 
intensity  may  be  deduced  under  the  same  assumptions  as  m  the 
preceding  cases.  Two,  or  three,  cases  will  arise,  depending  on  the 
position  of  the  neutral  axis. 

(a)  When  the  neviral  axis  lies  in  the  flange  of  the  tee.  —  When  the 
thickness  of  the  flange  t  is  large,  in  proportion  to  the  depth  d,  the 
neutral  axis  may  be  located  in  the  flange,  the  value  of  kd  being 
less  than  t.  It  is  evident  that;  since  there  is  assumed  to  be  no 
tensile  stress  in  the  concrete,  the  distribution  of  stress  on  any  cross 
section  would  in  this  case  be  identical  with  that  for  a  rectangular 
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beam  of  width  b;  and,  therefore,  the  maximum  stress  intensities 
in  the  concrete  and  the  steel  bars  would  be  given  by  the  equations 
in  Art.  (204). 

(b)  When  the  nevJtral  axis  lies  in  the  web  near  the  flange  of  the  tee, 
—  This  is  the  condition  which  usually  exists  in  the  tee  beam  and, 
since  the  formulas  for  stress  intensity  are  found  to  be  simplified 
considerably  if  the  compression  stress  in  the  web  between  the 
neutral  axis  and  the  under  side  of  the  flange  is  neglected,  it  is 
customary  to  deduce  the  equations  on  the  assimiption  that  the 
entire  compression  stress  on  a  cross  section  is  carried  by  the  flange 
of  the  tee,  as  indicated  (Fig.  276).  The  error  introduced  by 
making  this  assumption  is  evidently  very  small  when  NN  is  near 
the  flange. 

Then,  in  the  same  manner  as  in  the  rectangular  beam  (Art.  204), 
we  have,  from  assumptions  (1)  and  (2)  (Art.  203), 

The  stress  intensity  in  the  concrete  at  the  under  side  of  the  flange 
will  be  equal  to 

and,  since  T  =  C  f or  any  vertically  loaded  beam, 

M  =  ^(/c+/c')6<=/^(^^^);.    .    .     (4) 

and  hence 

^2  kd  -  t\  -  .  . 

2  AM  I ^^^ 

Equating  (2)  and  (5)  and  solving  for  kd,  we  have 

2ndA+bf^ 
'^      2nA+2bt ^^^ 

Since  the  value  of  z  will  evidently  be  equal  to  the  distance  from 
the  top  of  the  beam  to  the  center  of  gravity  of  the  trapezoid,  repre- 
senting the  variation  in  the  stress  intensity  over  the  flange,  we  shall 
have 

^_   2   ^3^   2^3  _(/c  +  2/.0<. 

a,     /.M  J  3  (/c  +/e  ) 

e  ~rjc  )  n 


f-f 
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and,  substituting  the  value  of  /«'  from  (3)  and  reducing, 

t     3kd-2t 
*~3       2fai-« ^'' 

Having  the  value  of  z,  we  obtain 

jd  =  d-z; (8) 

and,  substituting  the  values  of  T  and  C  in  the  equation 

M  =  Tjd  =  Cjd, (9) 

we  have 

M=fJijd=fMi^^j^3d (10) 

Solving  for  /.  and  /., 

'-m <") 

and 

^        2  MM 

•''      i2kd-t)btjd ^    ' 

From  equation  (2)  we  obtain,  as  in  previous  cases,  the  expres- 
sion 

from  which  the  value  of  fe  can  be  found  after  the  value  of  /,  is 
known. 

(c)  When  the  compression  in  the  web  is  not  negligible.  —  If  the 
flange  of  the  tee  is  comparatively  small,  the  neutral  axis  may  lie 
so  far  below  the  under  side  of  the  flange  that  a  considerable  error 
will  be  introduced,  if  the  compression  stress  in  the  web  is  neglected, 
and  the  following  equations,  derived  by  allowing  for  the  stress  in 
the  web,  will  give  more  accurate  results. 

Equations  (2)  and  (3)  will  hold  true  for  this  case,  as  before,  but 
equation  (4)  will  be  modified  to  the  form 

/.A  =  =?-2-+/c(6-6')<(-2ifc5-j-     .     .     (14) 

f 

Solving  for  y  and  equating  to  (2) ,  we  have 


Vkd      {b'-b')t{2kd-t)  _     fl-k' 
2A"^  2Akd 


-»(^) 


which  reduces  to  the  form 

b'  (kd)*  +  2  [nA  +  {b  -  b')t]kd  ==  2ndA  +  (b  -  &') P; 
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and,  solving  for  kd, 

By  taking  moments  of  the  components  of  the  compression  stress, 
about  an  axis  through  the  top  of  the  flange,  we  obtain,  for  the  dis- 
tance of  the  center  of  the  compressive  stress  from  the  top  of  the 

beam, 

fjb'kd     kd  .    .  ,,       i.A,/2fcd  -  A  ^  t/3ifcd  -  2 T 


z  = 


which  reduces  to 

__  6^  (kdy  +  {b-  V)  (3  kd  -2t)e 
^  "  3  W(kdy  +  (6  -  60  (2  fed  -  0  <]  ■      '     ■     ^  ^ 

Having  the  values  of  k  and  z,  the  values  of  jdy  fa  and  fe  can  be 
found  from  (8),  (11)  and  (13). 

Shearing  and  Bond  Stresses.  —  Since  there  is  assumed  to  be  no 
tension  in  the  concrete,  the  distribution  of  the  shearing  stress  will 
be  similar  to  that  in  the  rectangular  beam,  the  shearing  stress  in- 
tensity on  any  cross  section  being  uniform  between  the  neutral 
axis  and  the  center  of  the  tension  reinforcement.  Hence,  by  the 
same  reasoning  as  in  Art.  (205),  we  shall  have  for  the  value  of  the 
maximum  shearing  stress  intensity  on  any  cross  section. 

"  =  6^' •    •    ^''^ 

and,  for  the  bond  stress  intensity, 

"  =  23=JdS-o (1^> 

Bending  Moments.  —  When  a  concrete  floor  beam,  or  girder,  is 
supported  at  more  than  two  points  the  reinforcement  is  usually 
arranged  to  resist  negative  bending  over  the  intermediate  supports; 
and,  under  uniform  loading,  the  bending  moments  should  be  cal- 
culated in  the  same  manner  as  for  the  continuous  floor  slab  (Art. 
206).  When  the  beam  is  continuous  over  several  spans  and  the 
loading  is  uniform,  the  greatest  bending  moment  in  any  inter- 
mediate span  may  be  taken  equal  to 

J»f  =  'g; (19) 
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and  in  the  end  spans  the  greatest  bending  moment  may  be  assmned 
to  be  equal  to 

M  =  ^ (20) 

For  a  continuous  beam  having  three  spans,  or  two  only,  or  when 
the*  loading  is  not  uniform,  the  bending  moments  should  be  esti- 
mated by  use  of  the  more  exact  equations  for  continuous  beams. 
The  values  in  (19)  and  (20)  represent  the  bending  moments  at  the 
ends  of  the  spans;  but  it  is  customary  to  design  the  middle  cross 
section  for  a  moment  of  resistance  equal  to  the  bending  moments 
given  by  these  equations.  The  value  of  I  is  ordinarily  taken  equal 
to  the  distance  from  center  to  center  of  the  supports,  imless  the 
clear  span  between  the  supports  is  considerably  less  than  this 
distance,  when  a  smaller  value  for  I  may  be  allowed. 

Stresses  at  a  Section  Over  a  Support.  —  The  reinforcement  re- 
quired to  resist  the  negative  bending  moment  over  a  support  of  a 
continuous  floor  beam  may  be  provided  by  bending  up  one-half  of 
the  reinforcing  bars  in  the  spans  on  each  side  of  the  support,  as 
indicated  at  the  support  B  (Fig.  277),  the  remainder  of  the  bars 
being  run  through  the  support  on  the  lower  side  of  the  beam.  If 
the  bars  are  symmetrically  arranged  this  will  provide,  at  sections 
near  a  support,  equal  amounts  of  tension  and  compression  rein- 
forcement, as  shown  in  the  section  A- A;  the  total  area  of  each  set 
of  reinforcing  bars  being  the  same  as  that  of  the  tension  reinforce- 
ment at  the  section  C-C,  which  would  be  similar  to  the  cross 
section  represented  in  Fig.  (276). 


SECTIJDN  A-A 
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Since  it  is  assimied  that  the  concrete  does  not  resist  tension, 
the  section  A-A  is  equivalent  to  that  of  a  rectangular  beam,  re- 
inforced for  both  tension  and  compression  (Fig.  275).  The  moment 
of  resistance  of  this  section  must  evidently  be  as  great  as,  or 
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greater  than,  the  moment  of  resistance  of  the  tee  section  at  C-C. 
The  stress  intensities  at  the  section  A-A  can  be  obtained  by  use 
of  the  equations  in  Art.  (207),  the  width  of  the  beam  being  equal 
to  V,  the  efifective  depth  equal  to  d,  and  the  distance  from  the  com- 
pression side  of  the  beam  to  the  center  of  the  compression  rein- 
forcement equal  to  d'. 

The  bent-up  rods  should  cross  the  neutral  layer  near  the  points 
of  inflexion,  at  distances  0.2 1  to  0.25 1  from  the  supports.  When 
the  bond  in  the  concrete  is  relied  upon  to  develop  the  full 
strength  of  the  steel  at  the  section  over  the  supports,  the  over- 
lap of  the  rods  on  the  tension  side  may  be  estimated  from  the 
expression 

«'^^o' (21) 

and  that  of  the  rods  on  the  compression  side  from  the  expression 

_fJA' 

where  u'  =  the  allowable  intensity  of  the  bond  stress  on  the  rods. 

In  any  case  the  overlap  must  be  great  enough  to  provide  suffi- 
cient reinforcement  throughout  the  portion  of  the  beam  in  which 
negative  bending  may  exist. 

209.  Web  Reinforcement.  —  In  each  of  the  cases  which  have 
been  considered  tensile  stresses  in  the  concrete  have  been  assumed 
to  be  negUgible;  and  the  only  stress  which  has  been  considered  as 
existing,  on  the  portion  of  a  cross  section  between  the  neutral 
axis  and  the  tension  reinforcement,  has  been  a  vertical  shearing 
stress,  of  uniform  intensity  v.  This  stress  must  be  accompanied 
by  a  shearing  stress  of  equal  intensity  on  any  longitudinal  layer, 
intersecting  the  cross  section. 

If  the  assumptions  of  the  theory  are  adhered  to,  therefore,  the 
state  of  stress  at  any  point  below  the  neutral  layer  should  be  con- 
sidered similar  to  that  existing  at  the  neutral  layer  in  any  homo- 
geneous beam  (Art.  92) ;  that  is,  at  any  point  between  the  neutral 
layer  and  the  tension  reinforcement,  the  planes  of  principal  stress 
would  make  angles  of  45**  with  the  vertical  and  the  stress  intensi- 
ties on  each  of  these  planes  would  be  equal  to  v,  the  stress  on  one 
plane  being  tension  and  on  the  other,  compression. 

If  the  concrete  does  not  resist  tension,  it  is  evident  that  special 
reinforcement,  in  addition  to  the  longitudinal  bars,  wiU  be  le- 
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quired  to  resist  the  tensile  stresses  on  the  diagonal  planes.  This 
secondary  reinforcement  may  consist  of  small  rods,  bent  into 
special  forms,  which  for  convenience  are  placed  in  vertical  planes, 
at  distances  8  apart,  as  indicated  in  Fig.  (277).  Sometimes  the 
secondary  reinforcement  is  inclined  at  45°  with  the  vertical,  in  the 
direction  of  the  diagonal  tensile  stress;  which  would  evidently  be 
a  more  efficient  arrangement,  if  this  stress  alone  were  to  be 
considered. 

When  the  secondary  reinforcing  units  are  vertical,  the  rods  may 
be  bent  into  stirrup  shaped  forms,  or  into  forms  with  four  vertical 
parts,  as  indicated  in  the  cross  section  A-A  (Fig.  277).  The  spaces 
between  two  adjacent  units  may  be  found  on  the  assimiption  that 
each  unit  supports  a  stress 

F  =  vV8V2, (1) 

equal  to  the  total  tension  on  a  plane  at  45°  with  the  horizontal,  of 

width  V  and  length  equal  to  8  V^,  the  diagonal  distance  between 

the  units.    The  diagonal  force  F  would  produce  a  combination  of 

tension  and  shear  at  any  section  through  the  vertical  reinforcing 

unit,  the  total  tensile  stress  component  on  the  section  of  the  imit 

being  equal  to 

P  = /?*  cos  45°  =  v6'a (2) 

If  the  allowable  value  of  P  is  known,  the  proper  spacing  of  the 
secondary  reinforcing  units  in  any  portion  of  the  span  can  be  found 
from  (2),  when  the  average  value  of  v  for  that  portion  is  known, 
provided  the  assumption  that  the  concrete  does  not  resist  tension 
is  consistently  adhered  to. 

The  value  of  P  must  be  determined  more  or  less  arbitrarily;  but, 
since  each  reinforcing  unit  is  subjected  to. a  combination  of  equal 
shear  and  tension,  we  may  assume 

P  =  0.6 /,n'o, (3) 

where  n'  =  the  number  of  vertical  parts  in  the  unit  and  a  =  the 
area  of  the  cross  section  of  a  single  part,  provided  there  is  a  suffi- 
cient bond  between  the  unit  and  the  concrete.  For  rough,  or  de- 
formed, rods  with  the  ends  bent  over,  as  indicated  (Fig.  277),  there 
will  probably  be  a  sufficient  bond  if 

^^w ^*^ 

where  do  =  the  diameter  of  the  rod.  If  square  rods  are  used  do 
will  represent  the  side  of  the  square. 


526  APPLIED  MECHANICS 

It  is  evident  from  (2)  that  the  required  spacing  of  the  reinforc- 
ing units  will  increase  as  v  diminishes.  In  the  tee  beam  the  web 
reinforcement  serves  the  double  purpose  of  resisting  the  diagonal 
tension  and  strengthening  the  bond  between  the  flange  and  the 
web;  and  hence  it  is  customary  in  such  a  beam  to  limit  the  maxi- 
mum value  of  8f  a  conunon  rule  being 

8  ^|d (5) 

On  account  of  the  approximations  in  the  theory,  aU  of  the  fore- 
going equations  must  be  regarded  as  empirical,  to  a  greater  extent 
even  than  those  in  the  preceding  articles,  and  subject  to  modifica- 
tion to  suit  the  conditions  under  which  they  are  used.  One  modi- 
fication may  be  mentioned;  namely,  that  of  .replacing  v  in  (2)  with 
a  value  v'  =  v  —  c,  where  c  is  a  small  value  for  a  tensile  stress  in- 
tensity which  the  concrete  alone  is  assumed  to  resist. 

Although  the  tee  beam  has  been  taken  as  an  illustration,  since 
it  is  in  beams  of  this  type  that  web  reinforcement  is  nearly  always 
required,  it  is  evident  that  the  foregoing  method  of  computing  the 
spacing  of  the  web  reinforcement  could  be  applied  with  equal 
facility  to  a  rectangular  beam,  if  necessary. 

210.  Deflection  of  Reinforced  Concrete  Beams.  —  A  general 
equation  for  the  elastic  curve  of  a  reinforced  concrete  beam,  which 
is  of  uniform  dimensions  and  uniformly  reinforced  throughout,  can 
be  deduced  in  the  following  manner. 

If  we  let  r  =  the  radius  of  curvature  at  any  point  in  the  elastic 
curve  and  follow  the  notation  previously  adopted,  we  shall  have, 
as  in  the  common  beam  theory  (Art.  95), 

i ?L_ li m 

r     d-kd     E4il-k) ^^ 

The  equation  for  the  stress  intensity  in  the  tension  reinforcement, 
in  each  of  the  cases  considered,  has  been  found  to  be  in  the  form 

.       M  . 


and,  substituting  this  value  of  /.  in  (1),  we  have 

1  M 


r      EAjd^  (1  -  k) 


(2) 
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As  in  the  ordinary  beam  theory,  -  =  -^-^  ;  hence  we  may  write 

(Pv  M  M  .g. 


where 
Therefore, 


d3^     EAjcPa-k)      B'    ' 
B  =  EsAjcP  (1  —  fc)  =  a  constant. 


v  =  ^  JjMdzdx, (4) 

the  constant  B  evidently  taking  the  place  of  the  constant  EI  for 
the  homogeneous  beam  of  miiform  section. 

Hence,  by  substituting  the  value  of  B  for  EI  in  the  formulas  for 
the  maximum  deflection  of  simple  homogeneous  beams  under 
various  load  systems  (Art.  106),  we  may  obtain  the  formulas  for 
computing  the  maximum  deflections  in  simple  reinforced  concrete 
beams,  of  any  type  of  cross  section,  when  subjected  to  similar  load 
systems. 

In  a  continuous  beam,  or  a  beam  fixed  at  the  supports,  how- 
ever, we  have  seen  that  the  arrangement  of  the  longitudinal  rein- 
forcement must  be  varied  to  provide  for  the  tensile  stresses 
throughout  the  span;  and  hence  the  values  of  B  for  the  different 
sections  of  such  a  beam  would  vary  in  such  a  manner  that  an 
accurate  solution  for  the  deflection  would  be  impracticable. 

211.  Columns,  Azially  Loaded.  —  The  stress  intensities  in  a 
reinforced  concrete  column  can  be  readily  determined  under  the 
assumptions  made  in  developing  the  theory  for  reinforced  concrete 
beams  (Art.  203).  When  the  resultant  of  the  load  coincides  with 
the  axis  of  the  column,  it  is  evident  that  the  stress  intensities  in 
both  the  concrete  and  the  reinforcing  bars  will  be  imiform.  We 
will  adopt  the  following  notation : 

A  =  the  total  area  of  the  cross  section  of  the  column, 
A»  =  the  total  area  of  the  cross  section  of  the  reinforcing  bars, 
Ae  =  the  net  area  of  the  cross  section  of  the  concrete,  allowing 
for  the  space  occupied  by  the  reinforcement, 
^   pb  =  the  ratio  of  the  area  A  a  to  the  area  A, 
fc  =  the  stress  intensity  in  the  concrete, 
/,  =  the  stress  intensity  in  the  reinforcing  bars, 
R  =  the  resultant  axial  load, 

Eg  =  the  modulus  of  elasticity  of  the  steel  reinforcement, 
Ec  =  the  modulus  of  elasticity  of  the  concrete, 
n  =  the  ratio  of  E,  to  Ee- 
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Under  the  assumptions  mentioned,  the  longitudinal  strain  in  the 
concrete  must  be  equal  to  that  in  the  reinforcement;  and  hence 

Et        Ee 

and,  therefore, 

f.^nfc (1) 

For  equiUbrium 

R^fA.+fcAc;  ...    (2) 

and,  substituting  the  value  of  /«  from  (1) 
and  solving  for  /c,  we  have 

^'^A,  +  nA.'    '    '    '      ^^^ 
If  desired  (3)  may  be  expressed  in  terms 

of  the  total  area  A  and  the  ratio  po  =  -r^;  in 

which  case,  by  substituting  Ae  =  A  —  A„ 
we  have 

R 


Fig.  278. 


/c  = 


A  [1  +  po(n  -  !)]•  ■ 


(4) 


The  sketch  (Fig.  278)  represents  a  square  column,  but  the 
foregoing  equations  will  evidently  apply  to  an  axially  loaded 
column  having  a  cross  section  of  any  shape. 

The  allowable  value  of  the  working  stress  intensity  fc  will  de- 
pend to  a  certain  extent  on  the  ratio  of  the  unsupported  length  of 
the  column  to  the  width  6  of  the  cross  section;  but,  for  ratios  of 

T  less  than  a  certain  quantity,  say 

g  ^  16,  or  20, 

we  may  assume  the  working  stress  intensity  to  be  constant,  as  in 
the  case  of  the  homogeneous  column. 

212.  Columns,  Eccentrically  Loaded.  —  Two  cases  will  be  con- 
sidered, based  on  the  conditions  stated  in  Art.  (203).  In  both  cases 
the  cross  sections  will  be  square,  or  rectangular,  and  the  reinforce- 
ment will  be  assumed  to  be  symmetrically  arranged,  so  that  the 
center  of  the  reinforcement  will  coincide  with  the  center  of  the 
concrete.    If  the  resultant  of  the  external  forces,  acting  on  the 
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column,  is  not  normal  to  the  section  it  will  be  resolved  into  a 
normal  component  Rn  and  a  shearing  component,  the  latter 
evidently  having  no  effect  on  the  normal  stress  intensity  at  any 
point. 

(a)  When  the  neutral  axis  NN  lies  vnthin  the  boundary  of  the 
cross  section  (Fig.  279).  —  We  will  adopt  the  following  notation, 
the  dimensions  of  the  cross  section  being 
indicated  in  the  sketch : 

A  =  the  area  of  the  cross  section  of 
the  reinforcing  bars  which  are 


^1 

1 

i 

h  1 

r* 

k« 

'  1 

I'  =  the  area  of  the  reinforcing  bars 
which  are  in  compression, 

f,  =  the  intensity  of  stress  in  the  ten- 
sion reinforcement, 

','  =  the  intensity  of  stress  in  the  com- 
pression reinforcement, 

fc  =  the  maximum  compressive  stress 
intensity  in  the  concrete, 

e  =  the  eccentricity  of  the  load,  that 
is,  the  distance  between  the  re- 
sultant normal  force  fi„  and 
the  center  of  the  cross  section, 

h  —  the  ratio  of  the  distance  of  the 

neutral  axis  from  the  compression  side  to  the  tokal 
depth  of  the  section  A, 


Fig.  279. 


p  =  fj-3Xld  p'  - 


T ,  which  are  the  ratios  of  the  areas  of  the 


~  bh        '^       bh' 

tension  and  compression  reinforcing  bars,  respectively, 
to  the  tobU  area  of  the  cross  section. 
For  a  symmetrical  section  A  =  A'  and  hence  p  =  p'.  Since  the 
stress  intensity  in  any  reinforcing  bar  would  be  n  times  the  stress 
intensity  which  would  exist  in  the  surrounding  concrete,  provided 
the  concrete  were  assumed  to  resist  tension  as  well  as  compression 
and  the  ratio  of  the  moduli  of  elasticity  were  the  same  for  tension 
as  for  compression,  we  may  write 

f.  fl 

n      d  —  kh         J      n      kk  —  d' 
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and  hence 

f'=Ai-')' ^'^ 

Since  Rn  must  equal  the  resultant  nonnal  stress  on  the  section, 
we  have 

Rn  =  -^  +fM'  -  fA  (very  nearly),  ...      (3) 

the  stress  on  the  concrete  being  calculated  without  deducting  the 
area  of  the  cross  section  of  the  reinforcing  bars. 

Since  the  bending  moment  will  be  equal  to  the  moment  of  resist- 
ance, we  shall  have,  making  the  same  approximation  as  in  (3), 

JIf  =  K„e  =  ^(^-f)+/.'A'a+/.Aa.   .    .      (4) 

Substituting  the  values  of/,  and/,'  from  (1)  and  (2),  and  putting 
A'  =  A  =  pbh  in  (3)  and  (4)  aad.reducing,  we  obtain 


fMh 


"•^'=0-e)p^*~"-^'(^-0^* 


-m[l  +  pn(2-l)] (6) 


and 


=  =^[2pna*+^'(3-2fc)] (6) 

Solving  (6)  for  Rn  and  equating  to  (5),  we  have 

g[2pna' +  ^\3  -  2A:)]  =/^A  g  +  pn(2  -  ^)} 
which  reduces  to 

from  which  the  value  of  k  may  be  obtained. 

Having  the  value  of  fc,  we  can  obtain  from  (6)  the  value  of  the 
maximum  stress  intensity  in  the  concrete, 

■''     6[24pno«  +  A;W(3-2A;)]"      '    "    *      ^*' 
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The  stress  intensities  in  the  reinforcing  bars  can  be  determined 
from  (1)  and  (2)  after  the  value  of /^  has  been  found. 

(b)  When  the  neutral  axis  NN  lies  outside  of  the  botmdary  of 
the  cross  section  {Fig.  280), 

Using  a  notation  similar  to  that  in 
the  precedir^  case  and  assuming  A  = 
A', 

U  SI 

n      kh  —  d         J      n       kh  —  d' 

-.-~s-  ""^  T.'^sr- 

the  stress  intensity  /,  being  compreaaion 
instead  of  tension  in  this  case. 
Hence 


f.  =  nf.{] 


Fio.  280. 


'-H>    ■    ■    W 

and  the  stress  intensity  in  the  concrete, 
at  the  side  of  the  cross  section  nearest 
the  neutral  axis,  will  be  equal  to 

^''-/■CV)=A('-i) '") 

The  resultant  stress  on  the  section  will  evidently  be  equal  to 

ff-  =  |(/=+/=')feA+/-'^'+/^  (verynearly),     .     (12) 

the  stress  on  the  concrete  being  calculated  without  deducting  the 
area  of  the  reinforcement  from  the  cross  section  of  the  concrete. 
The  bendii^  moment,  making  the  same  approximation,  will  be 
equal  to 

M  =  R„e  =  ^{f.-f/)bhx^+f.'A'a-f^a.     .     (13) 

Substitutii^  the  values  of /.',/,  and//,  from  (9),  (10)  and  (11), 
and  putting  A'  =  A  =  pbh  in  (12)  and  (13)  and  reducing,  we 
obtain 

«•- i(2-s)»  +  '*f-(' -  h)'*''  +  »^-(' -h)!*' 

-/A4(l+2;m)(l-i) (14) 
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aDd 


M  =  Rne^ 


_fM^ 


12  k 


+  anj 


-^[24i»>rf  +  »-] (15) 

Solving  (15)  for  Rn  and  equating  to  (14),  we  have 

3^1^  [24  pna«  + A*]  =  /^Ml+ 2  pn)(l  -  ^} 


from  which  we  obtain 

12eh{l  +  2pn)'^2 


(16) 


Solving  (15)  we  have,  for  the  value  of  the  maximum  stress  in- 
tensity in  the  concrete, 

-  ^          12  Mk  .    . 

•''      6  [24  pna2  +  A2] ^^^) 

The  stress  intensities  in  the  steel  bars  can  be  determined  from  (9) 
and  (10)  after  the  value  of /c  is  known. 

(c)  Columns  rvith  eight  reinforcing  bars f 
symmetricaUy  arranged.  —  The  formulas 
for  k  and  /c  in  the  two  preceding  cases 
may  be  readily  modified  to  suit  the 
arrangement  of  the  reinforcing  bars, 
shown  in  the  cross  section  Fig.  (281a), 
for  the  case  where  the  neutral  axis  is 
within  the  boundary  of  the  cross  section 
and  the  distribution  of  stress  is  similar 
to  that  shown  in  Fig.  (281c),  or,  for  the 
tjIIlT  (6)  case  in  which  the  neutral  axis  is  outside 
imjLk —  of  the  section  and  the  stress  distribution 
is  similar  to  that  shown  in  Fig.  (281&). 
Assuming  the  bars  to  be  of  the  same 
size,  we  will  use  the  same  notation  as 
before  and,  in  addition,  let  A"  =  the 
total  area  of  the  tv  o  bars  in  the  central 
plane  through  0  and  //'  =  the  intensity 
ot  the  compression  stress  in  these  two 
bars. 
Then  in  either  of  the  cases  mentioned 


Fig.  281. 


A"  =  |a'  =  |a=|p6A 


(18) 
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and 

kh-- 

Proceeding  in  the  same  manner  as  in  Case  (a),  we  shall  have  for 
the  resultant  of  the  normal  stress  on  the  cross  section,  when  the 
stress  distribution  is  similar  to  that  indicated  in  Fig.  (281c), 

Kn=^+/.'A'+/."A--M  =/cfcA[|+|pn(2-i)];    (20) 

the  bending  moment  being  represented  by  equation  (6),  as  before. 
Solving  (6)  for  R^  equating  to  (20)  and  reducing,  we  have 

from  which  the  value  of  k  may  be  obtained.    Having  the  value 
of  fc,  the  value  of /c  may  be  obtained  from  (8),  as  before. 

Similarly,  when  the  stress  distribution  is  similar  to  that  indi- 
cated in  Fig.  (2816),  the  resultant  normal  stress  on  the  cross  section 
will  be  equal  to 

Rn^l(fc+fc)  bh+f.'A'+f."A"+f^  =/c6/i(l+  |p«)(l  -^);  (22) 

the  bending  moment,  being  represented  by  (15),  as  before. 

Solving  (15)  for  fin,  equating  to  (22)  and  then  solving  for  k,  we 
have 

t-  ""r'f'.+l (23) 


A^  +  3|r-s  **  + 


12eh[l  + 


(l+|pn) 


Having  the  value  of  k,  the.  value  of  fc  may  be  obtained  from  (17), 
as  before. 

(d)  Columns  with  mare  than  eight  reinforcing  bars.  —  If  desired 
expressions  for  the  values  of  A;  and  fc  may  be  readily  obtained  for 
square,  or  rectangular,  columns  reinforced  with  more  than  eight 
bars,  symmetrically  arranged,  by  the  same  method  as  that  em- 
ployed in  Case  (c). 

(e)  Unsymmetrical  reinforcement,  —  When  the  reinforcing  bars 
are  not  symmetrically  arranged,  the  true  central  axis  of  the  column 
will  not  pass  through  the  geometric  center  of  the  square,  or 
rectangle,  but  through  a  point  which  may  be  called  the  center  of 
gravity  of  the  equivalent  cross  section;  that  is,  the  center  of 
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gravity  of  the  cross  section  which  would  be  formed  if  the  cross 
section  of  the  reinforcing  bars  were  replaced  with  n  times  the  area 
in  concrete.  For  illustration;  if  in  Case  (a)  the  area  A'  were  not 
equal  to  A  (Fig.  279),  the  distance  u  to  the  true  center  of  gravity 

of  the  cross  section  would  not  be  equal,  to  „;  but  could  be  found 

from  the  equation 

bhX^  +  nA'd'  +  nAd 

^"       bh  +  nA'  +  nA        ^^^ 

In  such  a  case  the  fundamental  equation  for  22a  (equation  3) 
would  remain  imchanged,  but  the  equation  for  M  (equation  4) 
would  be  written  in  the  form 

M^^(u^j)+fM'(M-d')+fA(d-u).      (26) 

By  substituting  the  values  of  /,  and  /,',  from  (1)  and  (2),  and 
the  values  ot  A'  and  A,  in  terms  of  b,  h,  p'  and  p,  in  (3)  and  (25), 
expressions  for  the  values  of  k  and  /«  can  be  obtained  in  the  same 
manner  as  in  Case  (a). 

Expressions  for  the  value  of  M,  similar  to  (25),  could  evidently 
be  written  for  each  of  the  other  cases  considered ;  and  expressions  for 
the  maximum  stress  intensity  in  the  concrete  obtained  in  the  same 
manner. 

(f)  Alternative  method.  —  In  cases  where  the  neutral  axis  of  the 
resultant  stress  lies  outside  of  the  cross  section,  a  solution  can  be 
made  by  adapting  the  formula  for  the  maximum  stress,  due  to  com- 
bined axial  compression  and  bending  in  a  homogeneous  column, 
(Art.  126)  to  the  conditions  in  the  concrete  column  as  follows: 
Let  Ao  =  the  area  of  the  equivalent  cross  section,  mentioned 
under  Case  (e),  obtained  by  replacing  the  cross 
section  of  the  reinforcing  steel  with  n  times  its  area 
in  concrete,  and 
7o  =  the  moment  of  inertia  of  the  equivalent  section  about 
an  axis  through  its  center  of  gravity,  perpendicular 

to  the  plane  of  bending. 
The  formula 

/c  =  f"  +  ^ (26) 

would  then  give  the  correct  value  of  the  maximum  stress  intensity 
in  the  concrete,  provided  the  neutral  axis  of  the  resultant  stress 
were  outside  of  the  section,  as  shown  in  Figs.  (280)  or  (2816). 
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For  a  cross  section  similar  to  that  in  Fig.  (280)  the  value  of  u 
would  be  given  by  (24) ;  the  area  of  the  equivalent  cross  section 

Ao--bh  +  nA'  +  nA (27) 

0 

and  the  moment  of  inertia  of  the  equivalent  cross  section 

/o  =  ^'  +  6  (^^J+  ^^'  (^  -  ^0*  +  nA{d-  uy.     (28) 

When  A  =  A',  u  =  ^  >  ^^^  (^8)  would  reduce  to 

Jo  =  ^*  +  2na«A (29) 

The  minimum  stress  intensity  on  the  cross  section  would  be  equal 
to 

^^,^ft,_M(A_^ (30) 

Aq  1q 

A  negative  result,  obtained  by  the  solution  of  (30),  would  indicate 
that  the  neutral  axis  was  inside  of  the  boundary  of  the  section,  in 
which  case  the  formulas  for  fe  and  fc'  would  not  be  correct.  If, 
however,  the  negative  value  for  f/  were  small,  as  compared  to  the 
value  of /c,  given  by  (26),  the  latter  could  be  considered  suflBciently 
accurate  for  ordinary  purposes. 

This  method  has  the  advantage  of  being  appUcable  to  columns 
having  circular,  or  other  shaped,  cross  sections,  where  a  solution 
by  the  method  used  in  Cases  (a),  (b)  and  (c)  would  be  much  more 
complex. 

213.  Hooped  Reinforcement.  —  Concrete  columns  of  circular 
section  are  frequently  reinforced  with  steel  hoops,  or  bands,  or  a 
continuous  rod  wound  into  the  form  of  a  helix,  embedded  near  the 
surface.  This  reinforcement  would  resist  to  a  certain  extent  the 
lateral  expansion,  which  accompanies  the  longitudinal  compression 
in  the  concrete  (Art.  5) ;  in  other  words,  the  hoops  would  prevent 
a  certain  amount  of  lateral  strain  and  reduce,  by  a  corresponding 
amount,  the  compression  strain  in  the  direction  of  the  axis  of  the 
colunm. 

This  reduction  in  strain  is  very  small  for  loads  within  the  working 
load;  but  experiments  have  shown  that  the  ultimate  strength  of 
concrete  colunms  has  been  considerably  increased  by  the  use  of 
this  reinforcement. 

The  effect  of  hoop  reinforcement  may  be  allowed  for  by  using 
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a.  higher  value  for  the  working  stress  intendty  /c  than  that  used 
for  columns  with  longitudinal  reinforcement  only.  The  allowable 
increase  in  the  value  of  /<  should  be  determined  from  a  comparison 
of  the  results  of  experiments  on  the  strengths  of.the  two  types  of 
colunms,  rather  than  from  any  theory  built  upon  the  relation 
of  the  lateral  and  longitudinal  strains. 

211.  Floor  Slabs  Supported  on  Columns,  without  Beams  or 
Girders.  —  A  system  of  reinforced  concrete  floor  construction, 
which  does  away  with  the  necessity  of  floor  beams,  or  girders,  was 
originated  by  C.  A.  P.  Turner,  In  this  system,  frequently  called 
the  mushroom  system,  the  floor  slab  is  supported  directly  on  the 
tops  of  columns,  which  are  specially  formed  for  the  purpose,  and  is 
reinforced  by  sets  of  rods  run- 
ning in  four  directions,  as  indi- 
cated in  Fig.  (282). 

Methods  of  detemuning  the 
stresses  in  such  a  slab  have  been 
proposed,  which  are  based  on 
the  theory  for  determining  the 
stresses  in  a  homogeneous  cir- 
cular flat  plate,  supported  at  the 
center  and  subjected  to  imiform 
load,  combined  with  a  load  at 
the  circumference;  the  radius  of 
the  circle  being  taken  equal  to 
the  mean  distance  of  an  assumed 
line  of  inflexion  in  the  portion 
of  the  slab  surroundii^  a  col- 


Tf 
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On  account  of  the  lack  of  homogeneity  in  the  slab,  such  a  method 
is  at  best  very  approximate  and  a  better  method  in  this  case  would 
appear  to  be  a  purely  empirical  one,  based  on  the  results  of  experi- 
ments made  to  determine  the  ultimat*  strength  of  slabs  of  this 
type  under  actual  working  conditions;  supplemented  by  measure- 
ments of  the  deflections  of  the  slabs  under  series  of  loads,  both  be- 
low and  above  the  allowable  working  load. 

215.  Problems.  —  Reinforced  Concrete  Beams  and  Colunms. 
—  For  the  sake  of  brevity  all  quantities  in  the  following  problems 
will  be  expressed,  as  far  as  possible,  by  the  symbols  adopted  in  the 
different  cases  which  have  been  considered. 
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Problem  1. 


ff 


A  rectangular  concrete  beam,  having  the  dimensions,  h  »  10",  d  =  12 
is  reinforced  on  the  tension  side  only  with  2  steel  bars,  }"  square,  and  loaded 
with  a  uniformly  distributed  load  of  500  lbs.  per  ft.  If  the  span  is  16  ft.  and 
the  beam  is  assumed  to  be  freely  supported  at  the  ends,  determine  the  values 
of  /t,  fc)  V  Aud  u,  assuming  n  =  15. 

Problem  2. 

Find  the  proper  size  and  spacing  of  the  reinforcement  for  a  concrete  floor 
slab,  supported  on  two  sides  only  and  having  a  span  of  15  ft.,  assuming  d  =  b", 
ft  =  16,000  lbs.  per  sq.  in.,  /«  =  700  lbs.  per  sq.  in.,  n  =■  15. 

Problem  3. 

Determine  the  safe  uniform  load,  in  lbs.  per  sq.  ft.,  including  the  weight  of 
the  slab,  for  the  floor  in  Problem  (2),  assuming  the  slab  to  be  continuous  over 
the  supports,  with  the  reinforcement  arranged  as  indicated  in  Fig.  (274) ;  and 
calculate  the  values  of  v  and  u  under  this  load. 

Problem  4. 

A  concrete  floor,  supported  on  concrete  girders,  as  indicated  in  Fig.  (274), 
which  are  spaced  15  ft.  on  centers  and  reinforced  with  4  steel  bars  li"  square, 
has  the  following  dimensions:  span  of  girders  =  24  ft.,  t  =  6",  &'  =  15", 
d  —  22",  If  the  total  load  on  the  floor,  including  the  weight  of  the  floor  and 
girders,  averages  150  lbs.  per  sq.  ft.,  calculate  the  values  of  /«,  /<.,  v  and  u, 

assuming  n  =  15  and  M  =  -j^- 

Problem  6. 

Calculate  the  size  and  required  spacing  of  the  web  reinforcing  units  in  the 
girders  in  Problem  (4),  assuming  the  allowable  values,  /«  »  16,000  lbs.  pez  sq. 
in.,  fc  —  650  lbs.  per  sq.  in.,  v  =  120  lbs.  per  sq.  in. 

Problem  6. 

Calculate  the  values  of  /<.,  /«  and  /«'  at  the  sections  at  the  ends  of  floor  girders 
iu  Problem  (4),  assuming  one-half  of  the  reinforcing  rods  in  each  span  to  be 
bent  up  and  carried  over  the  supports,  as  indicated  in  Fig.  (277),  the  distance 
from  the  centers  of  the  rods  to  the  top  of  the  floor  being  2\'\  and  the  distance 
of  the  centers  of  the  rods  on  the  lower  side  from  the  under  side  of  the  beam 
being  assumed  to  be  2}". 

Problem  7. 

Determine  the  values  of  fe  and  /«  due  to  an  axial  load  of  200,000  lbs.  on  a 
concrete  column,  having  a  cross  section  16"  X  16",  reinforced  with  eight 
I"  square  bars,  arranged  as  shown  in  Fig.  (281a),  the  bars  being  placed  with 
centers  2"  inside  of  the  colunm.    Assume  n  »  15. 

Problem  8. 

Determine  the  values  of /c,  /« and/«'  for  the  column  in  Problem  (7),  assuming 
the  coliunn  to  be  subjected  to  an  eccentric  load  of  120,000  lbs.,  acting  through 
a  principal  axis  at  a  distance  e  =  2"  from  the  center.    Assume  n  =  15. 
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Problem  9. 

Solve  Problem  (8)  assuming  the  colimin  to  be  subjected  to  a  load  of  80,000 
lbs.,  with  an  eccentricity  e  ^  6". 

Problem  10. 

Determine  the  allowable  load  on  a  concrete  column  16"  square,  reinforced 
with  eight  1"  square  bars,  arranged  as  in  Problem  (7),  with  centers  2"  from 
the  sides  of  the  column;  assuming /<.  —  650  lbs.  per  sq.  in.  and  n  »  15: 

(a)  When  the  load  is  central; 

(b)  When  the  load  has  an  eccentricity  of  1"; 

(c)  When  the  load  has  an  eccentricity  of  8". 
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of  varying  cross  section,  fiber  stresses  in,  problems 159 

principle  of  least  work,  as  applied  to 241 

principle  stresses  in 174 

problems,  deflection  of 251 

stresses  in,  definitions 103 

trussed 307 

which  are  statically  indeterminate,  determination  of  supporting 

forces 213 

with  fixed  ends 205 

Bearing  pressiure,  intensity  of 84 

uniform 83 

Bending  and  end  pressure,  or  tension,  combined  with  torsion 391 

Bending  and  torsion,  combined 385 

Bending,  defined 103 

ordinary 109 

ordinary,  general  formulas  for  slope  and  deflection 188 

simple 104 

theory  of  uniform  or  simple 107 

uniform 104 

uniform,  general  formulas  for  slope  and  deflection 186 

uns3rmmetrical 321 

which  produces  stress  intensities  above  the  elastic  limit 145 

Bending  moment 106, 112 

convention  of  signs 106 

Bending  moment  and  shearing  force  diagrams,  combined 136 

problems 121, 138 

Bending  moment  diagram,  slope  and  deflection  from 225 

Bending  moments 522 

and  reactions,  determination  of,  at  the  supports  of  a  continuous 

beam 279 

and  shearing  forces  at  two  different  cross  sections,  relation  of .  .  .  119 

approximate  method  of  determining,  continuous  beams 279 

shearing  forces  and  loads,  graphical  representation  of 116 

shearing  forces  and  loads,  relations  of 116 

Braced  arch 439 
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Breaking  strength 13 

Brittleness 2 

Built-in  beam 103 

Built-in  beams 205 

Butt-joint,  double  riveted 90 

single  riveted 89 

Cable,  tramway 453 

Cantilever  beam 103 

Carriage  spring 435 

Catenary,  common 449 

defined 447 

transformed 451 

« 

Catenaries  and  arches 439 

problems 461 

Center,  of  pressure 94 

of  stress 93 

Centrally  loaded,  circular  flat  plate 489 

Chain,  links 432 

Chain,  riveting 88 

Change  of  volume  under  stress 8 

Circular  flat  plate,  centrally  loaded 489 

fixed  at  the  circumference 490 

freely  supported  at  the  circumference 493 

Circular  flat  plate,  uniformly  loaded 481 

fixed  at  the  circumference 482 

freely  supported  at  the  circumference 488 

supported  at  the  center 494 

Circular  ring 426 

Close  coiled  spring 393,  399 

CoeflScient  of  linear  expansion 23 

CoefiScients  for  shearing  force  and  bending  moments  at  supports  of  con- 
tinuous beams  of  equal  spans,  uniformly  distributed  load.  278 

Coil,  axis  of 392 

diameter  of 392 

Column,  defined 346 

Column,  formula: 

Empirical  of  Gordon  or  Rankine  type , 358 

Euler's,  long  columns 348 

Gordon's 354 

Parabolic 359 

Rankine's 357 

Straight-line 360 

Columns,  axially  loaded 527 

eccentrically  loaded 628 

Columns  and  struts 346 

problems 372 

Combined  stresses,  truss  members  subjected  to 305 
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Combined  axial  aad  lateral  loading,  strut  and  tie,  subjected  to 365 

Combined  direct  and  bending  stresses  in  unsymmetrical  bars 326 

Combined  shearing  force  and  bending  moment  diagrams 136 

problems 138 

Combined  stresses 292 

problems 312 

resilience  due  to 304 

S-polygon  for 335 

Combined  torsion,  and  bending 385 

Combined  torsion  and  end  pressure,  or  tension 389 

Combined  torsion,  bending  and  end  pressure,  or  tension 391 

Common  catenary 449 

Complex  stress i 3 

Components  of  strain 66 

Compression,  axial 78 

Compressive  strain 6 

Compressive  stresses,  relation  of,  to  strains  above  the  elastic  limit 19 

Conditions  and  assimiptions,  reinforced  concrete  beams  and  columns. . .  506 

Conjugate  stresses 53 

ratio  of 60 

Construction  of  S-polygon 333 

Continuous  beam,  approximate  method  of  determining  shearing  force  and 

bending  moment 279 

determination  of  the  bending  moments  and  reactions  at  the 

supports 270 

Continuous  beams 104^  258 

determination  of  the  greatest  fiber  stress  and  greatest  deflection .  272 
of  equal  spans,  uniformly  loaded,  coefficients  for  shearing  forces 

and  bending  moments  at  supports 278 

problems 280 

with  equal  spans  and  loads  uniformly  distributed 274 

Convention  of  signs  for,  bending  moment 106 

curvature 411 

shearing  force 112 

stress  and  strain 411 

Cords,  flexible 446 

Core  of  the  section 336 

Critical  load 350 

Cross  section,  defined 410 

Curvature,  convention  of  signs 411 

transverse 249 

Curved  bar  subjective  to,  ordinary  bending 415 

uniform  bending 410 

Curved  bars,  assumptions  and  limitations  of  theory  of 410 

flexure  of .^. 420 

problems 437 

Curved  beam,  defined 410 

Cylinder,  thick  hollow 473 
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Cylinder,  thin  hollow  circular 79 

thin  hoUow  oval. . : 467 

Cylinders  and  plates,  problems 503 

Deflection  and  slope,  from  elastic  curve 184 

from  bending  moment  diagram 225 

general  formulas,  ordinary  bending 188 

general  formulas,  uniform  bending 186 

loads  considered  separately .  .^ 203 

loads  considered  simultaneously 201 

Deflection,  determined  from  resilience 238 

due  to  shearing 244 

greatest,  in  terms  of  the  greatest  bending  moment  or  the  greatest 

fiber  stress 220 

Deflection  of  beams 181 

allowable  for  floors 221 

of  non-uniform  cross  section 217 

problems 251 

reinforced  concrete 526 

Deformation,  load,  diagrams 16 

Design  of  beams  for  fiber  stress 149 

Determination  of  supporting  forces  for  beams  which  are  statically  inde- 
terminate.   213 

Determination  of  the  greatest  fiber  stress  and  greatest  deflection  of  con- 
tinuous beams 272 

Determination  of  the  bending  moments  and  reactions  at  the  supports  of 

any  continuous  beam 270 

Diagram,  of  outside  fiber  stress 156 

stress-strain 13 

Diagrams,  load-deformation 16 

Diameter  of  coil 392 

Differential  equation  of  elastic  curve 181 

Dilatation 66 

Direct  stress,  effect  of  an  impact,  producing  a 28 

Distributed  loads,  ordinary  bending,  under 114 

Double  shear 83 

Driven  diameters  of  rivets 86 

DuctiUty 2 

Ductihty  in  torsion 379 

Ductihty,  measure  of 16 

Eccentric  load,  long  columns  under 371 

Eccentric  loading 296 

columns 365, 528 

Eccentricity,  maximum,  without  reversing  stress 299 

Effect  of,  an  impact  producing  a  direct  stress  rate  of  application  of  the 

load  on  the  maximum  stress  intensity 29 

shape  of  test  piece  on  tensile  properties 18 

stress  above  the  elastic  limit 23 
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Effect  of,  temperature  and  load  changes 452 

varying  stresses 30 

Efficiency  of  a  riveted  joint 87 

Elastic  curve,  defined 181 

differential  equation  of 181 

slope  and  deflection  from 184 

Elastic  limit 13 

bending  which  produces  stress  intensity  above  the 145 

effect  of  stress  above  the 23 

in  torsion 378 

relation  of  compressive  stresses  to  strains  above  the 19 

relation  of  tensile  stresses  to  strains  above  the 12 

torque  at  the 378 

Elastic,  limits 9 

strain 23 

Elasticity 2 

modulus  of 10 

shearing  modulus  of 11 

Ellipse  of  stress 45,  46 

Empirical  formulas  of  the  Gordon,  or  Rankine,  type 358 

End  pressure  and  torsion,  or  tension,  combined 389 

End  tension 80 

Equal  principal  stresses 48,  54 

Equal  strength,  cross  sections  of 159 

Equations  of  equilibrium 73 

Equilibrium,  curve  of  arch 449 

equations  of 73 

polygon 447 

Euler's  theory,  long  columns 348 

Extension 64 

Extension,  simple 6, 65 

Factor  of  safety 33 

Fatigue 32 

of  the  material 32 

Fiber  stress 109 

design  of  beams  for 149 

working  outside 148 

Fiber  stresses  in  beams,  of  uniform  section,  problems 150 

of  varying  sections,  problems 159 

Fixed  ends,  beams  with 205 

Flat  circular  plate,  centrally  loaded 489 

fixed  at  the  circumference 490 

freely  supported  at  the  circumference 493 

Flat  circular  plate,  uniformly  loaded 481 

fixed  at  the  circumference 482 

freely  supported  at  the  circumference 488 

supported  at  the  cetiter 494 
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Flat  square  and  rectangular  plates,  centrally  loaded 502 

fixed  at  the  edges 602 

freely  supported  at  the  edges 503 

Flat  square  and  rectangular  plates,  uniformly  loaded 496 

fixed  at  the  edges 497, 500 

freely  supported  at  the  edges 501 

Flexible,  cords 446 

trough 457 

Flexure,  defined 103 

general  theory  of 321 

general,  problems 336 

limitations  of  the  theory  of 250 

of  beams 181 

of  curved  bars 420 

Floor  beams,  allowable  deflection  of 221 

Floor  slabs 513 

supported  on  columns  without  beams  or  girders 536 

Forces,  supporting,  defined 103 

Formulas,  for  bending  moments  and  deflections,  summary  of 223 

for  slope  and  deflection,  general,  uniform  bending 186 

General  flexure,  problems 336 

General  formulas  for  slope  and  deflection,  ordinary  bending 188 

uniform  bending 186 

General  relations  of  stresses  and  strains 75 

General  theory  of  flexure 321 

Girders,  beams 104 

plate 104 

Gordon's  formulas  for  columns 354 

Graphical  representation  of,  normal  stress 140, 417 

loads,  shearing  forces  and  bending  moments 116 

longitudinal  shearing  stress 167 

Greatest  deflection  in  terms  of  the  greatest  bending  moment  or  the 

greatest  fiber  stress 220 

Greatest  fiber  stress,  resilience  in  terms  of 236 

and  greatest  deflection  for  continuous  beams,  determination  of .  .  272 

Greatest  outside  fiber  stress 139 

Hardness 2 

Helical  spring  subjected  to,  a  combined  axial  load  and  twist 400 

an  axial  load 392 

an  axial  twist 398 

Hollow  circular  shaft 380, 388 

Hook.  . 426 

Hookers  law 10 

Hooks,  stresses  in 311 

Hoop  tension 80 

Hooped  reinforcement 535 

Hysteresis  of  strain 25 
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Impact  producing  a  direct  stress,  effect  of 28 

Inertia,  principal  axes  of 321 

principal  moments  of 321 

Intensities  of  stress  on  different  planes  through  a  point  in  a  bar  sub- 
jected to  uniform  tension 41 

Intensity  of  bearing  pressure 84 

Intensity  of  stress 4 

at  a  point 39 

on  different  planes  through  a  point  in  any  body  subjected  to  plane 

stress 43 

Intensity  of  shearing  stress,  on  a  cross  section  of  a  beam 165 

per  unit  of  depth 166 

Inverted  arch t 446 

Joint,  lap  of 84 

structural 92 

Joints,  riveted 84 

Lap-joint,  double  riveted 87 

single  riveted 85 

Lap  of  joint,  defined 84 

Lateral  deflection 389 

Law,  Hooke's 10 

Least  work;  principle  of,  as  applied  to  beams 241 

solution  of  trussed  beams  by  method  of 309 

Limitations,  of  theory  of  beams 104 

of  theory  of  flexure 250 

Limits,  elastic 9 

Linear  arch 449 

Linear  expansion,  coefficient  of 23 

lines,  section  moduli 329 

Links,  chain 432 

Load,  critical 350 

changes  and  effect  of  temperature 452 

deformation  diagrams 16 

deformation  diagrams  for  torsion 378 

suddenly  applied 29 

Loading,  eccentric 296 

Loads,  axial  and  transverse 293 

defined '. . .  103 

oblique 300 

parallel  to  the  axis 296 

shearing  forces  and  bending  moments,  graphical  representation  of  116 

shearing  forces  and  bending  moments,  relation  of 116 

transverse,  not  in  same  plane 302 

Longitudinal  shearing 161 

ix>ngitudinal  shearing  stress,  graphical  representation  of  the 167 

maximum  intensity  of 163 

per  unit  of  length 163 
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Longitudinal  shearing  stresses  in  beams,  problems 169 

Long  colunms,  Euler's  theory 348 

under  eccentric  load 371 

Long  thin  rods 347 

MalleabiUty 2 

Materials,  properties  of 2 

strength  of 1 

Maximum  eccentricity  without  reversing  stress 299 

Maximimi  intensity  of  longitudinal  shearing  stress 163 

Maximiun  obliquity,  of  stress 55 

planes  of 49 

Maximum  shear,  planes  of 49 

Maximum  stress  intensity,  variation  with  radius  of  curvature 419 

Measure  of  ductility 16 

Moduli  of  elasticity 10 

Modulus  of  elasticity 14 

shearing 11 

units  of 11 

Modulus  of  elasticity  and  modulus  of  rigidity,  relation  between 72 

Modulus,  of  resilience 27 

of  rigidity 11 

of  rupture,  transverse 147 

of  rupture  in  torsion 379 

Young's 11 

Moment  of  resistance 106,  111 

in  torsion 377 

problems 144 

Neutral  axis 93 

Non-uniform  cross  section,  deflection  of  beams  of 217 

Normal  stress,  graphical  representation  of  the 140 

Notation  of  stress 40 

Oblique,  loads 300 

stress 4 

Obliquity,  maximum 55 

planes  of  maximum 49 

Open  coiled  spring 394,  399 

Ordinary  bending 109 

bar  of  unsymmetrical  cross  section  subjected  to 325 

curved  bars  subjected  to 415 

general  formulas  for  slope  and  deflection 188 

theory  of 113 

imder  distributed  loads 114 

Outside  fiber  stress 109 

diagram  of 156 

Overstrain 24 
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Parabolic  fonnulas 359 

Permanent  strain  or  set 23 

Physical  properties  of  materials,  problems 34 

Pitch  of  rivets 84 

Plane  strain 64 

Plane  stress 39 

strain  accompanying 71 

stress  intensities  on  different  planes  through  a  point  in  any  body 

subjected  to 43 

Plane  of  stress 39 

principal  stresses  in  terms  of  the  stresses  on  any  two  planes  per- 
pendicular to  the 55 

Planes  of  maximum  shear  and  maximum  obliquity 49 

Planes  of  stress,  principal 75 

Planes  on  which  there  is  no  shear 45 

Plasticity 2 

Plate  girders 104 

Poisson's  ratio 8 

Polygon,  equilibrium 447 

section  moduli 331 

Pressure,  center  of 94 

intensity  of  bearing 84 

uniform  internal  and  external 79, 81 

Principal  axes,  of  inertia 321 

of  strain 75 

Principal  moments  of  inertia 321 

Principal  planes  of  stress 45, 75 

Principal  strains 69, 76, 388 

strain  components  in  terms  of 70 

Principal  stresses 45, 75 

equal 54 

in  beams 174 

in  beams,  problems 177 

in  terms  of  the  stresses  on  any  two  coordinate  planes  at  right  angles 

to  the  plane  of  stress 51 

in  terms  of  the  stresses  on  any  two  planes  perpendicular  to  the 

plane  of  stress 55 

open  coiled  spring 395 

resultant  stress  on  any  plane  in  terms  of  the 53 

stress  components  on  any  plane  in  terms  of 47 

Principle  of  least  work  as  applied  to  beams 241 

Principle,  Saint-Venant*s 78 

Problems,  arches  and  catenaries 461 

columns  and  struts 372 

combined  shearing  force  and  bending  moment  diagnimH 138 

combined  stresses 312 

continuous  beams 280 

curved  bars 437 
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Problems,  cylinders  and  plates 503 

deflection  of  beams 251 

fiber  stresses  in  beams  of  miiform  section 150 

fiber  stresses  in  beams  of  varsring  sections 159 

general  flexure 336 

longitudinal  shearing  stresses  in  beams 169 

moment  of  resistance 144 

ph3rsical  properties  of  materials 34 

reinforced  concrete  beams  and  columns 536 

shafting  and  springs 403 

shearing  force  and  bending  moment 121 

stresses  at  a  point 61 

stresses  in  beams,  principal  stresses 177 

uniform  and  uniformly  varying  stress 97 

Proof  resilience 27 

Properties  of  materials 2 

Rankine's,  graphical  solution 59 

formulas  for  columns ^ 357 

Rate  of  application  of  load,  effect  on  maximum  intensity 29 

Ratio,  of  conjugate  stresses 60 

Poisson's 8 

Reactions,  defined 103 

Reactions  and  bending  moments,  determination  of,  at  the  supports  of  any 

continuous  beam 270 

Rectangular  beams,  reinforced  for  tension  only 507 

Rectangular  cross  section,  tube  of 470 

Rectangular  flat  plate,  fixed  at  the  edges 502 

freely  supported  at  the  edges 503 

Rectangular  and  square  flat  plates  uniformly  loaded 496 

Reinforced  concrete  beam,  deflection  of 526 

Reinforced  concrete  beams  and  columns 506 

problems 536 

Relation  between,  stresses  and  strains 71 

the  modulus  of  elasticity  and  modulus  of  rigidity 72 

Relation  of,  bending  moments,  shearing  forces  and  loads 116 

compressive  stresses  to  strains  above  the  elastic  limit 19 

intensities  of  shearing  stress  on  the  X  and  Y  planes 41 

shearing  forces  and  bending  moments  at  two  different  cross  sec- 
tions   119 

tensile  stresses  and  strains  above  the  elastic  limit 12 

Resilience,  defined 25 

deflection  determined  from 238 

due  to  combined  stresses 304 

in  torsion 384 

in  terms  of  the  greatest  fiber  stress 236 

modulus  of 27 

of  a  beam  due  to  bending 234 
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Resilience,  proof 27 

shearing 243 

working 34 

Resistance  to  shear Ill 

Resultant  stress 93 

Resultant  stress  on  any  plane  in  terms  of  the  principal  stresses 53 

Rigidity,  modulus  of 11 

torsional 378 

Ring,  circular 426 

Riveting,  chain 88 

zigzag 88 

Rivets,  driven. diameter  of 86 

normal  diameter  of 86 

pitch  of 84 

Riveted  joint,  efficiency  of 87 

strength  of  a 87 

Riveted  joints 84 

Ruptiure,  modulus  of 147 

Safety,  factor  of 33 

Saint- Venant's  principle 75 

Section,  core  of  the 236 

Section  moduli,  lines 329 

polygon 331 

Section  modulus 140 

units  of 140 

Set  in  torsion 378 

Set  or  strain,  permanent 23 

Shafting  and  springs 375 

problems 403 

Shafting,  transmission  of  power  by 379 

Shafts,  hollow  circular 380 

Shear,  single 83 

double 83 

planes  on  which  there  is  no 45 

planes  of  maximum 49 

stress-strain  relation  in 22 

Shearing  and  bond  stresses 511,  518, 522 

Shearing,  deflection  due  to 244 

Shearing  force 112 

and  bending  moment,  problems 121 

and  bending  moment  diagrams,  combined 136 

and  bending  moment  diagrams,  combined,  problems 138 

convention  of  signs  for 112 

Shearing  forces,  and  bending  moments  at  two  different  cross  sections, 

relations  of 119 

approximate  method  of  determining  for  continuous  beams 279 
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Shearing  forces,  bending  moments  and  loads,  graphical  representation  of  116 

bending  moments  and  loads,  relations  of 116 

Shearing,  longitudinal 161 

modulus  of  elasticity 11 

resilience 243 

strain 7,  64 

strength 22 

Shearing  stress Ill 

longitudinal  per  imit  of  length 163 

on  the  cross  section  of  a  beam,  intensity  of 165 

per  unit  of  depth,  intensity  of 166 

relation  of  intensities  on  the  X  and  Y  planes 41 

uniform 82 

Simple  beam 103 

Simple  bending 104 

bar  of  imsymmetrical  cross  section  subjected  to 322 

Simple  or  uniform  bending 105 

theory  of 107 

Simple,  extension 6,  65 

stress  or  stresses 3 

Single  riveted,  butt-joint 89 

lap  joint 85 

Single  shear 83 

Slab,  supported  on  four  sides 514 

supported  on  two  sides 513 

Slope  and  deflection,  from  elastic  curve 184 

from  the  bending  moment  diagram 225 

general  formulas  for  ordinary  bending 188 

general  formulas  for  imiform  bending 186 

loads  considered  separately 203 

loads  considered  simultaneously 201 

Solid  arch 439 

Sphere,  thick  hollow 81,  478 

Spiral  spring 433 

Spring,  carriage 435 

close  coiled 393, 399 

helical,  subjected  to  axial  load 392 

helical,  subjected  to  axial  twist 398 

helical,  subjected  to  a  combined  axial  load  and  twist 400 

of  hollow  circular  section 401 

of  non-circular  section 401 

open  coiled 394,  399 

spiral 433 

time  of  oscillation  of 401 

Springs  and  shafting 375 

problems 403 

S-polygon,  construction  of  the 333 

for  combined  stresses 335 


552  INDEX 

FAOK 

Square  flat  plates,  centrally  loaded 502 

fixed  at  the  edges 502 

freely  supported  at  the  edges 502 

Square  flat  plates,  uniformly  loaded 496 

fixed  at  the  edges 500 

freely  supported  at  the  edges 500 

Stiffness 181 

Straight  line  formulas 360 

Strain,  accompanying  plane  stress 71 

analysis  of 64 

and  stress,  convention  of  signs  for  curvature 411 

at  a  point 64 

components  in  terms  of  principal  strains 70 

components  of 66 

compressive 6 

defined 5 

elastic 23 

hysteresis  of 25 

or  set,  permanent 23 

plane 64 

shearing 7, 64 

stress  diagram 13 

tensile 5 

units  of 67 

Strains,  principal 69,  75 

principal  axes  of 7S 

Strains  and  stresses,  due  to  change  of  temperature 22 

general  relations  of 75 

relations  between 71 

Strength,  breaking 13 

of  a  riveted  joint 87 

of  materials 1 

shearing 22 

ultimate 13 

working 33 

Stress,  analysis  of 39 

and  strain,  convention  of  signs 411 

at  a  point .' .  39 

at  a  point,  problems 61 

beyond  the  elastic  limit  in  torsion 379 

center  of 93 

complex 3 

components  on  any  plane  in  terms  of  the  principal  stresses 47 

defined 3 

diagram 447 

diagram  of  outside  fiber 156 

ellipse  of 45, 46 

fiber 109 
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QtteBB,  graphical  representation  of  normal 140 

graphical  representation  of  longitudinal  shearing 167 

greatest  outside  fiber 139 

intensity  of 4 

intensity  of,  at  a  point 39 

intensities  on  different  planes  through  a  point  in  any  body  sub- 
jected to  plane  stress 43 

longitudinal  shearing,  maximum  intensity  of 163 

longitudinal  shearing,  per  imit  of  length 163 

notation  of 40 

obUque 4 

on  a  cross  section  of  a  beam,  intensity  of  shearing 165 

outside  fiber 109 

per  unit  of  depth,  intensity  of  shearing 166 

plane 39 

plane  of 39 

principal  planes  of 45 

relation  of  intensities  of  shearing  on  the  X  and  Y  planes 41 

resultant 93 

simple 3 

strain  diagram 13 

strain,  relation  in  shear 22 

uniform 77 

uniform  shearing 82 

uniformly  varying 93 

imiformly  varying,  whose  resultant  is  a  couple 94 

imits  of 4 

Stresses  and  strains,  due  to  change  of  temperature 22 

general  relations  of 75 

relation  between 71 

Strtsses,  at  a  section  over  a  support 523 

conjugate 53 

combined 292 

combined,  resilience  due  to 304 

combined,  truss  members  subjected  to 305 

equal  principal 48, 54 

in  beams,  definitions 103 

in  beams,  principal  stresses,  problems 177 

in  hooks 1 211 

principal 45, 75 

principal,  in  beams 174 

principal,  in  terms  of  the  stresses  on  any  two  coordinate  planes  at 

right  angles  to  the  plane  of  stress 51 

ratio  of  conjugate 60 

shearing  and  bond 511 

Structural  joint 92 

Strut,  defined 346 

or  tie,  subjected  to  combined  axial  and  lateral  loading 365 
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Strut,  and  columns 346 

Suddenly  applied  load 29 

Summary,  formulas  for  bending  moments  and  deflections 223 

Supporting  forces,  defined 103 

determination  of,  for  beams  which  are  statically'indeterminate . .  213 

Tee  beams 618 

Temperature  and  load  changes,  effects  of 452 

Temperature,  strains  and  stresses  due  to  change  of 22 

Tensile  properties,  effect  of  shape  of  test  piece  on 18 

Tensile  strain 5 

Tensile  stresses,  relation  of,  to  strains  above  the  elastic  limit 12 

Tension,  axial 77 

end 80 

hoop 80 

Test  pieces,  effect  of  shape  of,  on  tensile  properties 18 

Theorem  of  three  moments 259 

Theory  of  flexure,  limitations  of  the 250 

Theory  of  beams,  assumptions  of 107 

limitations  of 104 

Theory  of,  ordinary  bending 113 

simple  or  uniform  bending 107 

Thick,  hollow  cylinder 473 

hollow  sphere 478 

Thin,  hollow  cylinder 79 

hollow  sphere 81 

oval  cylinder 467 

Three  hinged,  arch 440 

circular  arch 461 

Three  moments,  the  theorem  of 259 

Time  of  oscillation  of  a  spring 401 

Torque  at  the  elastic  limit 378 

Torque,  or  twisting  moment 377 

Torsion  and  bending,  combined 385 

Torsion  and  end  pressure,  or  tension,  combined 389 

Torsion,  bending  and  end  pressure,  or  tension,  combined 391 

Torsion,  ductility  in 379 

elastic  limit  in 378 

in  bars  of  non-circular  section 381 

load-deformation  diagram  for 378 

modulus  of  rupture  in 379 

moment  of  resistance  in 377 

resilience  in 384 

set  in 378 

stress  beyond  the  elastic  limit  in 379 

yield  point  in 378 

Torsional  rigidity 378 

Total  stress 4 
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Tramway  cable 463 

Transmission  of  power  by  shafting 379 

Transformed  catenary 461 

Transverse  and  axial  loads 293 

Transverse  curvature 249 

Transverse  loads  not  in  same  plane 302 

Trough,  flexible 467 

Trussed  beams 307 

solution  by  method  of  least  work 309 

Trussed  members  subjected  to  combined  stresses 305 

Tube  of  rectangular  cross  section 470 

Twisting  moment,  or  torque 377 

Two  hinged  arch 441 

Ultimate  strength 13 

Uniform  and  uniformly  varying  stress 77 

problems 97 

Uniform  bearing  pressure 83 

Uniform  bending 104, 105 

curved  bars,  subjected  to 410 

general  formulas  for  slope  and  deflection  due  to 186 

theory  of 107 

Uniform,  external  pressure 81 

internal  pressure 79 

Uniform  strength,  beams  of 217 

Uniform  stress 77 

Uniform  shearing  stress 82 

Uniform  tension,  stress  intensities  on  different  planes  through  a  point  in 

a  bar  subjected  to 41 

Uniformly  varjring  stress 93 

whose  resultant  is  a  couple 94 

Unit  stress 4 

Units  of,  modulus  of  elasticity 11 

modulus  of  rigidity 11 

section  modulus 140 

strain 6, 7 

stress 4 

stress  intensity 4 

Unsymmetrical  bars,  combined  direct  and  bending  stresses  in 326 

Unsymmetrical  bending 321 

Variation  in  maximum  stress  intensity  with  radius  of  curvature 419 

Varying  cross  section,  beams  of 155 

Varying  stress,  uniformly 93 

Volume,  change  of,  under  stress 8 

Web  reinforcement 624 

Wire 392 
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Working,  load 33 

outside  fiber  stress 148 

resilience 34 

strength 33, 148 

Yield  point 12 

in  torsion 378 

Young's  modulus 11 

Zigzag  riveting 88 
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